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PREFACE. 


THE object of this work is twofold—one, to establish principles upon 
which the planning of farm-buildings should be based—the other, to 
concentrate correct and valuable information on the nature and use 
of the materials employed in constructing farm-buildings. 

It may astonish those of our readers who are agriculturists, to learn 
for the first time that principles should still be sought for in the plan- 
ning of farm-steadings, after so long an experience of their use. The 
surprise would be greatly modified were they to take into consideration 
the care that should be bestowed in placing the numerous apartments 
of steadings relatively where they should be ; and they would then 
discover that these are generally by no means so conveniently arranged 
as they might be. At any rate, it is clear that the same arrange- 
ment of apartments in a steading for a pastoral farm, where live- 
stock alone are reared, would not be suitable for a strong clay land 
farm, where no stock are reared at all. We contrast these two ex- 
treme cases to make our meaning the clearer. But, however great 
a difference of arrangement is required in such extreme cases, a 
material difference also exists in cases even more alike. It will at 
once be admitted that a different arrangement should be made where 
stock are reared from where they are not ; but even where stock are 
reared, it must also be conceded that considerable difference in the 
arrangement is required where the sorts of farming differ. For 
example, stock are reared on both pastoral and dairy farms, but the 
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arrangement of apartments should be as different in these as between 
a pastoral and a carse farm, although the apartments themselves may 
be formed alike. Again, stock are reared in both dairy and mixed 
husbandry farms, yet the arrangement of the apartments should be 
quite different in such different modes of farming. Moreover, stock 
are fattened in both common and mixed husbandry farms, but the 
apartments in breeding should be quite differently placed from those 
in feeding farms. We may therefore safely conclude that each mode 
of farming requires its own arrangement of apartments in the stead- 
ing, so that each class of steading should have its distinguishing 
features. Having arrived at this conclusion, the question naturally 
arises, Do existing steadings really possess such distinctive character- 
istics? We believe they do not. We suspect very many do not 
indicate at a glance the purpose for which they were constructed. 
And why should this be so? In other mechanical arts we find no 
difficulty in distinguishing one building from another. No one would 
mistake a flour-mill for a spinning-mill, or a factory for a warehouse. 
So ought we to be able to distinguish the system of farming by the 
structure of the steadings, and we could do so easily were steadings 
really constructed in conformity with the system of farming they are 
intended to accommodate. 

It is our ambition to plan steadings that will at once tell the system 
of farming they are intended for. If we can do this, we conceive we 
would do a good thing for the agricultural community, and we believe 
we have done it. But we are sure we could not have done it without 
following principles, and those we have followed have only been 
apprehended after much practical thought and observation. On fol- 
lowing them out, convenience and economy in construction gradually 
developed themselves: and the entire results we here endeavour to 
place before our readers, accompanied with copious illustrations. The 
principles referred to are fully explained at p. 6, and their particular 
application to each sort of farming is illustrated in the Description of 
Plates I. to VIII. 

Besides steadings, the construction of farmhouses should be based 
upon the requirements incidental to the occupation of such a dwelling. 
These requirements are enumerated in pp. 54-57. The leading prin- 
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ciples are, that the working and dwelling parts of a farmhouse should 
be kept separate; that the working part should be, in all cases, nearly 
of the same dimensions, because the utensils employed and the room 
required for work are nearly the same in all cases; and that the 
dwelling part should be enlarged and embellished in conformity with 
the importance of the farm. 

Farm-cottagés require careful consideration in their construction. 
We have endeavoured to evince that care in the observations we 
have made on that interesting class of dwellings in pp. 93, 94. The 
guiding principle is that farm-cottages should be made to suit the 
number of the family to occupy them, and not to make them all 
of one size. A married couple only require one room; while the same, 
with a family, require at least three, and even more rooms, according 
to the number of the family. Wherever a hind is bound to provide a 
field-worker, his cottage requires one apartment more than where no 
such obligation exists. 

In drawing out the plans of farm-cottages, the principle in all cases 
has been rigidly adhered to, of first deciding what was required in the 
way of apartments, sculleries, &c., to make the cottages, when con- 
structed, absolutely convenient, so as to secure in the best possible 
manner, not the comfort merely of their inhabitants, but also to aid in 
the exercise of economical and orderly housewifery ; for it appeared to 
us axiomatic that, in order to secure household order and economy, 
it is essential that those constructive conveniences be supplied to all 
cottages by which these alone are attainable ; for it is an easy thing to 
demand of the labouring man’s household that everything shall be in 
its proper place, but not so easy— nay, impossible-—to do this if the 
place is not provided. The primary aim, then, of a planner of a house 
being to arrange it so that it shall in the fullest and widest sense of 
the term be fit to live in, we so endeavoured to plan the structures, 
without reference to what their external form would be. The plan in 
all cases defined the design, not the design the plan. There is an 
essential distinction between these two terms here ztalzcised, which we 
endeavoured to keep in view. For the system, not seldom followed, 
of predetermining what the external form of a house shall be—that is to 
say, how it shall look when finished—and thereafter crushing into the 
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outline thus obtained, not what should be, but what can be got into 
the outline in the way of apartments and conveniences, is obviously 
subversive of all sound attempts to obtain a thoroughly convenient 
house. This principle, if principle it can be called, we endeavoured 
to avoid. Hence, however, we do not conceal from ourselves the 
objections which will be made to the designs of their structure, archi- 
tecturally speaking. These, as indicated above, having been defined 
by the plan, which was carefully elaborated beforehand, do not perhaps 
admit of the architectural pose, so to speak, which another system: of 
planning would perhaps have admitted of. Our aim, however, we do 
not hesitate to say, has been to plan houses fit to live in, rather than 
to design structures pretty or pleasing to look at. And yet, we 
believe, few will be disposed to deny that the perspective designs of 
farmhouses and cottages to be seen on some of the plates, founded 
upon the ground-plans we have given, are both pretty and ornamental. 
Nor, on the other hand, are we ignorant of this, that adverse criticism 
will be freely given as to the mere planning or arrangement of the 
apartments. But for this we are prepared. Some experience in the 
matter leads us to know that, however well arranged a house may 
seem, it is an easy matter to pick out faults in it, and to suggest im- 
provements. But as the opinions of many men are various—“ Many 
men, many minds," says the truthful proverb—and as the mere changes 
of which a given number of apartments are susceptible, so far as re- 
gards change of position, are exceedingly numerous, it would be strange 
indeed if one plan pleased all. It is sufficient for us to know that we 
have in all cases attempted, to the best of our ability, to plan struc- 
tures which will enable all the operations for which they are designed 
to be carried on with comfort and economy. 

So much for the first object of the work —namely, the establishing 
of principles upon which the planning of farm-buildings should be 
based. With reference to the second object—the concentration of 
information on the nature and use of the materials employed in their 
construction —we may be permitted to say that we have endeavoured 
to secure this concentration, and that we believe we have in some 
degree practically attained it, by the adoption of a style of description 
which, while conveying sound information, is yet so free from all un- 
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necessary technicalities, as to be within the easy comprehension of all 
not practically conversant with the various branches of construction. 
To aid in this, illustrations have been given, to a degree of profusion 
not often attempted in similar works ; and these have been specially, 
in the great majority of instances, designed for the purposes of this 
work, and drawn to scale, so as to be practically available in the work- 
shop of the mechanic, as well as useful in elucidating the study of 
the amateur in construction. We do not Jay claim to having illustrated 
and described all the constructive appliances which inventive genius is 
daily elaborating and multiplying : to do this would have been impos- 
sible in any work within the limits of a Cyclopedia; and if it had 
been possible, it would have been unnecessary. Enough that we have 
embraced within the pages of our work, leading and practically useful 
examples of the various constructive and economical appliances of farm- 
buildings. Modifications of these are obviously endless ; and to have 
given these—as it would have been easy enough to have done—while 
they might have added to the bulk, could not have added much to the 
practical value of the work. At the same time, we may be allowed to 
say that, so far as the different branches of farm-building construction 
and appliances are concerned, we have concentrated within this work 
a vast amount of information, which, lying scattered through the pages 
of numerous works, many of which are, from their high price, rarity, or 
being clothed in foreign languages, practically inaccessible to the great 
majority of readers. Further, a large amount of the information and 
illustration in the work being specially prepared for its pages, cannot, 
we have reason to believe, be elsewhere met with. 

On the whole, viewing the copiousness of its descriptions, and the 
profusion of drawings and figures by which these are illustrated, we 
venture to hope that the work will take its place as a trustworthy 
guide to the mechanic who may be constructing or the agricul- 
turist who may be planning, highly interesting varieties of farm- 
buildings, required in the various forms of agriculture practised in 
the United Kingdom. 

The description of the individual Plates affords full information of 
the subjects they contain. To produce a pictorial effect, the isometrical 
perspectives of the steadings for Carse, Dairy, and Common farming, 
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have been executed with the view of comparing them with the 
simpler, but perhaps more useful, isometrical plans. For the same 
reason, perspective ornamental designs of the different classes of Farm- 
houses and Cottages have been sketched upon the sanre ground-plan 
as the simpler designs, that a contrast might be exhibited between the 
simplest and the most ornamental—the least costly and the most 
costly structure. 


HENRY STEPHENS. 
ROBERT SCOTT BURN. 


EDINBURGH, June 1861. 
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DESCRIPTION OF THE PLATES. 


On inspecting the Plates in this volume, the reader is requested to keep 
in mind the following explanations regarding them. 

The Plans of the Steadings, from Plate I. to X., are not plans of any exist- 
ing steadings; they are only illustrations of the principles upon which the 
Authors consider that the apartments of all steadings ought to be arranged. 
The principles are simple, as expressed in general terms at p. 6, and, in par- 
ticular, they are these: That straw, being the most bulky and most useful in- 
gredient in a steading in winter, should be placed at its centre, as the point 
most accessible to every apartment; that the apartments required for each sort 
of work in the steading should be placed next each other, as it were in groups, 
to avoid crossings when different sorts of work are simultaneously carried on, 
as are inconveniently experienced in too many existing steadings; that ample 
accommodation should be afforded to each sort of work to be done; and 
that the groups of apartments should bear such a relation to each other as 
to be in strict conformity with the system of agriculture adopted on the farm. 
The plans, in illustration of the principles just enunciated, are the results of 
much thought and practical experience in the endeavour to apply them to actual 
use. In this endeavour, it will be observed that the apartments appropriated 
to arable culture—such as the work-house stable, cart-shed—are placed on the 
one side of the straw-barn, while those devoted to live stock, whether in a 
dairy, breeding, or feeding farm, are placed on the other side. The plans 
might be adopted just as they stand, or modified according to circumstances 
—the arrangements being rather suggestive than imperative. For example, 
the apartments consigned to the use of the arable part of the farm may be 
placed on the right or the left of the straw-barn, according to convenience in 
relation to the fields; and the same transposition may be made as regards 
the apartments occupied by breeding, feeding, or dairy stock ; or any apart- 
ment may be larger or smaller, according to the work expected to be done in it. 

The attention of the reader is particularly directed to the construction of the 
plans, they being neither the common ground-plan, nor the isometric perspec- 
tive. The obvious objection to the ordinary ground-plan is, that it exhibits no 
more than a horizontal section of the walls at the level of the ground, which 
affords nothing more than a mere outline of the building. The elevated, 
horizontally-sectional, perspective plans here adopted, convey to the mind a 
clear idea of the form and capacity of each apartment, with its doors and 
windows, as if finished for use; while the isometric mode of perspective, as 
far as it is given, affords equal facility for the measurement of the walls with 
the compasses as the common ground-plan, and at the same time preserves 
the value of a full isometrical perspective. A ground-plan, moreover, im- 
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parts no idea of the external form of a building, which a perfected isometric 
perspective certainly does; but this, on the other hand, gives no insight into 
the interior arrangement of the apartments, whilst the sectional isometric here 
submitted, it is believed for the first time to the public, not only manifests 
the interior arrangement, but the dotted lines above the sectional walls in 
conjunction with them, give as complete an idea of the exterior form of the 
building with its roof as may be desired. On account of these advantages, 
we think that this particular plan should be adopted for all buildings, by builders 
and their employers; and both the mason and the carpenter might make it their 
working plan. 

These plans of steadings are intended to suit the different kinds of farming 
practised in this kingdom. For Pastoral Farming there are four plans ; Carse 
Farming, one plan; Dairy Farming, two plans; Suburbial Farming, two plans ; 
Common Farming, one plan ; and for Mixed Husbandry, one plan : in all, eleven 
plans. At all the plans the Arrow points to the North. 

We shall now describe each Plan separately, as exhibited upon its Plates. 


PLATE 
L—PLAN or A DETACHED PASTORAL FAnM-STEADING FOR REARING CATTLE. 


Fig. 1 illustrates courts and sheds for sheltering cattle during a storm in winter on the 
Fills These may be constructed to any extent in one place, or at different places, 
where it may be most convenient to make hay. The farm may be of any extent. 

Fig. 2 re nts the eg eee suitable for such a farm, and its simplest form is the single 
TOW. e farmhouse should be near the steading. 


I.—Praw or A Compact PASTORAL FaARnM-STEADING FOR REARING CATTLE. 


Fig. 3 combines the courts and sheds with the apartments of the steading, which form wings 
to the courts and afford them shelter, one wing being devoted to the working animals, 
and the other to the animals useful to the house. A steading of this form necessarily 
limita the extent and number of the cattle-courta, and is therefore adapted to a smaller 
farm than Fig. 1. 


TI.—PraN or A FanM-STEADING FOR REARING CATTLE, WITH ARABLE CULTURE. 


Fig. 1 represents the first attempt to illustrate the principles enunciated in the prelimi- 
nary remarks, by placing the straw in the centre, supported on each side by cattle- 
courts, and flanked on one side with a wing containing the apartments used in arable 
husbandry, and on the other with a wing containing those for domestic use. The 
cart-horse stable contains two pairs of horses, which indicates a size of arable hill-farm 
of from 120 to 140 acres. : 


II.—PrawN or A FarmM-STEADING FOR REARING SHEEP, WITH ARABLE CULTURE. 


Fig. 2 contains the straw in the centre, flanked on either side with a wing, such as has 
been described above for cattle, no courts for sheltering sheep on a pastoral farm bein 
required at the steading, stells being used for that purpose, and which are represen 
in the body of the work by woodcuts. The cart-horse stable accommodates two pairs 
of horses, which will cultivate a hill-farm of from 120 to 140 acres. 


III.—PrawN or A CARSE FAnRnM-STEADING. 


This is à steading for farming strong clay-land, which species of soil was almost solely 
devoted to the cultivation of the cereal crops, cattle being used chiefly for tramplin 
down the straw, until thorough-draining came into vogue and guano was employ 
in raising green crops: since then cattle are fattened on turnips and mangold-wurzel, 
and must therefore be accommodated, which they are, in this plan, on both sides of the 
straw. The cart-horse stable accommodates six pairs of horses, which will cultivate a 
clay farm of 240 acres. 


IV.—PruAN or A LARGE Darry FARM-STEADING. 


A large dairy farm-steading should afford ample accommodation for a considerable number 
of milking cows, and for the products derived from milk, as well as for the young stock 
which are to replace the cows when they become aged, and for the pigs which consume ' 
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PLATE 
the refuse of the dairy. No dairy farm can be conducted without some arable culture to 
raise roots, hay, and straw, for the stock. In this plan it will be seen that the wi 
appropriated to the use of the arable culture is separated from the buildings connec 
with the dairy by the straw-barn, which takes up its proper position between the two. 
The byre contains stalls for fifty-six cows, and others for heifers in calf. The 
cart-horse stable contains three pairs of horses, which will cultivate an arable farm of 
from 180 to 210 acres. 


V.—PLAN oF A SMALL DAIRY FARM-STEADING. 


ig. 1 is a steading for a small dairy farm, which may be somewhat differently arranged 

m that of a large one, inasmuch as the space is necessarily much contracted for the 
fewer number of apartments required, but which circumstance, on the other hand, 
enables them to be compactl While the separation of the arable from the 
dairy apartments is preserved, it will be seen from the plan that the straw still main- 
tains its central position, between the two separate departments of farm labour. The 
byre contains stalls for thirteen cows. The cart-horse stable contains three horses, 
which will cultivate an arable farm of 70 to 100 acres. 


V.—PLAN or A SUBURBIAL FARM-STEADING FOR ARABLE CULTURE. 


Fig. 2 shows how the arrangement of the apartments of a e ک‎ a farm in the neigh- 

urhood of a town may be adapted alone for arable culture, while keeping the farmıng 
and domestic apartments separate by the central position of tho straw. e cart-horse 
stable accommodates four pairs of horses, which will cultivate an arable farm, in easy 
land near a town, of from to 280 acres. 


VI.—PLan OF A SUBURBIAL FARM-STEADING FOR DAIRY. 


Besides arable culture, the suburbial farm—the farm in the neighbourhood of a town—. 
may. have a dairy, and this plan is suited for that p The two great divisions of 
arable and dairy culture are separated by the cen supply of straw and other con- 
veniences. The byre contains stalls for fifty cows. e cart-horse stable accom- 
modates five horses, which will cultivate an arable farm of easy land, near a town, of 
from 160 to 180 acres. 


VIIL—P.uan or a Common Farm-Sreapina. 


ig. 1 is a steading ada for the ordinary farming of the country, at a distance from 

eae بح‎ of 6ٹ‎ culture, in conjunction with the nies of oxen purchased 
for the purpose. The fattening cattle may be accommodated in three different ways, — 
in hammels, in boxes, and in b The plan shows the space on each side of the straw- 
barn to be ping sus by hamm 

Fig. 2 shows the boxes which might in lieu occupy the same space; and 

Fig. 3 shows the byres which may be substituted in the same place for either. 

The cart-horse stable contains for six pairs of horses, and, according to the rotation 
of husbandry pursued, four to six shift, this steading will answer for 360 to 480 acres. 


VIII.—PLAN or A FAnM-STEADING FOR Mrxep HUSBANDRY. 


Fig. 1 is also a steading ada for a farm at a distance from a town, like that for com- 
mon farming, but the stock on a farm of mixed husbandry are bred and fattened upon 
it. These may be accommodated here, as there, in hammels, boxes, or byres, The plan 
shows the adoption of the hammels, and their position is on one side of the straw- 
barn, while the breedin d stock are accommodated on the other side. 

Fig. 2 contains the plan of the boxes; and 

Fig. 3 that of the byre; with 

Fig. 4, the plan of dung-stance and food-stores in connection with the byre. 

The cart-horse stable contains only six pairs of horses, in co uence of a longer stable 
not finding room in the Plate, but the stable may be extended to any desired "Eas er 
The part of the steading appropriated to the breeding and fattening stock is intended 
for a farm of 500 acres, S hich would require seven pairs of horses, in a five-course shift. 
The byre contains stalls for twenty breeding cows. 


IX.—IsoMETRICAL ELEVATION OF A FARM-STEADING FOR Mixkep HUSBANDRY. 


This isometric perspective of the steading in Plate VIIL is introduced merely to show the 
extent of accommodation, and the form in the simplest style of building and roofing. 
These may be ornamented to any degree to please the taste of the owner; but our 
opinion is, that the more simple the style of a farm-steading is, the more durable it will 
prove, if constructed in the most substantial manner. 
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PLATE / 
X.—P tans or THE Roors or THE FARM-STEADINGS IN 7۲۸۲۵ I. To VIII. 

The roofs are all in straight lines, and terminate in gables, in raglins against a wall, or at 
right angles in gutters against another roof. ith one exception, in fig. 7, pavilion 
nos are oe on account of primary expense, and after-liability to be affected by 

weather. 


The plans of the steadings, in Plates XI. to XVL, have recently been constructed 
in different parts of the country, and are here introduced by way of 
contrast to or comparison with the principles which we here endeavour 
to establish. 


XI.—Praw or FAnw-BurrpriNas on the property of Sir W. G. Hayter, Bart., M.P., 
at Southhill Park, Bracknell, Surrey. 


It will be observed that there are two apartmenta for straw in this steading besides the 
straw-barn, which at once indicates the inconvenient position of that primary and 
indis ble a ent. "The work-horse stable contains ten stalls for horses, which 
number will cultivate a farm of ordinary soil of 300 to 350 acres. 


XII.—PLAN or THE FAnM-STEADING AT DruMKILBO, FORFARSHIRE, belonging to 
Lord Wharncliffe. 


This plan nearly illustrates the principles we have enunciated ; the straw-barn, however, 
being a little too far removed from some of the cattle-courts and stables. The work- 
horse stable contains ten stalls for horses, which should cultivate a farm of ordinary 
soil of 300 to 350 acres. l 


XIII.. PLAN or A FARM-STEADING AT MORPHIE, KINCARDINESHIRE, belonging to 
Barron Graham, Esq. 


This is an example of an entirely covered steading, a plan of but recent commendation, 
without doubt, by the covered stations at railways. The straw-barn here 

is conveniently situated for the priucipal feeding-byre and work-stable, but is too far 
removed from the other cattle-courts, and the straw has to be objectionably carried 
from it through one e into another. The cart-horse stable contains accommo- 
dation for six. pairs of horses, which should cultivate from 360 to 420 acres of ordinary 
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XIV.—Praw or Fara-Buitpincs, belonging to E. W. Moore, Esq., at Coleshill, 
Highworth, Berkshire. 

This is another illustration of a covered steading. The straw-barn is too far from the 
principal feeding-boxes for cattle. The pigsties, too, are nearer the straw-barn than the 
cattle-boxes, which should not be. The straw is, moreover, obliged to be put in one 
instance into another apartment. The cart-horse stable contains twelve stalls, which 
number of horses should cultivate from 360 to 420 acres. 


XV.— PERSPECTIVE View or COLESHILL FaAnM-BurrDiNGS. 


It will be observed that the architecture of this steading is somewhat of an ornamental 
description, and looks very well. 


XVL—Puan or Farm-Buitpincs AT Wark, County or NORTHUMBERLAND, be- 
longing to the Earl of Tankerville. 

It will at once be observed that the straw-barn of this steadin g is placed at one side of 
the building, and far away from most of the feeding-boxes and courts ; the consequence 
of which inconvenience is, that a straw stack has to be built near these apartments. 
The cart-horse stable contains twenty-four stalls, which number of horses will culti- 
vate from 840 to 1200 acres. The greater number of horses on a farm will cultivate, in 
proportion to the number, a larger extent of land. 


XVII.—PLAN or A FARM-STEADING AT INVERQUHARITY, ForFARSHIRE, belonging 
to the Trustees of the late Charles Lyell, Esq. of Kinnordy. 


This is an example of converting an old into a new steading, and a good example it is. 
It is a partially covered-in steading: bat the objectionable pavilion form of roof prevails. 
b 
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PLATE 
XVIII —Front ELEVATIONS oF FARMHOUSES. 
Fig. 1 is the front elevation of a first-class farmhouse in the Tudor-Gothic style. 
Fig. 2 is a second alternative front elevation of a first-class farmhouse in the Tudor-Gothic 
style, adapted for three storeys. 
Fig. 3 is an alternative front elevation of a first-class farmhouse in the Italian style, to the 
nt elevation of the same style in fig. 36, p. 64. Fig. 26 is a side elevation; fig. 27 
a back elevation, p. 60 ; fig. 28 a side elevation, finished to show store rubble walling ; 
and fig. 29 a longitudinal section, p. 61. 
A back elevation of an alternative Italian style is, shown at fig. 30, p. 62. 


XIX.—VznTICAL Saw FRAME FOR CUTTING UP TREES. 

Fig. 1. End elevation of the saw-frame, with the tree in cross section. 

Fig. 2. Side elevation of the saw-frame, with the trunk of the tree in length. 
XX.— CIRCULAR Saw FRAME. 


Fig. 1. Side elevation of the circular saw and frame. 

Fig. 2. Plan of the circular saw and frame. 

Fig. 3. End elevation of the circular saw and frame. 
XXI —Ennrzess-BaNp Saw. 

Fig. 1. Side elevation of the endless-band saw. 

Fig. 2. End elevation of the endless-band saw. 

The plans of the steadings in Plates I. to VIII. may be regarded as working 
plans, without any attempt at embellishment, and even the isometrical elevation 
of the steading for mixed husbandry on Plate IX. exhibits but the simplest form 
of a perspective view that is possible to delineate; yet it is quite sufficient to con- 
vey to the mind the external aspect of the building, and may therefore be re- 
garded as a representation well suited to an architect for an accompaniment to a 
plan. But in order to show how easily the bare outline of the isometric eleva- 
tion may be converted into a picturesque form, we give in shaded isometrical 
perspective three of the steadings which have been described. 


XXII.—IsowETRICAL ELEVATION oF A CaRSE FanM-STEADING. ` 


The position of the stackyard, which is always a prominent fi in a carse farm, is here 
iven, and the road leading to it, as well as the relation of the adjoining fields, with the 
direc tion of the ridges. 


XXIII.—IsoxETRICAL ELEVATION OF A LARGE DAIRY FARM-STEADING. 


Here the stackyard is of less importance and bulk than on a carse farm. The cow-byre 
on the other hand, and accommodation for young stock, along with pigs, demand para- 
mount consideration. 


XXIV.—IsometricaL ELEVATION or A COMMON FarM-STEADING. 

The stackyard here is of considerable extent, and the accommodation for fattening cattle 
bears a prominent part in the arrangement of the apartments. A watering-pond for the 
horses is here introduced in front of the steading, as well as one for the aquatic poultry. 

The elevations given in the text from page 60 to 116, and in Plate XVIII. 
of the farmhouses and cottages, in illustration of the ground-plans, are of the 
simplest description, and are presented more with the view of exhibiting the 
different styles of architecture recommended, than as specimens of ornamen- 
tation, As they are, however, they will bear a favourable comparison with the 
very plain and very tasteless examples of farmhouses and cottages constructed 
in the country up to only a dozen of years ago. But the plans are capable of 
being illustrated with really beautiful elevations, as may be seen in Plates 
XXV. to XXX., more beautiful than any that have yet been erected. We give 
one specimen of each class of farmhouse and of each class of labourers’ cottages 
and of a mansion-house. 
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Parte 
XXV.—ALTERNATIVE DESIGN IN PERSPECTIVE FOR A FIRST-CLASS FARMHOUSE. 


This design is reared upon the ground-plan of a first-class farmhouse in fig. 23, on e 
58. A front elevation: ہد‎ to this plan, will be found in No. 3, Plate XVII ja 
side elevation in fig. 26, and a back elevation in fig. 27, both on p. 60. A side eleva- 
tion, somewhat ornamented in the face of the stone, 1s given in fig. 29, p. 61, and a back 
elevation of an alternative design is given in fig. 30, p. 62. These are all in the Italian 
style, The perspective view in this Plate is 1n the Elizabethan style, which has now 
become fashionable, and is well adapted in picturesque effect for farmhouses. 


XXVI —ArrERNATIVE DESIGN IN PERSPECTIVE FOR A SECOND-CLAsS FARMHOUSE. 


This design is reared upon the ground-plan in fig. 53, p. 73. A front elevation of it will 
be found in fig. 56, p. 74, and two side elevations in 57 and 58, on p. 75. All the 
designs are in the Elizabethan style, massive and effective, Were it desired to sim- 
plify the front, the V and oriel windows might be taken away, and the balusters 
removed from above the front door. The beauty of this elevation consists of the V 
window in conjunction with the scrolled architrave around the upper window. 


XXVII.—ArrEnNATIvE DESIGN IN PERSPECTIVE FOR A THIRD-CLass FARMHOUSE. 


This design is reared uen the ground-plan of fig. 68, p. 81. Its front elevation is in fig. 
71, p. 82 The style in the Plate is Elizabethan, that in fig. 71 Italian. The front 
might be simplified by removing the oriel windows. 


XXVITI.—Desicn IN Perspective or Two-Storevep DoUBLE-DETACHED Cor- 
TAGES, WITH Houses or DIFFERENT SIZES. 


This Plate presents two such cottages. We consider that all hinds’ houses on farms 
ought to be constructed on this principle. Such an arrangement of houses would not 
only look more picturesque, but they would be much more convenient for the inmates 
than the long rows of houses so often to be met with in the country, inasmuch as the 
garden behind would not only be more accessible, but the ground in front would afford 
an open playground for children; or, should the entire piece of ground in front be 
laid out as a flower-plot, it would the more enhance the beauty of the place. We have 
advocated more than once the houses of farm-servants being made of different capaci- 
ties, to suit the number of the family who are to occupy them ; and, with this principle 
in view, we would place a large and small house together, in order to separate the larger 

ilies from one another. ese houses could be made one-storeyed as well as two- 
storeyed, as seen in the Plate, and they may be ornamental or plain, as the taste and 
ability of the proprietor may desire. e elevations of these houses are raised upon the 
ground-plans of figs. 111 and 113. 


XXIX.—Desicn IN PERSPECTIVE or Two-STOREYED SINGLE-DETACHED COTTAGES. 


These cottages would suit a farm steward or bailiff, gamekeeper, or forester of an estate. 
Being two-storeyed, they would afford ample accommodation for a family; and if one 
storey, they would equally suit an ordinary day-labourer, such as a hedger or roadmaker. 
The upper cottage is in the Elizabethan, and the lower in the Rustic Gothic-style. 


XXX. — Design IN PERSPECTIVE OF A Mansion- Housg, OFFICES, STEADING, 
FARMHOUSE, AND Hinps’ Houses. 

This is the Frontispiece, intended to show the relation which the proprietor’s mansion 

should hold with the houses of his tenantry and labourers. The mansion-house is 


seen in the centre, flanked on the one hand by its offices, and on the other, at a greater 
distance, a farm-steading, farmhouse, and cottages of the farm-servants. 
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BOOK OF FARM-BUILDINGS, 


BOOK FIRST.—PRINCIPLES OF ARRANGEMENT. 
DIVISION FIRST.—PLANS OF STEADINGS BASED UPON FIXED PRINCIPLES, 


1. Tue farms of this kingdom occupy every available space of ground, from 
the tops of the highest mountains to the lowest level of the plains. On the 
variety of ground implied in so wide a range, it is not to be expected that 
the same kind of husbandry should be followed. On the contrary, as a con- 
000 of the great diversity, a different system is pursued in each variety 
of soil. 

2. It may not therefore excite surprise when it is stated that no fewer than 
six kinds of farming are practised in the kingdom. The same kind is probably 
followed in all places of nearly similar soil and locality. Locality apparently 
determines the kind of farming more than the soil. The comparative influence 
of soil and locality in determining the kind of farming will best be understood, 
after considering the particulars incidental to each of the six kinds. 

3. The simplest sort of farming is the pastoral. It is entirely confined to the 
mountains. Sheep are reared on the upper, and cattle on the lower, mountain 
ranges. Cattle and sheep are not always reared on the same farm: they are 
80 only when high and low pasture-grounds unite. When the low-pasture 
ground lies in a valley, or along the banks of a stream, arable culture is judi- 
ciously introduced for the raising of winter food ; but arable culture is the excep- 
tion. A pastoral district is always hilly, the soil thin, poor, various, of light 
texture, aud more suited to the growth of natural pasture grasses and live stock 
than of grain. The ordinary winter food, in most pastoral farms, is hay. Pas- 
toral farms are always large, containing sometimes many thousands of acres, 
and even miles in extent; but from 1500 to 3000 acres may perhaps constitute 
one of common size. The rent is moderate. Locality thus entirely determines 
this kind of farming. 

_ 4. Another kind of farming is practised on carse land. In all respects a carse 

l8 quite the opposite of a pastoral district. Carse land implies a flat, clay, rich 

soil, capable of raising all sorts of grain, and is therefore eminently suited to 

arable culture, and for the same reason unsuited to pasture grasses and live 
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stock. Soil thus entirely determines carse farming. A carse farm is all arable, 
requiring much labour, and is never of large extent, seldom exceeding 200 
acres ; but the rent is always high. 

5. A third sort of farming is the suburbial, practised in the immediate neigh- 
bourhood of large towns. In the vicinity of London, garden vegetables are 
raised on farms. In the neighbourhood of most other towns, garden vegetables 
are not so much raised as green crops, such as potatoes, turnips, and grass; as 
also dry fodder, such as straw and hay. This kind of farming is thus entirely 
suited to arable culture. The extent of such farms is not large, seldom exceed- 
ing 300 acres, and the rent is high. Locality thus entirely determines this kind 
of farming. | 

6. A fourth kind of farming is found at a distance from towns, and is called 
common farming. Not being directly dependent upon towns, this kind of farm- 
ing follows a regular rotation of cropping with green and grain crops, and it 
fattens purchased cattle and sheep for the market. It is thus also suitable to 
arable culture. This is the most common kind of farming in the country, and 
being so extensively practised, necessarily comprehends great variety of soil, 
the rotations on which are contracted or expanded from the common standard, 
as the culture of live stock or grain claims the predominance in consonance 
with the nature of the soil. Locality rather than soil determines this kind of 
farming. The farms are not of large extent, seldom exceeding 400 acres, but 
some extend to 1500 acres. The rent is generally moderate. 

7. A fifth sort of farming is the dairy. It directs its attention to the produc- 
tion of milk, and the making of butter and cheese. For these purposes it 
requires a considerable proportion of old pasture grass, as well as arable land 
for raising food for the cows in winter. It is thus suited to both arable and 
pastoral conditions. Its farms are of small extent, seldom exceeding 150 
acres, and the rent moderate. Locality chiefly determines this sort of farming, 
which has reference to a proximity to good markets. 

8. The sixth and last sort of farming is the mixed husbandry. It is so named 
because it embraces the culture of the soil in intimate connection with the 
rearing of live stock. The system of rotation of crops is therefore solely 
adapted to promoting the welfare of the live stock reared. Thus pursuing 
arable culture with the rearing of stock, this mode of farming cannot be prac- 
tised within narrow bounds. The farms are therefore large, seldom less than. 
500 acres, and extending to even 1500 acres. Its adoption is determined 
neither by locality nor soil, its mixed character affording a happy medium for 
adapting itself to circumstances, whether of the one or the other. 

9. The causes which have operated so to diversify the systems of farming in 
this country, are perhaps the following: Sheep occupy the whole range of 
pasture from the mountain-tops to the plains. Hence the highest mountain 
pastures are occupied solely by sheep, and there, in consequence, pastoral farms 
which breed sheep only are to be found. High sheep farms are much subjected 
to wind and rain; and were it not that the tops of mountains face different 
directions—one face affording comparative shelter and warmth, whilst the 
opposite is confronting the fiercest blasts of the elements—such farms would 
be unfit even for the most hardy breeds of sheep. 

10. Since sheep can occupy the whole range of mountain pasture, and cattle 
only the secondary hills to the plains, it follows that both sheep and cattle may 
be reared on the same pastoral farm. This constitutes our second description 
of pastoral farms. Few store-masters, however, trouble themselves with breed- 
ing both cattle and sheep, where accommodation in steadings for stock of 
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both kinds is very limited, and where variety of winter provender is not over- 
abundant. But where good haugh or holm land exists, and a thick soil on the 
adjacent slopes, a commodious steading may be set down with advantage for 
both cattle and sheep breeding. Cattle and sheep may be reared with advant- 
age on the same pasture, inasmuch as sheep bite the grass closer and dis- 
tribute their manure better than cattle, and the cropped grass thereby springs 
up afresh more readily. 

11. Upon the slopes and undulations of the ground from the foot of the 
secondary mountains into the plains, are found the sites of many kinds of 
farming. The soil generally ip these slopes and undulations rests on trap alone, 
or on sandstone alone, or on mountain limestone containing projecting emin- 
ences of trap. Such formations are eminently suited for raising turnips, and, 
accordingly, we there find prevailing the mixed, the dairy, and the common : 
farming. 

12. On the plains, towns and villages are found on the margins of rivers 
which are making their way to the sea or to an estuary. The soil is either thin 
clay or gravel, both travelled materials, and resting upon diluvial clay. The 
farming here is determined by the immediate demands from these towns and 
villages, and hence arises the suburb:al farming. 

13. Wbere the plain extends to the banks of a large river or wide estuary, 
the soil is often a uniform deposit of strong alluvial clay, upon which is prac- 
tised the carse farming. 

14. Such are the “physical causes which have given rise to the different 
kinds of farming practised in this country. It is obvious that no change can 
be introduced into pastoral farming, except in the extension of arable culture, 
for the purpose of raising an increased and sufficient supply of winter food for 
live stock. Carse farming can only be materially altered by raising turnips 
where none were raised before, by means of thorough drainage. Suburbial 
farms must preserve their peculiar characteristics until the demand ceases from 
the towns for the peculiar products which they consume. As long as milk, and 
butter, and cheese, are wanted, dairy-farming must be pursued. The only 
material change that can be effected in the general farming of the country is 
the transference of the common farming at a distance from towns to that of the 
mixed husbandry. This change would involve the breeding and rearing of live 
stock upon the farm, instead of their being purchased at markets. What then 
would become of the live stock reared in the pastoral’ districts, when there 
would be no purchasers in the low country ? But purchasers would be found 
by increasing the culture of turnips in the neighbourhood of towns beyond the 
town demand, and also by increasing them on carse farms by means of thorough 
drainage, on which classes of farms live stock cannot be reared. Such a 
change might probably afford accommodation for all the cast stock from the 
pastoral districts, in every successive year. Any change that could be effected 
on the mixed husbandry, could only be by purchasing live stock instead of 
breeding them, and such a change would be a retrograde one for the farmer. 

15. The general condition of all the sorts of farming referred to above, may 
be modified materially by the following incidents: The land may be on too 
steep an inclination. The soil may be too tenacious or too loose; too wet or 
too dry; naturally poor or naturally rich. The fields may want water in 
summer. The fences may be injudiciously placed. The position of the farms 
may be exposed or sheltered; they may be far or near from coal, lime, markets, 
and railroads. The roads may be difficult or easy to traverse, or be in good or 
bed repair. : ء‎ d» 
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16. Seeing there are so many kinds of farming, it may reasonably be as- 
sumed that, for their accommodation, there should be a corresponding diversity 
in the size and arrangement of the fields and of the buildings on the farm. 
When the farming is limited in extent, such as in a dairy district, it is not to 
be supposed that the fields should be as large, in following a regular rota- 
tion of crops, as in a farm of mixed husbandry, or that the stable accommo- 
dation in the steading should be as extensive as in a carse farm. Although 
errors in judgment in constructing steadings may not be committed to such 
extremes as these cases indicate, errors too often prevail in that particu- 
lar, by neglect of the essential consideration that the steading about to be 
erected is for the use of a special system of husbandry, and not for every 
system. 

17. But this consideration, essential as it is, does not imply that no gen- 
eral rule or principle can be found which would apply to the construction of all 
steadings. Such a general rule may and does exist, and it is applicable, and is 
fit to be a guide, in the construction of steadings for every diversity of husbandry 
in which straw is used. Were the rule kept steadily in view in their construc- 
tion, steadings would present much uniformity of aspect, whilst, at the same 
time, the arrangement of their apartments might be so modified as to suit each 
diversity of farming. It is one of the objects of this work to lay down such & 
general rule, and to show its applicability to the construction of steadings for 
every variety of arable husbandry in practice. 

18. But before explaining this general rule, and applying it to construction, 
it seems necessary, as a preliminary investigation, to ascertain the particulars 
which constitute the most proper site which the steading of the farm should 
occupy. 

19. Were theory alone to determine the site of the steading, it would be at 
the centre, as being the point equidistant from the circumference of a circular 
farm. But, for the sake of practice, farms should not be laid out in the circular 
form, because their circumference, or lines of boundary with other farms, would 
not be in straight lines; and not being in straight lines, much space would be 
lost for culture in the place where every four farms met. Such spaces might 
indeed afford good shelter, were they planted; but sufficient shelter can be 
better obtained from judiciously-placed large plantations on inferior soils, though 
at a greater distance and elevation. Farms are therefore laid out in the quad- 
rangular form, having straight sides, wherever practicable, that is, where no 
rivulet occurs, the course of which is always obliged to be followed. The 
centre of such & quadrangle is the proper site for the steading, and from its 
centre alone, it is obvious that a farm can be most economically conducted. 

20. Difficulties, however, of a physical nature often interfere with the choice 
of the centre as the most proper site. "The centre may be very much elevated 
above the other parts, or it may be a low marsh or a lake. In either case, the 
steading cannot be placed in the centre of the farm. 

21. When the farm contains both permanent pastoral and low arable land, the 
steading should be placed upon, and at the centre of, the arable portion, whether 
that be the centre of the farm or not. 

22. Convenience often decides the site of a steading. Command of water- 
power is a strong incentive to place it by the side of a river. But it is worthy 
of consideration at first, whether the river is capable of affording & constant 
supply of water throughout all the seasons. If it does, then the steading will 
be economically placed near the river, though that may not be at the centre 
of the farm; but if the water be deficient in quantity, if it affords a sufficiency 
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only in winter, then it is more economical to place the steading near the centre 
of the farm, and erect a steam-power there. 

23. A good road to a market-town or railway-station, is a natural inducement 
to place the steading beside it. But this advantage, natural as it is, may be 
purchased by the sacrifice of a greater. Should the steading be placed, in 
consequence, at the extreme angle of the farm, such a sacrifice would be made. 
We know a large steading which is thus inconveniently placed, for the sake 
of a good road and the command of water-power; but these advantages were 
obtained at the additional expense of maintaining a man and pair of horses with 
their implements, to work the most distant fields of the farm. Better make a 
good farm-road to the turnpike from the centre of a farm, and erect steam-power, 
than place a steading at its utmost corner. 

24. Good shelter induces the placing of a steading init. A warm and com- 
fortable situation in winter conduces much to the well-being of the stock lodged 
ina steading. But this desideratum alone should not induce the placing of a 
steading at a point whence the farm would have to be worked at increased cost. 

25. A pleasant view from the farmhouse may naturally induce the placing of 
a steading a short distance away from the centre of a farm. 

26. There are particular spots which should be avoided as sites for steadings. 
A rocky knoll presents difficulties in making a foundation for buildings, and it 
is unsuited to proper drainage from a steading. Close to a river or lake, on a 
level with its banks, renders drainage from a steading impracticable, and 
should be avoided on account of the dampness of such a situation. A bed of 
dry loose sand is unsuitable for a secure foundation to a steading, though the 
difficulty might be overcome by artificial means. There is no necessity, how- 
ever, of incurring an obviously unnecessary expense in forming a foundation for 
asteading. A clayey substratum in front of a rising ground is not an eligible 
position for the site of a steading, inasmuch as it will always retain dampness, 
whatever may be the drainage. A very exposed spot in a gap between two 
hills, is an uncomfortable position for a steading, both for man and beast. 

27. It is a question whether or not it is more economical to place the steading 
at the higher or lower part of an inclining arable farm. If situate at the higher 
part, all the produce of grain, turnips, and potatoes, has to be carried up-hill ; 
and if on the lower, the manure is subject to the same inconvenience. Where 
the surface of a farm forms a round-backed ridge sloping both ways, the apex of 
the ridge is the most economical site for the steading, and the case is the same 
when the steading is placed in the centre of a long slope of land. It should 
not be forgotten that loads have to be carried both to and from a steading, so 
that the high or low position will answer, provided there be no steep ascent or 
descent immediately at the steading. When both high and low situations are 
equally circumstanced, reason and experience would prefer the low. 

28. One essential consideration should be given to all sites, which is, whether 
pump water is obtainable or not. Where it is abundant, some inconvenience 
may be submitted to; but if scanty, the most eligible site ought to be abandoned 
at once. 

29. It is desirable that the farmhouse should be situated so as to command a 
view of the fields of the farm, and also be near the steading ; and if any sacri- 
fice of position on the part of either is necessary, the house should give way to 
the steading. 

30. Having thus pointed out the best position for the steading to occupy on a 
farm, our next endeavour shall be to lay down the general principle which should 
guide the construction of steadings for every variety of arable husbandry. 
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31. Straw being the most bulky article in the steading, and in great and daily 
use by all the stock, and having, though heavy and unwieldy, to be distributed 
in every apartment by manual labour, it should, of necessity, be placed centri- 
cally, and at the shortest distance from the stock. Bearing the relations of these 
particulars in mind, it is obvious that they constitute the principle upon which 
the construction of steadings should be based ; and as the centre is the nearest 
point to the circuinference, it is also obvious that the original receptacle for the 
straw should occupy the central point of the steading. There can be no exception 
to this rule for every variety of farming where straw is in use. Every apartment 
occupied by stock should thus encircle the straw-barn. Different classes and 
ages of stock require different quantities and kinds of straw, so that those which 
require the most should be placed nearest the straw-barn; and in all cases straw 
should be carried short distances, and not at all from any other apartment than 
direct from the straw-barn. 

32. The thrashing-machine supplies the straw at once to the straw-barn: 
that machine should therefore be erected nearest to it. The stackyard supplies 
the corn direct to the thrashing-machine, and should thus be contiguous to it; 
and as the corn and straw are thrashed most easily and quickly in a straight 
line, it follows that the stackyard, thrashing-machine, and straw-barn, should be 
in a straight line; and it also follows that as the straw-barn should be in the 
centre of the steading, and as the thrashing-machine intervenes between it and 
the stackyard, the stackyard should be placed on the outside of the steading. 
Another important corollary, as regards the construction of the steading, follows 
from these premises. The sun is an important source of warmth, and, in con- 
sequence, of comfort to the animals in a steading in the winter season. Every 
facility should therefore be allowed the sun to enter, and the removal of one 
obstruction to the greatest ainount of sunshine is, placing the length of the 
central straw-barn north and south; and in settling this point, the straw-barn, 
thrashing-machine, and stackyard, will as a consequence be in a line north and 
south, This being the case, the building required to accommodate the thrashing- 
machine, and its accompanying corn-barn, being always two-storeyed, a con- 
venient position for the granaries will be to place them east and west, where 
they will form a good screen from the north wind. Here, then, we have fixed a 
principle in the construction of steadings which is indisputable, namely, that 
the straw-barn should occupy the centre; that the thrashing-machine should 
be nearest to it and in a line with it; that the stackyard should be near the 
thrashing-machine; and that all three should be in a line north and south. And 
as all steadings for arable culture have straw-barn, thrashing-machine, and 
stackyard, it follows that this principle is applicable to all steadings erected for 
that purpose. 

33. It shall now be our endeavour to illustrate this principle in its application 
to all classes of steadings. Cattle fattening, whether in hammels, boxes, or 
byres, requiring most straw, should be placed nearest the straw-barn. Younger 
cattle, being lighter, require less straw, whether for fodder or litter, and should 
be placed either at a greater distance from the straw-barn than the fattening 
cattle, or at the same distance on the other side of it. Horses and cows requir- 
ing the least straw, may be placed at the greatest distance from the straw-barn. 

34. The leading principle involved in the above arrangement is comprehen- 
sive and simple, and is obviously applicable to every size and kind of steading. 
But indisputably correct as the principle is, it is very seldom adopted in prac- 
tice; and we may safely assert that, the greater the deviation from it, the less 
commodious are steadings as habitations for stock in winter. 
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35. One reason why steadings are not constructed on this principle is, that 
possibly architects are not conversant with the use of the respective apartments 
in steadings, and they seem to bestow most attention on outward symmetrical 
proportions, and on constructing them at the least possible expense, and within 
the smallest space of ground, as if a few square yards more or less were of great 
value in the country. No doubt economy is enforced on architects by reluctant 
proprietors, at whose cost the buildings are to be erected; but economy is a 
secondary consideration when the proper accommodation of stock comes into 
competition with it. For, let us suppose that, by inadequate accommodation, 
cattle thrive by 10s. a-head less than they would have done by the best, the 
loss on 60 cattle would be £30, which, as an annual loss, is equivalent to & loss 
of £570 in the course of 19 years, besides interest—a sum much larger than 
would have been required to make the steading complete in this respect at 
the outset. So little is such a loss anticipated, that in too many parts of the 
country the cattle are placed in courts within a small quadrangle, the southern 
range of which prevents the sun ever penetrating to them in winter; and on 
account of that peculiar form the chill air rushes over the corners of the roofs 
into the courts in whirlwinds, which, if accompanied with rain or sleet, is sure 
to engender in the cattle the most insidious diseases. Into a large quadrangle, 
however, the sun does find its way. 

` 36. It is now time to describe the steadings suitable to the different sorts of 
farming, and to apply the ruling principle propounded above to those in which 
straw is used. We have seen that there are six different modes of farming 
practised in the country—namely, 1. PasTORAL farming, either simply or in 
connection with arable culture; 2. CansE farming; 3. Darry farming; 4. SUBURBIAL 
farming, or that practised in the immediate neighbourhood of towns; 5. CoM» - 
won farming, or that practised at a distance from towns; and, 6. MixEp hus- 
bandry. We shall take these in the order named. 


37. DESCRIPTION OF A STEADING OR ONSTEAD, OR FARMERY, AND STELLS FOR 
PASTORAL FARMING.—Pastoral farming is that which is simply so, or in connec- 
tion with arable culture. Simple pastoral farming embraces the breeding and 
rearing of cattle or of sheep, or of both combined; and that sort of farming, 
combined with arable culture, devotes itself to the same ends. 


38. Cattle pastoral farming.—On a pure pastoral farm on which cattle are bred 
and reared, the steading required on it is simply a protection in winter for the 
cows, and this being the case, the rule propounded above does not apply ta 
it particularly. The cows suckle their calves during the summer, and after the 
calves are weaned, they are put under protection in winter when the weather is 
severe, or the ground covered with snow, and supplied with hay and water, or 
let out to the water to drink every day. Such a steading may be erected in 
any convenient place detached or near, as desired, to the farmhouse and herd’s 
house. A plan of such a steading is given at fig. 1, Plate I., where it is named 
“Detached pastoral farm-steading for rearing cattle:" a b,c d, each 30 feet 
long, and 18 feet in width, are the sheds for the shelter of the stock, and e, f, g, h 
are their respective courts, each 30 feet square. The entrances to both sheds 
and courts should be 9 feet in width. The entrance to the sheds 1 22 è may be 
arched overhead if built of stone and lime, or have a flat wooden lintel. The 
walls should be 8 feet in height above the ground. The roof may consist of 
trees placed in the breadth across the walls, and covered with broom, whin, 
fern, or branches of spruce, all of which materials will last several years. But, 
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if desired, the roof may be made of ordinary couples of timber and slated. The 
courts should be provided with water-troughs, one trough to two courts, an 
arched opening being made in the common wall atk k. Gates are placed at 
the openings 7/727. The completed roof and the flat lintels over the doorways 
may be seen by the dotted lines of the isometrical perspective over the sheds 
abcd. The walls may be made of dry stone rubble, toothed or pointed with 
lime on the outside; or they may be made of wood where timber is plentiful on 
the estate. But the best and most durable materials are stone and lime, where 
these can be procured. 

39. Such a plan may be contracted or enlarged according to the wants and 
extent of the farm, and several may be erected on the same farm at places 
convenient for the making of hay, to save the carrying of that fodder toa 
distance. Cows in calf and calves will be well sheltered in such a steading 
in wet stormy weather, or when snow covers the ground; and even year-olds 
may be accommodated on an emergency, oron a much-exposed farm. From 
the dimensions given, it is easy for farmers to estimate the number of cattle, at 
their respective ages, which could be accommodated in the sheds. 

40. Besides this accommodation for the breeding stock, a pastoral farm requires 
a steading for various other purposes. The farmer must have a horse and a gig 
to take him and his family to church and market. One or two work-horses are 
required to bring corn, provisions, and artificial food to the farm, as well as to 
carry a carcass to the butcher, and hay to the stacks. The farmer must have 
& cow or two for his family and those of his herds, and fowls and pigs. 

41. Such a steading is represented by fig. 2, Plate I. It is the most easily 
and economically erected in a long straight building in which the apartments 
are conveniently arranged. a is the killing-house, which is a necessary apart- 
ment in a pastoral steading, for when a beast is taken ill, and not likely to 
recover, it must be killed: it is 18 feet in width, and 20 feet in length, with a 
window in front and door at the back; b is an outhouse in which implements 
and other articles may be locked up, 18 by 25 feet, with a window and door in 
front; c the gig-house, 18 by 9 feet, with a wide door in front; d the riding- 
horse stable of two stalls, 18 by 12 feet, with a window and door in front; e the 
hay-house, in which the corn-chest may be placed to contain the corn for all the 
horses, 18 by 15 feet, with a window and door in front; f the cart-horse stable, 
furnished with three stalls, to accommodate a strange horse when it comes, 18 
by 18 feet, with a window and door in front; g the byre or shippen, 18 feet by 
20, with a window and door in front, and four divisions for 8 cows, if as many 
are wanted,—if not, it can be made proportionally smaller; A the hen-house, 18 
by 8 feet, with a window in front and a door at the back, and a bole with steps 
leading up to it by the side of the door; and f is the cart-shed, 18 by 12 feet, 
with a 9-feet opening. The stables and byre, being most in use, are placed at 
the centre of the building, while the less used apartments are at the outer ends. 
The hay-house may have internal doors leading into the riding and work stables, 
but in a small steading such as this it is unnecessary to incur the expense. The 
walls should be 9 feet above the ground, and the roof made of good couples of 
wood, and slated. The steading may be placed near the cattle-sheds, fig. 1, or 
at a distance, as most convenient for both sheds and steading. The dotted lines 
show the structure of the walls and roof, and the positions and forms of the 
doors and windows. 

42. 'The farmhouse and cottages for the herds should be near the steading. 

43. The scale for figs. 1 and 2, Plate I., is as half an inch to the foot. 

44. The extreme length over walls of fig. 1, Plate L, is 125 feet; the extreme 
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breadth, 51 feet; and the width of the sheds is 18 feet within walls. The 
length of fig. 2 over walls is 153 feet, and the width of the apartments within 
walls 1s 18 feet. 


45. The arrow indicates the direction of north. 


46. It may be deemed desirable to have the cattle-sheds connected with the 
steading. Such a plan is represented by fig. 3, Plate I., where it is denominated 
* Compact pastoral farm-steading for rearing cattle," and where the central part 
of the building is occupied by the cattle-sheds a b c d, each 30 feet by 18, with 
their respective courtyards e f g h, each 30 feet square, With the sheds here, 
the apartments of the steading are not in a straight line, as in the above case, but 
are thrown into the form of wings, the lower one in the plate being devoted to 
the operations of the farm, and the upper one to those of the house. The 
lower wing is occupied by i, the riding-horse stable with three stalls, 18 feet 
by 18, with a window and door in front; k the hay-house, 18 feet by 12, in 
which a large corn-chest for all the horses may be placed, with a door and 
window in front; 2 the cart-horse stable, 18 feet by 18, furnished with three 
stalls, and a door and window in front. The hay-house being placed between 
the two stables, internal doors of communication may be made if desired. The 
gig-house m, 18 feet by 12, with a wide door in front. The litter-house n, 18 by 
24 feet, is provided with a window and door in front, as well as a door at the 
back, to allow the litter to be carried either way, as required. 

41. The upper wing contains o, the hen-house, 18 feet by 10, with a door 
in front, and a window and bole with steps at the side. There is another hay- 
house here at p, 18 feet by 10, for the use of the byre g, which is 18 feet by 
20, furnished with four divisions for two cows in each. Both the hay-house and 
byre or shippen have a window and door in front. The outhouse r is 18 feet by 
18, with a window and door in front; s the killing-house, 18 feet by 26, with a 
door and two windows in front, and may be used for other purposes. 

48. The walls are 9 feet in height from the floor, and the dotted lines show 
the structure of the walls, windows, doors, and roof; the roof being made of 
wooden couples, and slated. 

49. The extreme length over walls of fig. 3, Plate I., is 164 feet. The length 
of the upper wing is 91 feet, and that of the lower 91 feet. "The width of the 
sheds and courts over walls is 52 feet. The width of the apartments and sheds 
within walls is 18 feet. 

50. The scale of fig. 3, Plate L, is in the proportion of three- ET and a 
third of an inch to the foot. 

51. The farmhouse and cottages for the herds should be placed near the 
steading, which should be erected in the most accessible part of the farm. 

52. The arrow shows the direction of north. 


53. Sheep Pastoral Farming.—Sheep in pastoral farms are never housed in a 
steading in winter, although in modern agriculture in the low country they 
are not unfrequently fed in sheds erected beside the steading. Nevertheless, 
sheep are at times protected in a certain class of buildings, named stells, in the 
upper pastoral districts. In a pastoral farm where a ewe stock is kept such 
stella are of much use in stormy weather, and when the ground is covered with 
snow, to afford both protection and food to the ewes in lamb. Where ewes are 
kept, a certain proportion of the ewe lambs are retained, to maintain the number 
of the flock, and these lambs, when weaned and then termed hoggs, require 
shelter as well as the ewes themselves. Most of the lambs, and all the old cast 
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ewes, are sold off every year. Where no ewe stock is kept, weaned lambs or 
hoggs are bought from the breeders, and they require shelter at times in winter. 

54. Stells are of various forms, and generally constructed of dry stones, 
though better of stone and lime, and sometimes they are made entirely ot 
grassy turf. 

$5. The site of a stell should be in a sheltered situation, and, at the same 
time, not be subject to be overwhelmed with snow. 

56. Àn example of the simplest form of stells is given in fig. 1, where a 


Fig. 1. 
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is the arc of a circle, affording shelter at a against the blast on the opposite 
face of the fence; b is of two inverted arcs of circles touching, and they afford 
shelter on either side, as also in the spaces between the curves; c has two 
parallel walls connected by a wall between them, and these afford equal shelter 
at c and c. 
57. Another simple form of stell is in the meeting of four arcs of a circle, as 
in fig. 2, affording shelter in all the 
curves, according to the direction 
whence the blast comes. 

58. A circular stell with a simple 
fence, very common in use, is an ob- 
jectionable form, inasmuch as its in- 
terior is apt to be blown up with snow. 

. . 69. A circular stell, however, sur- 
rounded by a plantation, affords ex- 
cellent shelter and protection, as seen 
in fig. 3, where a is the space within 
for shelter, provided with an entrance? 
through the planting, which should be 

OSS. parallel and winding, and not as shown‏ 0ج 
DN in the figure, which is the common form‏ کے او سر RS‏ | 

E of entrance, but which is bad, inasmuch 
as the sheep, crowding in, are apt to 
be jammed at the inner narrow point. 

Such a stell would occupy a consider- 

able space of ground, according to the 
size of the flock, and it may be reared 
in the most exposed situation. A num- 
ber of them might be made on the 
same farm. 
60. Fig. 4 represents an inside 
stell of 18 yards diameter within, 
INSIDE CIRCULAR STRLL, WITH PLANTATION. gurrounded by a wall 6 feet in 
height, the lower 3 feet of which may be built of stone, and the upper 3 feet 
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of turf. It contains a hay-stack, protected by hurdles, and racks for hay 
against the wall round the inside. Its site should be in a sheltered place, 


Fig. 4. 


٠ 
INSIDE CIMACULAR 81ELL, WITH HAY3-8SIACK AND HACKS. 


where deep snow cannot cover it up. The opening into it should be from 
the side towards the rising ground, or it 
should be on the sheltered side when the جب‎ dm 
stell stands upon a knoll. Ep sm 
61. An outside stell of large dimen- JM AR "n f ed. - 
sions is represented by fig. 5, where a E277 eH [77 NIB 
curved fence of reversed circular form 7 id M ] 
encircles the plantation, and affords 
shelter from every quarter. It might be 
erected in the most exposed situations, 
and multiplied in any number in the 
same farm or district. Such a form of 
Stell would be an ornament to the coun- AAi 
try, besides a means of shelter at all Z €: 
times. | A x ums 


62. Cattle Pastoral Farming with Arable “Se 
Culture.— Every pastoral farm that has on soa erii مچد×ددععلام‎ BY PLANTATION ON EVERY SINE 
much ground in its lower part, in a 
valley or on the banks of a rivulet, has arable culture connected with it; and 
every pastoral farmer is desirous of having as much arable land on his farm as 
will produce corn for the support of his family and servants and horses, and 
supply straw and turnips for the use of his stock in winter. Such a farm re- 
quires an adequate steading, and such a steading is necessarily provided with 
a thrashing-machine &nd straw-barn. Wherever these requisites are available, 
the principle we have advanced above, in par. 32, is applicable in the construc- 
tion of the steading. | 

63. Fig. 1, Plate IL, presents such a steading, where the central part is 
occupied with the thrashing-machine and straw-barn in a line north and south 
of a range of building having apartments in the upper wing connected with 
the operations of the arable part, and in the lower one, with the pastoral 
department of the farm: The corn-barn a is 18 feet by 26, with a door 
at the back to the stackyard, and & window looking into the cattle-court p; 
b is the site of the thrashing-machine, c the chaff-house, 5 feet wide, with 
an internal door to the straw-barn and a window into the cattle-court p; 
d the straw-bam, 18 feet by 21, has four doors, two to cattle-courts, and two 
outside them, to the stables and byre; e the cart-shed, 18 feet by 22, with two 
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port-holes; f the gig-house, 18 feet by 9; and A the horse-course, 26 feet in 
diameter. To the right of the central range of buildings are the cattle-sheds 4 
and m, 18 feet by 30 each, with their respective courts p and q, 30 feet by 30 
each. To the left of the central range are the cattle-sheds, ¢ and k, 18 feet by 
30 each, with their respective courts n and o, 30 feet by 30 each. 

64. In the right wing are these apartments for arable culture : r the boiling- 
house, 18 feet by 7 feet 6 inches, having a door at the back and a window in 
front; s the implement-house, 18 feet by 8, with a door in front; t the cart- ۴ 
horse stable, 18 feet by 32, having four stalls and a loose-box, 8 feet wide, with 
a door and two windows in front; u the hay-house, 18 feet by 12, with a door 
at the back towards the straw-barn d for carrying the straw to the cart-horse 
stable ¢, and a window in front; v riding-horse stable, 18 feet by 12, with two 
stalls and a door and window at the back; and w a turnip-store, 18 feet by 12, 
for the cattle-courts p and q. 

65. In the left wing are these apartments for the pastoral department of the 
farm: 6’ the hen-house, 18 feet by 9, with a door in front and a window and bole 
at the back; 2 an outhouse, 18 feet by 17, with a door and window in front; 
y the killing-house, 18 feet by 18, with a door and window in front ; z, a turnip- 
store, 18 feet by 18, for the cattle-courts n and o and cow-byre a’, with a door at 
the back, and the cow-byre a', 18 feet by 18, with a door and window in front. 
The killing-house is a convenience in all pastoral farms, and here, as it should 
be, it is situated between apartinents not appropriated to any kind of live stock. 

Fig. 6. The cattle-courts and sheds may accommodate either breeding- 
ار‎ EEE") cows and calves, or young stirks and heifers bought from the 
16 i breeders. The turnip store w may be the gig-house; the gig- 
29  e[] J| house fa guano-store, and the turnip-store z allotted to any other 

i ion of the steading, and the position of the doors and windows. 

67. The highest part of the building contains two floors or 
1 storeys. The upper floor or storey consists of the apartments 
A shown in fig. 6, where a is the upper barn immediately above the 
[ corn-barn ; 6 the site of the thrashing-machine with its gearing, 
8 drum, and shakers; c the dotted lines showing the position of the 
ل2‎ beams of wood which support the thrashing-machine ; d the door, 
(|6 feet wide, which leads into the stackyard, from which the 
A Sheaves from the stacks are brought either in wheel-barrows along 
| à gangway, or in carts placed right under the door and forked into 
the barn; g is a window at the right hand of the man who feeds 
7 the sheaves into the thrashing-mill; e is a hatch, 3 feet by 3, 
J communicating with the corn-barn below, for the purpose of 
El passing the roughs of the grain to be rethrashed, where there 
| are no elevators connected with the mill; A is a bole, 4 feet 
by 34, communicating with the straw-barn, j, through which 


purpose. Turnip-stores could then be made in front of the walls 
of the cattle-courts n o and p q at b and e. 

66. The walls are 9 feet high above the ground, and the dot- 
ed lines show the structure of the roofs, the two-storeyed por- 


N 
جح چس‎ 


UPPER FLOOR OF A 


ron car- the straw is forked, to be again passed through the mill‏ مع 


ixo wirt amar, When necessary; l is the granary over the cart-shed and gig- 
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house, 18 feet by 32, with an entrance by an outside stone stair k, 
with four windows, two on each side. The granary is placed here for simplicity 
of construction, but it would be better to extend the central range into two 
storeys over the cattle-sheds k and J, fig. 1, Plate II., and thus have two 
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granaries, each 30 feet in length, with an entrance direct from the corn-barn. 
In that case, the roof of the cart-shed e and gig-house ۶ should be brought 
down to one storey, and the end wall of the straw-barn elevated into a gable. 

68. The extreme length over walls of fig. 1, Plate IL, is 188 feet. The 
length of the right wing is 96 feet, that of the left wing 95 feet. The length 
of the middle division over walls is 73 feet. The width of the sheds and 
courts is 53 feet, and that of all the apartments and of the sheds is 18 feet. 

69. The scale of fig 1, Plate IL, is in the proportion of rather more than ths 
of an inch to the foot. The scale of fig. 6 will be found at fig. 1, Plate II 

70. The farmhouse and the herd's cottage should be placed near the steading, 
which should be erected in an accessible part of the farm. 

71. The arrow points to the north. 


12. Sheep Pastoral Farming with Arable Culture.—1t is as convenient to have | 
some arable husbandry connected with a sheep pastoral farm, as with that for 
the rearing of cattle, and hence a steading is required for it also. As this sort 
of farming is furnished with stells for the sheep, and does not require courts, 
the apartments might be placed in a single row; but as such a form would 
place the apartments at the extreme ends at a considerable distance from one 
another, it is more convenient to make it into that of a hollow square or paral- 
lelogram. Where arable culture is practised, it is always advisable to have a 
thrashing-machine. No courts being required, it is not absolutely necessary 
to place the straw-barn within the hollow square, although it is necessary to 
have it at hand; and this is the case in the plan of a ‘‘ Farm-steading, for 
rearing sheep with arable culture,” given in fig. 2, Plate IL, showing a slight 
modification of the principle laid down as an axiom in par. 32, in its application 
to a case where little straw is required. 

73. The corn-barn is a, 18 feet by 32, with a door and window in front. Off 
the corn-barn is the space b, 18 feet by 8 feet 6 inches, for the thrashing- 
machine, as also the space c, 5 feet wide, for the chaff-house, with a door to the 
straw-barn and a window in front. The straw-barn d 18:18 feet by 40, with a 
door in front, and another at the back to the stack-yard and horse-course, and 
also a bole at the back. The horse-course f is 26 feet in diameter. The killing- 
house g is 18 feet by 10, with a door and window at the back. This apartment 
is far removed from any occupied by animals. The cart-shed h, 18 feet by 18, 
has two arched ports. The implement-house p is 18 feet by 18, with a door and 
window at the back. All these apartments are situate in the central range of 
the building. 

74. The two wings are so arranged as the lower one is devoted to the arable 
work of the farm, and the upper to the pastoral The lower wing contains the 
following apartments: The cart-horse stable :, 18 feet by 32, having four 
stalls and a loose-box k, 8 feet wide, with a door and window in front. The hay- 
house J, 18 feet by 10, with a door and window in front, as aleo an internal door 
leading on the one hand into the cart-horse stable, and, on the other, into the 
riding-horse stable m, 18 feet by 12, with two stalls, and a door and window in 
front; n the gig-house, 18 feet by 10, with a wide door; and o the boiling- 
house, 18 feet by 14, with a door and window in front, and a boiler and furnace 
at the gable. 

75. The upper wing has these apartments in it: the byre or shippen q, 18 
feet by 25, contains five divisions, for two cows in each, if required, with a 
door and window in front; r the hen-house, 18 feet by 8, with a door at the 
back, and a bole and a window in front; s the outhouse, 18 feet by 17, with a 
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door and window in front; and the wool-room t, 18 feet by 28, with a door and 
two windows in front, and three windows at the back for air and ventilation, 
and an internal door to the outhouse for convenience. There is also a fireplace 
in it at the gable, with a chimney-stalk; u is a pump-well shaft, 5 feet in dia- 
meter, in the centre of the space common to all the apartments. 

76. The dotted lines show the structure of the building, roofs, doors, windows, 
and chimney-tops. 

77. The highest part of this steading is the central range which is divided 
into two floors or storeys. The upper floor consists of three apartments, as 
shown in fig. 7, where a is the upper barn immediately above the corn-barn, and 
of the same dimensions; 5, the site of the thrashing-machine, with its gearing, 
drum, and shakers; c, in dotted lines, are the beams of wood supporting the 
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thrashing-machine ; d, the door, 6 feet wide, leading to the stackyard, from which 
the sheaves of the stacks are brought either on wheel-barrows over a gang way, 
or by carts loaded at the stack, and then placed right under the door, and the 
sheaves forked from it into the barn; e, the window; f, a hatch in the floor! 3 
feet by 3, communicating with the corn-barn below, for passing the roughs of 
grain to be rethrashed when no elevators are appended to the thrashing-mill; g, 
a bole, 4 feot by 34, communicating with the straw-barn, for the purpose of 
forking up any straw that may require to go again through the thrashing-mill ; 
h is the straw-barn, with boles in the wall; and i, the granary, 18 feet by 48, 
extending over the killing-house, cart-shed, and implement-house, with three 
windows on each side, and entered directly from the corn-barn by a stair. 

78. The extreme length of fig. 2, Plate IL, over walls is 125 feet. 'The 
length of both wings is 113 feet. "The width of the apartments within walls is 
18 feet. 

79. The scale of fig. 2, Plate II., is in the proportion of ğ and ‡ of an inch to 
the foot. The scale of fig. 7 will be found in that of fig. 2, Plate II. 

80. The arrow points in the direction of north. 

81. The farmhouse and herd's cottage should be near the steading, and in an 
accessible part of the farm. 


82. DESCRIPTION OF A STEADING FOR CARSE FARYING.—Carse farming con- 
sisting entirely of arable husbandry, the steading is constructed for that purpose 
only, accommodation being afforded chiefly for the straw and the animals of 
labour, cattle being only used to trample the straw down into manure, and a few 
cows to supply the farmer's family and the work-people with milk. 

83. A plan of a steading suited to these requisites is given in Plate III. It 
will be found that this plan fully illustrates the principle of construction laid 
down in par. 32, wherein the straw occupies the central position, and all the 
other apartments cluster around it as a centre. 

84. The corn-barn © is 31 feet by 28, with a door to the stackyard and a 
window into a court, containing within it the space for the thrashing-machine 5, 
18 feet by 8 feet 6 inches, and for the chaff-house c, 5 feet in width, with a door 
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leading into the straw-barn d, 18 by 46 feet, with four doors, two leading into 
the cattle-courts, and two into the open space, conducting to the cart-horse 
stable and cow-byre. The boiling-house e, 18 by 24 feet, for the cooking of food 
for the horses, is a continuation of the straw-barn, and being in a two-storeyed 
range, is provided with a cock-loft or gangway to contain at hand the ingredi- 
ents to be cooked, and with a door towards the stable and a window in the gable 
between the two boilers; f is the steam-engine room, 18 by 11 feet, with a door 
and window, as also a trap door into the boiler-house g, 20 by 10 feet, with which 
is connected by a door the coal-store A, 20 feet by 5, having a window at the 
end. The chimney-stalk, 50 feet in height, is seen at the end of the boiler-house 
g; tis a shed for cattle, 18 feet by 30, and k a court, 30 feet by 30, connected 
with it; lis a shed for cattle, 18 by 38 feet, and m its court, 38 feet by 30; n 
and o are the turnip-stores for the respective cattle-courts, n being 24 feet 
9 inches by 7 feet, and o, 26 feet 9 inches by 7 feet. These apartments consti- 
tute the central portion of the steading. 

85. In the right wing are these apartments: p, a loose-box, 18 feet by 18, 
with a door and window in front; q, the gig-house, 18 feet by 12, with a wide 
door in front; r, a hay-house, 18 by 20 feet, with a window and door in front, 
and an internal door into the cart-horse stable s s, 18 by 78 feet; ¢ is a central 
door to bring the straw from the straw-barn into the stalls, and in front are a 
door and four windows; u is another hay-house, 18 by 14 feet, with a window 
in front and a door at the back ; and v is the riding-horse stable, 18 feet by 18, 
with a door and window, and an internal door to the hay-house v. 

86. In the left wing are the following apartments: w is the hen-house, 18 
feet by 18, with a door and window in front, and a bole at the back; x x the 
cart-shed, 18 feet by 55, with six arched ports; y the cow-byre or shippen, 18 
by 40 feet, with 8 double-stalls for 16 cows, should the hinds have a cow's keep 
as part of their wages, with a door and two windows in front; z an implement- 
house, 18 feet by 18, with a door and window in front; a’ an outhouse, 18 feet 
by 15, with a door and window in front; and 6’ another outhouse for any 

urpose, with a door and window in front. 

87. The pigs may share the sheds and courts with the cattle, but a pig-sty 
for feeding them for domestic use may be erected as a lean-to against the gable 
of the boiling-house e. 

88. The dotted lines show the construction of the building and the style of 
roofing, with the positions of the doors, and windows, and chimneys. 

89. They also show the highest part of the building, which consists of 
two floors or storeys. The upper storey contains the apartments as shown in 
fig. 8, where a a is the upper barn immediately above the corn-barn and steam- 
engine room, with a bole for air o; 6, the site of the thrashing-machine with 
its gearing, drum, and shakers; c, the dotted lines, the beams of wood which 
support the thrashing-machine; d, the door, 6 feet wide, leading to the stack- 
yard, from which the sheaves are brought from the stack either on wheel-barrows, 
or by carts loaded at the stack and placed right under this door, and the sheaves 
forked into the barn; e, the sky-light in the roof for giving light to the barn; f, 
a hatch in the floor, 3 feet by 3, for passing the roughs of grain from the corn- 
barn, to be again thrashed by the mill when elevators are not appended to the 
mill; g a bole, 4 feet by 34, communicating with the straw-barn, through which 
to fork any straw that may require to go again through the mill; A the straw- 
barn; fone granary, 18 feet by 45, entered from the corn-barn by a stair through 
the engine-room, with three windows on one side and two on the other, and one 
at the gable, and k is another granary, 18 feet by 61, entered by a stair direct 
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from the corn-barn, with three windows on each side and one at the gable j la 
cock-loft or gangway over the boiling-house, entered by a fixed trap-stair in 
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that house; and m is a good place of warmth from the boiler for a pigeon-house, 
18 feet by 6, up to the roof, and the pigeons to enter through the gable. 

90. The scale of this plan is in the proportion of £ and % of an inch very 
nearly to the foot. The scale of fig. 8 will be found in Plate III. 

91. The extreme outside length of the principal east and west range of the 
building is 145 feet; the length of the middle range north and south is 83 feet; 
the length of the right wing is 169 feet, that of the left 170 feet. The width 
of all the apartments within walls is 18 feet. 

92. The arrow shows the direction of north. 

93. The farm and hinds' houses should be placed near the steading. 

94. On looking at the plan on Plate IIT., with the view of amendment, it 
would make a more compact arrangement to push the hay-houses and cart- 
horse stable up to the loose-box p, and place the gig-house q at the end of the 
building on this side of the riding-stable, with its wide door looking this way. 


95. DESCRIPTION or Steapincs FOR Dary FARMING. — Dairy farming is 
conducted on two scales, large and small. A large dairy requires ample accom- 
modation for live stock, a considerable extent of arable land, as well as perma- 
nent pasture, and can only be prosecuted by large capitalists. A small dairy 
may be conducted by farmers of small capital. Each of the scales requires a 
different arrangement. 


96. Large Dairy Farming.—A large dairy farm comprehends four distinct ope- 
rations for which accommodation must be provided. The first is, arable culture 
to produce food for the stock summer and winter; 2. The dairy, comprehending 
the making of butter and cheese; 3. The breeding of stock in as far as to replen- 
ish the stock of cows; and, 4. The rearing and feeding of pigs. 

97. The plan of a steading in Plate IV. comprises all these requisites. The 
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two right wings of the steading are devoted to the use of arable husbandry, 
the broad division in the centre accommodates the operations of the dairy; 
while the left wing comprehends the breeding and rearing of heifers and pigs. 

98. In the lower one of the two right wings is the corn-barn a, 18 feet by 30, 
with a door and window at the back and a window in front, and in which is 
the space for the thrashing-machine 6 and chaff-house c, with a door leading 
into the straw-barn d, 18 feet by 40, which has two doors, and a straw-cutter 
placed in it moved by power; e is a turnip-store, 18 feet by 24, with a door 
and window facing the byre. At the outside of the gable, as a to-fall or lean-to, 
are the hammels for young horses, with their sheds f f, 12 feet by 9 each, and 
courts g g, 10 feet by 9 each; A is the steam-engine room, 18 feet by 12, with 
a door and window in front, and a trap-door to the boiler-house :, 24 feet by 
10, with a door and window. The coal-store is at k, 24 feet by 5, with a door - 
from the boiler-house and a window at the farther end. The boiler-house 
and coal-store are covered by a lean-to roof, and the chimney-stalk, 50 feet in 
height, is close to the boiler-house; m is the cart-shed, 18 feet by 44 feet 
6 inches, with five arched port-holes and a door at the back at l, to give 
access to the stackyard; n is the implement-house, 18 feet by 18, with a door 
and window. 

99. In the upper right wing is the cart-horse stable o, 18 feet by 36, with & 
door and two windows in front, and provided with & loose box, 18 feet by 8, 
with an internal door to the stable; p is the hay-house, 18 feet by 12, with a. 
door and window in front, and two internal doors, one leading to the cart-horse 
and the other to the riding-horse stable; g is the riding-horse stable, 18 feet by 
18, with three stalls, and a door and window in front; r is the gig-house, 18 
feet by 12, with a wide door; and s is the boiling-house for preparing food for 
the horses and pigs, 18 feet by 20, with a door in front and window at the back, 
and provided with two boilers. A small pigeon-house could be placed in the 
couples of this apartment, where the pigeons would derive warmth from the 
boilers. 

100. In the dairy department, ¢ is the hay-house, 18 feet by 22, with a door 
and window in front, and in which the hay-cutter is placed and moved by 
power; u is the turnip-cutting-machine room, 18 feet by 18, with a door and 
window in front, where the machine is moved by power; v is the churn-room, 
18 feet by 17 feet 6 inches, with a window at the back, and an internal door 
leading into the cheese-press room : the churn is moved by power, the entire 
milk being churned at a time ; w is the cheese-press room, 18 feet by 17 feet 
6 inches, with a window at the back and a door opposite leading into the cow’s 
boiling-house, and an internal door into the milk-house; x is the milk-house, 18 
feet by 17 feet 6 inches, with two windows at the back and an internal door 
from the cheese-press room, and provided all round with stone shelving; y is 
the wash-house for cleaning the dairy-utensils in, 18 feet by 17 feet 6 inches, 
with a window in the side wall and a door opposite leading into the cow 
boiling-house, and is furnished. with a boiler and a separate chimney- 
stalk ; z is the cow boiling-house, 18 feet by 17 feet 6 inches, with a door into 
the wash-house, another into the cheese-press room, and a third, that of entrance, 
from the passage رك‎ it is provided with two boilers for preparing the food for the 
cows, from which a double chimney-stalk rises up separately; a’ is a turnip- 
store, 18 feet by 17 feet 6 inches, with a door and window in front, and a door 
to the passage, by which the turnips are carried to the boilers in the boil- 
ing-house z. The continuation of this range is the cow-byre or shippen, 
98 feet by 55, divided into two great heads for the milking-cows, of which 
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b’ b and č c are the cleansing passages and grupes; d d',e e’, f f, the feeding 
passages, 4 feet in width; g'g’ is the part of the byre in which the heifers to 
be transferred into the cow-stock are lodged. The cleansing passages are 
furnished with a door at each end for ingress into the byre and egress for the 
dung, and the feeding passages with a window at each end for light. The roof 
is provided with ventilators. From č e to كر‎ f’ is a passage, 4 feet wide, down 
the middle of the byre, to allow the food to be brought in the cooler from the 
boiling-house to the ends of their respective feeding passages. 

101. In the left wing, in the stock department, are the following apartments : 
k k the hammels for bulls, 18 feet by 8 in the sheds, and the same dimen- 
sions in the courts # 2, with a port to each shed and a gate to each court ; K k’ k' 
are the hammels for heifers, 18 feet by 14 in the sheds, and the courts f i 1 of 
the same dimensions, with a port to each shed and a gate to each court; m is 
a hammel for yearling heifers, 18 feet by 14 in the shed, and a court of the 
same dimensions; o’ is a small turnip-store, 8 feet by 4; and # is a larger 
turnip-store, 14 feet by 7; p’ is the hen-house, 18 feet by 18, with a door ‘and 
window in front, and a bole at the back of the range; q' is an outhouse, 
18 feet by 16 feet 6 inches, with a door and window in front; 7” is the calves- 
house, 18 feet by 32, with a door and two windows, and capable of containing 
22 calves; s' s' s' are piggeries, each sty 10 feet by 6 in the shed, and 8 feet by 
6 in the court, with a door and window in front, and provided with a passage 
along the back of all the sties, of 4 feet in width; w isa covered dung-stance, 
18 feet by 28, with a door in front, and a wide door for a cart at the back. 

102. The dotted lines give the form of all the roofs, doors, windows, and 
chimney-stalks. 

103. The highest part of this steading is confined to the extreme right of the 
principal range, with the spur at right angles containing the straw-barn and 
turnip-store, the principal range being divided into two floors, the upper one 
containing the apartments 
as shown in fig. 9, where 
ais the upper barn im- 
mediately above the corn- 
barn and the steam-engine 
room; 6 the site of the 
thrashing-machine, with its 
gearing, drum, and shakers; 
e the beams of wood which 
support the thrashing-ma- 
chine; d the door, 6 feet 
wide, leading to the stack- 
yard, from which the 
sheaves of the stacks are 
brought into the barn, 
either on wheelbarrows or 
on carts loaded at the stack, 
and then placed right under 
this door, to be forked into 
the barn; c the sky-light 
in the roof, to give light to 
the barn; f a hatch in the 
floor, 3 feet by 3, to pass the roughs of grain from the corn-barn below, to be 
rethrashed where no elevators are appended to the mill; g, à bole, 4 feet by 34, 
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communicating with the straw-barn for the purpose of forking up any straw that 
may require to be again passed through the mill; h is the straw-barn, and i the 
granary, 18 feet by 63, entered by a stair direct from the corn-barn, with four 
windows on one side and three on the other, and one in the gable; and k is the 
cheese-room, 18 feet by 24, with two windows on each side, and entered by a 
fixed trap-stair in the turnip-store below. 

104. The scale of this plan is in the proportion of $ and 3 of an inch to the 
foot. The scale of fig. 9 will be found in Plate IV. 

105. The extreme length of this steading over walls is 304 feet, the length 
of the upper right wing is 138 feet, the length of the lower right wing is 101 
feet, the length of the byre division is 121 feet; and the length of the left wing 
149 feet. The width of all the apartments within walls is 18 feet. 

106. The arrow shows the direction of north. 

107. The farm-house and the hinds’ and dairymaids’ cottages should be near 
the steading. 


108. Small Datry Farming.—Small dairy farming, as well as the large, is 
practised at a distance from towns, and hence the small system may be regarded 
as an epitome of the larger one just described. It might therefore be concluded 
that a reduced scale of the larger steading described above would answer for 
the smaller system; but such a conclusion is not always a correct one as re- 
gards the arrangement of a steading. Many of the apartments of a small 
steading require to be as commodious as those of a large, while other apart- 
ments might be contracted; and hence, that both classes of apartments may 
bear the same relation to each other, it is necessary to modify somewhat their 
relative positions in steadings of different sizes. 

109. For this reason, the plan of a small dairy steading, given at fig. 1, in 
Plate V., has a different arrangement from that of the large dairy farm in Plate 
IV. While the distinctive division of the arable from the dairy portion is pre- 
served, the spare space between the wings is conveniently occupied with the 
necessary adjuncts of the dairy. 

110. The centre is still devoted to the purposes of the straw, where a is the 
corn-barn, 18 feet by 24, with a door and window at the back in the stackyard, 
including the space appropriated to the thrashing-machine at b, and the chaff- 
house at c, 5 feet wide, with a window in front, and an internal door leading 
into the straw-barn d, 18 feet by 24, with a door in front and one at the back 
into the stackyard; e is the horse-course, 27 feet diameter, in which a two-horse 
power driving-gear is fixed. 

111. In the right wing is f, the cart-horse stable, 18 feet by 18, for three 
stalls, and with a door and window in front; g cart-shed, 18 feet by 18, with 
two port-holes ; A the riding-horse stable, 18 feet by 12, with a door and win- 
dow in front, and furnished with two stalls; i is the gig-house, 18 feet by 9, 
with a wide door; k the implement-house, 18 feet by 10 feet 6 inches, with a 
door and window in front; J, an outhouse, 18 feet by 12, with a door and window 
in front; and m, a bull’s hammel, 18 feet by 11, with a door and window in front. 

112. In the centre and left wing, connected with the dairy, are the following 
apartments: o is the churning-room, 18 feet by 18, with a door and window 
in front ; g is the food-store and cheese-press room, 18 feet by 12, with a window 
and door in front; r the milk-house, 18 feet by 25, with a door in front and two 
windows at the back, and furnished with stone shelving all round; s the byre 
for heifers, 18 feet by 24, with a door and window in front; t t the cow-byre ` or 
shippen, 18 feet by 56, having seven double-stalls, each 8 feet wide; and uis 
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the hen-house, 18 feet by 8, with a door at the back, a window in the gable, and 
a bole in front. 

113. In the space between the wings are these apartments: v the hay-house 
for supplying hay to the stables and byres, 18 feet by 24, with a window, and 
with a door on each side; w the wash-house, 18 feet by 12, with a window 
and door, and boiler for cleansing the dairy utensils; 2 the boiling-house, 
18 feet by 18, with a door on one side and a window on the other, and two 
boilers for preparing food for the cows, horses, and pigs; and y y y are pig- 
sties, 5 feet 6 inches by 5 feet each, with courts 2 z z, the central one being 
5 feet 6 inches by 5 feet, and the two extreme ones each 6 feet by 5. These sties 
are covered with a lean-to roof against the gable of the adjoining boiling-house. 

114. Gearing may be erected for driving a straw-cutter in the straw-barn d, 
and the churn in the churning-room o; and the gearing might be extended in 
front, under-ground, into the hay-house v, for driving a hay-cutter there. 

115. The dotted lines show the structure of the building, and the position of 
the windows, doors, and chimneys. 

116. The highest part of this steading is confined to the principal range, 
which is divided into an upper and lower floor. The upper one contains the 
apartments shown in fig. 10, where a is the upper barn immediately above 
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the corn-barn; b the site of the thrashing-machine, with its gearing, drum, and 
shakers. It would be better to have the mill near the power, in which case the 
positions of the corn-barn a, in Plate V., fig. 1, and the mill b and chaff-house c 
should be reversed. c the door, 6 feet wide, for receiving the sheaves; d a 
hatch in the floor, 3 feet by 3, to pass the roughs of grain from the corn-barn 
below to be rethrashed by the mill; e a bole, 4 feet by 34, communicating with 
the straw-barm to allow any of the straw to be forked up to be again passed 
through the mill, if necessary ; f the straw-barn; g the granary, 18 feet by 35, 
entered by a stair from the straw-barn, to which direct access is given by the 
back-door of the straw-barn from the corn-barn; and A is the cheese-room, 
18 feet by 15, with a window on each side, and one in the gable, and entered 
by a stair from the cheese-press room below. 

117. The scale of this plan is in the proportion of # and 4 of an inch to the 
foot. The scale of fig. 10 will be found at fig. 1, Plate V. 

118. The extreme length of the central range over walls is 103 feet, that of 
the right and left wings 119 feet, and that of the intermediate range 71 feet. 
The width within walls of all the apartments is 18 feet. 

119. The houses for the farmer and servants should be near. 

120. The arrow points to the north. 


121. DESCRIPTION oF A STEADING FOR SUBURBIAL FaRuING.— The ground in the 
immediate vicinity of all towns is devoted to the cultivation of vegetables for 
the domestic use of their inhabitants. Around large towns this garden culture 
may extend for a mile or so, and beyond that distance commences what we have 
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denominated Suburbial Farming, the object of which is to supply those products 
to the inhabitants which are not afforded by the garden, such as straw, hay, 
turnips, forage, potatoes, milk, &c. Suburbial farming is therefore either 
entirely arable or entirely dairy, each of which requires a different arrangement. 


122. Suburbial Farming with Arable Culture.—' The plan of a steading appli- 
cable to a farm of this description is given at fig. 2, Plate V. It has its central 
portion occupied by the straw, and the right wing is devoted to arable culture, 
while the left is appropriated to domestic purposes. In the central range is 
the corn-barn a, 18 feet by 30, with a window in front, and a door and window 
at the back, in the stackyard. The barn includes the space for the thrashing- 
machine b, and the chaff-house c, 5 feet by 9, with a window in front, and an 
internal door leading into the straw-barn d, 18 feet by 40, with one door in the 
front, another on the opposite side leading into the cattle-court u, and a third 
into the space in front of the cow-byre z; f is the boiling-house, 18 feet by 20, 
with a door and window in front; g is the steam-engine room, 18 feet by 12, 
with a door and window in front, and a trap-door at the back entering at level 
of the top of the boiler, and leading by steps to the floor of the engine-room ; 
À is the boiler-house, 20 feet by 7, with a door in front and a window at the 
end, and an internal door into the coal-store +, 20 feet by 4, having a window 
at the end. The chimney-stalk is seen rising 50 feet in height from the base- 
ment. The cart-shed J, 18 feet by 38, has four arched port-holes, with a door 
at the back at Kk, leading into the stackyard. At the inner end of the cart-shed 
are three open pig-sties, each 13 feet by 5 feet 3 inches, with a door to each. 

123. In the right wing are the following apartments: n the cart-horse 
stable, 18 feet by 50, for eight stalls, with two doors and a window in front and 
a window at the end; q a hay-house, 18 feet by 9, with a door in front, and 
two internal doors, one leading to the cart-horse, the other to the riding-horse 
Stable; r the riding-horse stable, 18 feet by 18, having three stalls and a door 
and window in front, and an internal door to the hay-house ; and s the gig-house, 
18 feet by 12, with à wide door in front. 

124. In the centre and left wing are these apartments: ¢ a shed for cattle 
under the principal range, 18 feet by 32, with an arched port 9 feet wide, and 
outside a courtyard u, 45 feet 9 inches by 26 feet, having a gate to the space 
outside, and a door to the straw-barn; v the hen-house, 18 feet by 13, with a 
door and window in front; w outhouse, 18 feet by 10, with a door and window 
in front ; x implement-house, 18 feet by 17, with a door and window in front; 
y turnip-store, 18 feet by 18, with a door and window at the back; and z cow- 
byre, 18 feet by 31, with a door and window at the back. 

125. The dotted lines show the structure of the buildings, the position of the 
doors and windows, and of the chimney-stalks. | 

126. The highest part of this steading is along the principal range and the 
south projection as far as the straw-barn, and the range is divided into two floors 
or storeys, the upper one containing the apartments as shown in fig. 11, where a 8 
the upper or feeding-in barn, immediately above the corn-barn; b the site of the 
thrashing-machine, with gearing, drum, and shakers; c the beams of wood which 
support the thrashing-machine; d the door, 6 feet wide, leading to the stack- 
yard, from which the sheaves are brought from the stack to the barn, either on 
wheel-berrows or on carts loaded at the stack, and then placed under this door 
to be forked into the barn; f sky-light in the roof over the head of the man that 
feeds the sheaves into the mill; e a hatch, 34 feet by 3, in the floor, for passing 
the roughs of grain to be rethrashed by the mill when no elevators are appended 
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to it; g a bole, 4 feet high by 34 feet wide, communicating with the straw-barn, 
for allowing any straw to be forked that requires to be again passed through the 
mill; À is the straw-barn; k one granary, 18 feet by 64, with four windows on 
each side, and entered by a stair direct from the corn-barn; i another granary, 
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18 feet by 62, with five windows on one side and four on the other, and 
entered from the corn-barn by a stair through the engine-room; and / the 
pigeon-house, 18 feet by 6, entered by a trap-stair from the hen-house below. 

127. The scale of this plan i is in the proportion of nearly # of an inch to the 
foot. The scale of fig. 11 will be found at fig. 2, Plate V. 

128. The extreme length of the principal range over walls is 158 feet, that 
of the right and left wings 95 feet, that of the middle range 64 feet, and all 
apartments 18 feet in width within walls. 

129. The farmhouse and servants' cottages should be near the steading. 

130. The arrow points to the north. 


131. Suburbial Dairy Farming.—In suburbial dairy farming the chief object is 
the production of new milk for immediate consumption in towns. For this purpose 
a large accommodation should be provided for cows, and for the preparation of 
their food. At the same time, there should be liberty to convert some of the milk 
into butter, and even into cheese. There must always be arable culture in connec- 
tion with dairy husbandry, and in case the entire arable products should not be con- 
sumed on the farm, the surplus is sent to market. It will thus be easily understood 
that suburbial dairy farming should be conducted on a somewhat large scale, and 
that the size of the steading should bear an adequate proportion to the extent 
of the farming. The cows in a suburbial dairy being purchased, either calved 
or about to calve, in the weekly markets, no accommodation is required for the 
rearing of young stock; nor are hammels for bulls needed in such farming, as 
the cows are allowed to yield milk as long as they can, and are then disposed of 
to the butcher in fair condition. 

132. The plan in Plate VI. affords the accommodation required in a steading 
for suburbial dairy farming, where the centre is occupied by the straw, and one 
wing is devoted to arable and the other to dairy operations. 

. 183. In the central range is the corn barn a, 18 feet by 31, with a window in 
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front, and a door and window at the back in the stackyard; ۸ is the space occu- 
pied by the thrashing-machine, and c, that by the chaff-house, 8 feet by 5, with 
its window in front, and an internal door leading to the straw-barn d d, 18 feet 
by.39, with a door on both sides near the thrashing-machine; A is the steam- 
engine room, 18 feet by 12, with a door and window in front, and a trap-door 
at the back leading into the boiler-house i, 24 feet by 7, having a door in front 
and a window at the end, and an internal door to the coal-store k, 24 feet by 
5, with its window at the end. The chimney-stalk, 50 feet high, is seen to rise 
from its basement; e is the boiling-house, 18 feet by 18, with a door in front 
and window at the back, and two boilers in the corners; f is a large turnip-store, 
18 feet by 23, with a door and window in front, and an internal door leading 
into the boiling-house e; g isthe implement-house, 18 feet by 12, with a door in 
front and window at the back. 

134. In the right wing are these apartments: v v the cart-shed, 18 feet by 29, 
with three arched port-holes and a door v at the back leading to the stackyard ; 
w the hen-house, 18 feet by 12, with a door and window in front, and a bole at 
the back; x the riding-horse stable, 18 feet by 18, of three stalls, with a door 
and window in front; y the gig-house, 18 feet by 12, with a wide door; z hay- 
house for horses, 18 feet by 9, with a door and window in front, and an internal 
door leading into the cart-horse stable ; a’ a’ is the cart-horse stable, 18 feet by 
30, of five stalls, with a door and two windows at the back, and an internal door 
to the hay-house, and another to the loose-box 6’, 18 feet by 8; č an out- 
house, 18 feet by 18, with a door and window at the back; d' killing-house, 
18 feet by 10, with a door in front and a window at the back; and © e' e’ pig- 
sties, 8 feet by 5 feet 6 inches each, with courts 8 feet by 5 feet 6 inches, pro- 
vided each with a door. 

135. In the dairy department of the steading are these apartments: 7 hay-cut- 
ting house, 18 feet by 18, with a door and window in front; m churn-house, 18 
feet by 16, with a door and window in front; n wash- house for cleansing the 
dairy utehsils in, 18 feet by 12, with a door and window in front, and a boiler 
at the back; o the cheese-press room and food-store, 18 feet by 18, with two win- 
dows at the back and an internal door to the wash-house : © milk-house, 18 feet 
by 18, with two windows in front and a door at the back, and furnished with 
stone shelves all round; r is a passage 6 feet wide; s s comprehends the cow- 
byre or shippen for 45 cows, being 76 feet in length and 54 in width; uu isa 
feeding passage 4 feet wide, and u u a feeding passage 6 feet wide; and 4t 
a passage and dung-grupe on each side, 6 feet wide, and tt a passage and 
dung-grupe on one side, 4 feet wide. These feeding and dung passages are 
provided with a door at each end. The byre is lighted and ventilated from 
the roof. 

136. The dotted lines indicate the construction of the different ranges, with 
their respective gables and chimney-stalks. 

137. The highest part of this steading embraces the principal range and part 
of the central range, the principal being divided into an upper and lower floor 
or storey, which contain the apartments as shown in fig. 12, where a is the 
upper barn of the same dimensions, and immediately above the corn-barn ; b the 
site of the thrashing-machine, with its gearing, drum, and shakers ; c the ‘beams 
of wood which support the thrashing-machine; d the door, 6 feet wide, into the 
stackyard, from which the sheaves are brought into the barn; e e boles in the 
outside walls for the admission of air to the sheaves when stored ; f sky-light in 
the roof for light to the barn; g hatch in the floor, 34 feet by 3, for passing the 
roughs of grain from the corn-barn below to be rethrashed by the mill; ۸ bole 
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4 feet by 34, opening into the straw-barn to return any straw that requires re- 
thrashing ; i is the straw-barn; k one granary, 18 feet by 61, with four windows 
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on each side, and entering by a stair direct from the corn-barn; and / another 
granary, 18 feet by 59, with four windows on each side, and entered by a stair 
from the corn-barn through the ongine-room ; and m cheese-room, 18 feet by 18, 
with a window on each side and one in the gable, and entered by a stair from 
the food-store o below ; n is the pigeon-house, 6 feet cube, in the straw-barn, 
where the pigeons will receive warmth from the adjoining boiliug-house. 

138. It is not a desirable arrangement to pass through the engine-room in 
going from the corn-barn to the granary l, and it may be avoided by making 
the stair to start from the floor of the corn-barn and to pass over the engine- 
room; but in doing so the communication between the engine-room and the 
boiler-house will have to be given up, unless a man-hole is left open between 
them. 

139. The gig-house y could be removed to between the loose-box b’ and out- 
house c’, so that the hay-house may be between the two stables, with an internal 
door to each. 

140. If desired, power can be obtained from the steam-engine to drive a hay- 
cutter in the hay-house J, the churn in the churn-house m, and a straw-cutter 
in the straw-barn d, and even an oilcake-bruiser in the food-store o. 

141. The scale of this plan is in the proportion of nearly ğ of an inch to the 
foot. The scale of fig. 12 will be found in Plate VI. 

142. The extreme length of the principal range over walls is 168 feet, that 
of the right wing 133 feet, that of the middle range 101 feet, and that of the 
left wing 127 feet. The width of all the ranges, with the exception of the 
cow-byre s s, i8 18 feet within walls. 

143. The farmhouse, as well as the cottages for the hinds and dairymaids, 
should be near the steading. 

144. The arrow points to the north. 


145. DESCRIPTION OF A STEADING FoR COMMON Farmina.—This we have deno- 
minated Common Farming because it is the most common system of farming 
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practised in the kingdom. It is practised on every variety of soil between the 
two extremes of pastoral and carse farming. Being removed from large towns 
it is not affected by their immediate and peculiar wants; and as it is not de- 
voted to the breeding of stock, the arrangement of its steading is chiefly designed 
to preparing them for the butcher. It is essentially an arable system, although 
it may embrace a large extent of permanent pasture, as well as the raising of 
forage plants for the fattening of stock in summer. 

146. This mode of farming requires a large accommodation for arable pur- 
poses and for stock, and the arrangement of the apartments for these two 
purposes should be kept distinct, to avoid confusion in conducting the business 
of the steading. This system may be prosecuted either on a large or small 
scale, but the arrangement of the apartments are similar in both. 

147. In fig. 1, Plate VII., we have given a plan of a steading for Common 
farming on a large scale, in order to show the above requirements of the 
system in their fulness. In the centre of the principal range, as it should be, 
is the straw, to the right of which are the apartments for arable purposes, and 
to the left are those for live stock, and on either side of the straw-barn are the 
apartments for fattening the cattle in. 

148. There are three accommodations for fattening cattle, namely, in hammels, 
in boxes, and in byres. All these three we have illustrated in the plan. Fig.1 
comprehends the feeding of cattle in hammels, which consist of small sheds with 
small open courts, in which cattle, few in number—two, three, or four together, 
according to their size and ages—are accommodated. The hammels are arranged 
in four divisions, two on one side of the straw-barn and two on the other. Sup- 
posing each hammel to contain two large oxen, 120 oxen could thus be fattened 
at the same time, and of course a proportionate larger number of smaller cattle. 
Fig. 2 represents the mode of feeding in boxes, which consist of pens large 
enough to hold one large ox or two small ones, all under a roof. The same 
number of cattle could be accommodated in a smaller space in boxes than 
in hammels. Sixty cattle can be contained in boxes in the space repre- 
sented, as that number are in the two divisions of hammels on either side of 
the straw-barn. The third mode of feeding is in byres under a roof, as seen in 
fig. 3, in which the cattle are arranged in double stalls, and tied by the neck to 
a stake ; and in the space represented, the same number, sixty, can be accom- 
modated as in the boxes, fig. 2—so that byres take up the least room of the 
three modes of feeding. 

149. In fig. 1, Plate VIL, a is the corn-barn, 18 feet by 27 at one part, and 
18 feet by 20 at another part, with a door and window in front and one window at 
the back; 6 is the space occupied by the thrashing-machine ; and c that by the 
chaff-house, 9 feet by 5, with & window in front and an internal door leading into 
the straw-barn d d, 18 feet by 85, with two doors opposite at the thrashing- 
machine, and two opposite at the other end; f is the steam-engine room, 18 feet 
by 12, with a window in front and a door at the back; g the boiler-house, 20 feet 
by 8, with a door in front and window at the end, and an internal door to the 
coal-store h, 20 feet by 5, with a window at the end. The chimney-stalk, 50 
feet high, is seen rising from its basement. 

150. In the right wing is i, a passage, 4 feet wide, leading into the stack- 
yard; k k is a turnip-cutting-machine house, 18 feet by 50, with two doors 
and two windows in front, and a door at the back leading to the turnip-store :' 1’, 
58 feet by 4; J is a food-store, 18 feet by 24, with a door and window in front ; 
m m is the work-horse stable, 18 feet by 72, having twelve stalls and a loose- 
box n, 18 feet by 8, with a door and two windows in front; o hay-house, 18 feet 
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by 23, with a door and window in front, and an internal door to the work-horse 
‘stable and to the riding-horse stable p, 18 feet by 18, with a door and window 
in front, and provided with three stalls; g is the gig-house, 18 feet by 12, with 
a wide door; r the horse boiler-house, 18 feet by 18, with a door and window 
at the back towards the work-horse stable; s the implement-house, 18 feet by 
12, with a door and window in front; and ¢ ¢ is the cart-shed, 18 feet by 57, with 
six port-holes in front. 

151. In the left wing are these apartments: u u a second turnip-cutting- 
machine house, 18 feet by 50, with two doors and two windows in front, and a 
door at the back leading to the turnip-store ۸۷ h’, 50 feet by 4; v another food- 
store, 18 feet by 24, with a door and window in front; w w the cow-byre or 
Bhippen, 18 by 40 feet, for eight stalls, with & door and window in front; 
end x the calf-house, 18 feet by 28, with a door in front and two windows 
at the back. Where only as many cows are kept as serve the farmer's family 
with milk and butter, and where no calves are brought up, the byres may be 
of a size to suit the number of cows, and the calf-house dispensed with 
eltogether, and used for some other purpose; y the servants' cow-byre, 18 
feet by 35, with a door and two windows in front, and furnished with eight 
stalls. Where the farmer does not breed any cattle, the servants dispose of 
their calves to other purchasers; z the hen-house, 18 feet by 18, with a door 
and window in front, and a bole at the back; a' a hatching-house for poultry, 
18 feet by 9; b’ an outhouse, 18 feet by 18, with a door and window in front; 
c c pig-sties, six in number, the sties 8 feet by 4 each, and their courts 10 feet 
by 4 each. The pig-sties may be extended as desired, or their space occu- 
pied for some other purpose, and they erected by themselves elsewhere; 
d' the guano and bone-dust store, 18 feet by 20, with a door and window in 
front; and e' another boiling-house, 18 feet by 18, with a door and window in 
front. 

152. The hammels for containing the fattening cattle are at f" f", f f’, 12 feet 
by 10 in the sheds, and 14 feet by 10 in the courts gy’ g^, gg’. There are two rows 
of hammels in each division, on both sides of the straw-barn, each row contain- 
ing fifteen hammels. We have placed the hammels in the plan in preference to 
boxes and byres, because we believe they are the best kind of accommodation 
for cattle to be fattened in the most healthy and sound condition, though the 
most expensive in construction. 

153. A tramway, 3 feet wide, starts from opposite each of the doors m' m', of 
the food-stores v and J, and runs parallel to them and the cutting-machine rooms 
u u and kk; then turns at right angles and runs parallel to the straw-barn d d; 
turns again at right angles, and runs parallel to the walls of the courts g' g’, 
of the hammels, in the lines /' 7 and & k’; then passes up the side of the ham- 
mels, and along their back, to the door m' of the food-stores. The small arrows 
indicate the routes of the tramways to and from the food-stores, The food pre- 
pared in the cutting-rooms u u and k k is placed in trucks upon the tramway, 
and delivered to each hammel over the front walls g’ g of the courts, into the 
feeding-troughs inside. 

154. Fig. 2, Plate VIL, is an illustrative plan of cattle-boxes, which may 
be adopted where this method of feeding is preferred to hammels : a a is the 
central passage, 10 feet wide, for receiving the cattle and removing the dung 
from the central boxes; 6 b, b b passages, 5 feet wide, along which the food is 
delivered to each box on each side; c c are the boxes, 8 feet square, to hold one 
ox ; d are the doors by which the dung is removed when desired. These boxes 
contain sixty cattle, the same as in a double row of hammels. The bottoms of 
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the boxes are usually dug 18 inches or 2 feet below the surface of the ground. 
Cattle-boxes are best lighted from the roof. 

155. In fig. 3, Plate VIL, is an illustrative plan of cattle-byres, when they 
are preferred for fattening cattle either to boxes or hammels: a a is the middle 
passage, 5 feet wide, with a dung-grupe on each side; b b and c c the feeding 
passages, 5 feet wide, and d d, d d the stalls affording accommodation to sixty 
cattle. These byres may be lighted either by windows in the outside walls, or 
by sky-lights in the roof. 

156. Where the arrangement of byre-feeding is adopted, a place for the dung 
will be required, and this is provided for in the covered dung-stance e e, fig. 4, 
Plate VIL, the dimensions of which are 18 feet by 50, and & door, 9 feet wide, 
at each end, for a cart to be backed through to remove the dung. 

157. It may be both curious and interesting to state the space occupied by 
each ox respectively in hammels, boxes, and byres. The hammels give 1914 
square feet to each ox, the boxes 1152 square feet, and the byres 1064 square 
feet—so that hammels occupy 1} and boxes 10 per cent more of space than 
byres. 

158. Power can be derived from the engine to drive turnip-cutters in the 
cutting-machine rooms u and K, and corn and oilcake bruisers in the food-stores 
v and | as also a straw-cutter in the straw-barn d. 

159. The dotted lines show the structure of the buildings and their roofs, and 
the positions of the doors and windows, and of the chimney-stalks, and specially 
of the engine-stalk rising 50 feet from its basement. 

160. The highest part of this steading is a part of the principal range on each 
side of the thrashing-machine and the centre range, the principal range being 
divided into upper and lower storeys. In flg. 13 is the plan of the upper storey 
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in both ranges, in which a is the upper barn, 18 feet by 30 in the widest part, and 
18 feet by 20 in the narrowest, directly over the corn-barn and the engine-room ; 
bthe site of the thrashing-machine, with its drum, and shakers, and gearing; c 
the door, 6 feet wide, by which the sheaves of corn are brought from the stack- 
yard; d a sky-light in the roof for light to the barn; e a hatch in the floor, 3 feet 
by 3, through which the roughs may be handed up from the corn-barn below to 
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` be again passed through the mill when there are no elevators; f bole to admit 
air to the sheaves when stowed in the barn; g an opening, 4 feet wide by 3} feet 
high, for permitting straw to be forked up from the straw-barn, when it is desired 
to be again passed through the mill; A the straw-barn; f a granary, 18 feet 
by 76, with four windows on each side, and entered by a stair from the corn- 
barn; ka granary, 18 feet by 72, with three windows to the north and four 
to the south, and entered by a stair from the corn-barn across the engine- 
room; and 7 the pigeon-house, partitioned from the granary k, 18 feet by 6, 
with a trap-stair from the food-store v below, and entered by the pigeons 
through the gable. 

161. The scale of this plan is in the proportion of rather more than 14 eighth 
of an inch to the foot. The scale of fig. 13 will be found in Plate VII. 

162. The extreme length of this plan of steading over walls of the principal 
range is 463 feet, that of the right wing 128 feet, that of the centre range 106 
feet, and that of left wing 129 feet. The width of all these ranges is 18 feet 
within walls. The length of each row of hammels over walls is 174 feet, and 
width 33 feet. The length of the cattle-boxes, fig. 2, over walls is 125 feet, 
and width 57 feet. The length of the cattle-byre, fig. 3, over walls is 153 feet, 
and width 42 feet. The length of the dung-house, fig. 4, is 55 feet, and width 
29 feet. á 

163. The hinds’ houses should be near the steading, although the farmhouse 
may be at a little distance. 

164. The arrow points to the north. 


165. DESCRIPTION OF A STEADING FoR Mrxep Hussanpry.—This mode of farm- 
ing is named Mixed, because it establishes an intimate relation between arable 
culture and the breeding, rearing, and fattening all kinds of live stock. Re- 
garding the treatment of stock as its principal object, it conducts the cultivation 
of the arable land entirely in subjection to it. It is the most satisfactory system 
of husbandry practised in the kingdom, inasmuch as the treatment of live stock 
from their birth to maturity not only insures the whole profit derivable from them, 
if any, to the breeder himself, who is best entitled to it, but it also insures a 
regular course of lenient cultivation to the land, because, where much green crop 
and pasture grass are obliged to be cultivated for the sake of stock, the land can 
never undergo a deteriorating course of cropping. 

166. The Mixed husbandry cannot be conducted on a small scale. It is 
obvious, that where a large amount of food for stock throughout the year has to 
be raised, and the stock have to be maintained during the whole period of their 
lives, that both a large extent of ground must be cultivated, and a corresponding 
extent of accommodation afforded to the stock in the steading. 

167. In fig. 1, Plate VIIL, we have given such a plan of a steading for Mixed 
husbandry as is suitable to the exigencies of the case. In the centre, as it 
should be, is placed the straw. The right of the centre of the building is 
appropriated to arable operations, while the left is devoted to the breeding 
and rearing of stock. The young stock are placed at the left of the straw- 
barn, and the fattening at the right. The fattening stock are accommodated in 
hammels, while these may be substituted, if desired, by cattle-boxes, such as 
are shown in fig. 2, or by cattle-byres, as seen in fig. 3. 

168. Such being the general features of the steading, we shall proceed to 
describe its constituent parts: a is the corn-barn, 18 feet by 15 in its nar- 
rowest, and 18 feet by 26 in its widest part, with a window and door in 
front, and a window at the back; b is the space occupied by the thrashing- 
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machine, and c that by the chaff-house, 9 feet by 5, with its window in front, and 
internal door leading to the straw-barn d d, 18 feet by 77, with two doors oppo- 
site at the thrashing-machine end, and two at the other end; g is the steam- 
engine room, 18 feet by 12, with a window in front and door at the back; ۸ the 
boiler-house, 25 feet by 9, with a door in front and window at the end, and an 
internal door to the coal-store i, 25 feet by 5, with a window at the end. 

169. To the right of the corn-barn is k, a passage, 5 feet wide, leading into 
the stackyard ; 7 the gig-house, 18 feet by 12, with a wide door; m the riding- 
horse stable, 18 feet by 18, with a door and window in front, and provided with 
three stalls; n hay-house, 18 feet by 18, with a door and window in front, and 
an internal door to the riding-horse stable, and another to the work-horse stable 
o o, 18 feet by 72, with a door and two windows in front, and provided with 
twelve stalls, and a loose box p, 8 feet wide; q the boiling-house, 18 feet by 
18, with a door and window in front, and provided with a boiler and furnace at 
the gable. 

170. To the left of the corn-barn are these apartments: r r cattle-sheds, 
18 feet by 25 each, with courtyards s s, one to the right, 38 feet by 30, having 
a door to the straw-barn, and the other to the left, 36 feet by 30, both with port- 
holes to the sheds and gates to the courtyards; ¢ a turnip-store, 20 feet by 12; 
u, hen-house, 18 feet by 8, with a door and window in front, and a bole at the 
back; v the calf-house, 18 feet by 40, with a door in front and two windows at 
the back, and furnished with cribs for 25 calves; w calf-shed, 18 feet by 30, 
with a port-hole leading into the courtyard x, 30 feet by 20, with a gate; y y the 
cow-byre or shippen, 18 feet by 80, with a door and four windows in front, 
and an internal door leading into the calf-house, and another to the boiling- 
house, and provided with sixteen stalls; z boiling-house, 18 feet by 18, with a 
door and window in front, and an internal door to the foot-passage of the cow- 
byre, and another to the feeding passage at the head of the cows, and provided 
with boiler and furnace; and a’ turnip-store, 18 feet by 18, with a door and 
window in front. 

171. At the end of the straw-barn is the implement-house e, 18 feet by 18, with 
adoor and window in front. To the left of the implement-house are 4 hammels 
UV 5 V, 12 feet by 10 each, with courts © c' c' c', 13 feet by 10 each, for bulls and 
young horses; d@ a passage, 5 feet wide, for convenience; e' e’ servants’ cow- 
byre or shippen, 18 feet by 40, with a door and two windows in front; f’ guano 
and bone-dust store, 18 feet by 30, with a wide door and window in front; g 
outhouse, 18 feet by 18, with a door in front and window at the back; À' court 
for small pigs, 18 feet by 5; 2 # four sties for breeding sows, two 11 feet by 5, 
and two 11 feet by 8 each; K’ three sties for feeding pigs, the sties 6 feet by 5, 
the courts 13 feet by 10 each: all these sties are under one roof, and have two 
doors and two windows in front; /' the hatching-house for poultry, 15 feet by 
13; m' geese-house, 12 feet by 5; n' chicken-house, 9 feet by 9; o' turkey- 
house, 9 feet by 9; and p’ a duck-house, 9 feet by 6: these poultry-houses 
are under one roof. 

172. To the right of the straw-barn are the hammels for the fattening cattle, 
in two rows, and eight hammels in each row. With two oxen in each hammel, 
" can be fattened. The sheds 7 r” are 12 feet by 10, and the courts s' ٭‎ 14 

eet by 10. 

173. To the right of the hammels are the cart-shed 2# #, with six port-holes, 
16 feet by 48; w’ u’ turnip-stores, 18 feet by 16 each; and vw v' food-stores, 18 
feet by 16 each, with a window and door to each turnip and food store; w' a 
dung-court, 40 feet by 16, and a a liquid-manure tank, 16 feet by 6, sunk 6 


30 PLANS OF STEADINGS 


feet. A covered dung-stance g’, 18 feet by 23, is placed near the cow-byre y, 
with two doors for putting in and taking out the dung. 

174. In fig. 2, Plate VIIL, is an illustrative plan, in which box-feeding is 
substituted for hammel-feeding. If boxes are substituted for hammels, the 
boxes would occupy the following position: The dotted line c d represents the 
right wall of the straw-barn d d. The boxes embraced between e fh g would 
occupy the same relative position to that dotted line c d as the hammels 7’ s’ do 
at present to the straw-barn d d. Then the cart-shed / 2, &c., would be placed 
in relation to the boxes as the dotted rectangle a b does to fig. 2. The length 
of space between c e f a b would be 16 feet less than that between the ham- 
mels and cart-shed 2. The boxes k k, k k, fig. 2, are 32 in number, each 8 feet 
by 8, to contain one ox; ii, i i are the feeding passages, 5 feet wide each, and 
ll Ll are the doors for the removal of the dung. 

175. In fig. 3, Plate VIII., is given an illustrative plan of feeding in byres; 
and were they substituted for hammels, they would occupy the same position in 
relation to the cart-shed 2#, &c., as they do to fig. 4. In the byre, fg hi, 
fig. 3, the feeding passage to the cattle in the stalls m m is k k, that to the 
cattle in the stalls n is //. The dung passages and grupes, 5 feet wide, are 
along p andl. The stalls m and n will contain 60 oxen. In fig. 4a a are 
turnip-stores, 18 feet by 18; b b food-stores, 18 feet by 18; c c cart-shed, 18 
feet by 56; d d dung-stance, 18 feet by 50; and e liquid-manure tank, 18 feet 
by 6. 

176. The dotted lines indicate the form of the roofs and structure of the 
buildings, with the positions of the windows and doors and chimneys, the stalk 
of the engine, 50 feet in height, resting upon its basement at the boiler-house A. 

177. The highest part of this steading extends along the principal range from 
the thrashing-machine to the hay-house n on the right, and to s, the cattle-shed, 

on the left, and along 
the whole of the cen- 
tral range, the princi- 
. palrange being divid- 
ed into an upper and 
lower storey, as is also 
part of the central. 
Fig. 14 represents & 
plan of the upper 
storey in both ranges, 
where a is the upper 
barn, 18 feet by 38 in 
the widest, and 18 feet 
by 14 in the narrowest 
part, directly over the 
corn-barn and engine- 
room ; b the site of the 
thrashing-machine; c 
door, 6 feet wide, for 
the admission of the 
sheaves of corn from 
the stackyard; d sky- 
light; e hatch in the 
floor, 3 feet by 3, for 
receiving roughs from the corn-barn below, where there are no elevators; f bole 
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for the admission of air to the sheaves when stowed up; g opening, 4 feet wide 
by 34 feet high, for allowing straw to be forked up from the straw-barn, when 
desired to pass it again through the mill; A the straw-barn; i wool-room, 18 
feet by 18, with a window in each side, and an entrance-door by the gable, 
reached by an outside stone stair: k granary, 18 feet by 55, with three win- 
dows to the north and four to the south, and a stair direct from the corn-barn ; 
i a granary, 18 feet by 47, with two windows to the north and three to the 
south, and a stair from the corn-barn across the engine-room; and m the 
pigeon-house, 18 feet by six, partitioned from the granary /, with a trap-stair 
from the cattle-shed r below, and an entrance for the pigeons through the 
gable at c". 

178. The scale of this plan is in the proportion of rather more than % of an : 
inch to the foot. The scale of fig. 14 will be found in Plate VIII. 

179. The extreme length over walls of the principal range of this steading is 
431 feet, that of the central range 104 feet, and that of the lower left range 218 
feet. The width within walls of the principal range, the middle range, and 
the lower left range, is 18 feet. The length of the cart-shed 2#, &c., is 91 feet, 
and width 38 feet, over walls. The length over walls of each row of hammels 
is 91 feet, and width 32 feet. The length of the cattle-boxes over walls, in fig. 2, 
is 69 feet, and width 52 feet. The length of the cattle-byre over walls, in fig. 3, 
is 58 feet, and width 56 feet. The length of fig. 4 over walls is 100 feet, and 
width 42 feet. The length of the dung-stance g’ over walls is 25 feet, the 
width 20 feet. 

180. The servants’ houses should be near the steading: the farmhouse may 
be at a little distance. 

181. The arrow points to the north. 


182. In Plate IX. is given an isometrical elevation of the steading just 
described, and although only in outline, it is a good representation of what the 
steading should appear to the eye. A shaded one would have given a more 
picturesque effect, but not more accurate. It will be observed that all the 
apartments occupied by the ‘animals have their fronts presented to the sun's 
light, which is an essentially good feature in winter in any steading. The ham- 
mels, in this respect, bear a favourable comparison to either boxes or byres, in 
as far as the cheerfulness and health, and, in consequence, the well-being, of 
the animals inhabiting them are concerned. Not only the hammels, but the 
courts and sheds of the young cattle, the byres, the stables, and the accommo- 
dation for the minor animals, are as favourably situated as to sunlight; while 
those for the straw, the carts, and the manure, are placed in the shade, as they 
should be. 

183. The isometrical elevation is a common and graphic mode of representing 
steadings; but the combination of the isometrical and the ground-plan, as given 
in Plate VIIL, is a still more satisfactory method of representing such a build- 
ing in & drawing. The names of the various apartments are marked as distinctly 
as in the ground-plan, while the horizontal section of the walls at three feet above 
the ground, gives such a reality to the form of each apartment, with its doors 
and windows, as at once to indicate its size and use; and the dotted lines above 
the sectioned walls afford a correct and distinct enough idea of the building as 
it should appear in a complete isometrical perspective. We would therefore re- 
commend this combined method of representation for all plans of steadings, even 
for the working places for masons, as the most useful and satisfactory. And 
farther, this style of perspective affords equal facilities for taking measurements 
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from the ordinary scale, with ground-plans drawn in the usual way. This is the 
first instance that we are aware of in which this combined method of perspec- 
tive and plan has been presented to the notice of the public.* 


184. DESCRIPTION OF THE PLANS OF THE ROOFS or THE STEADINGS DESCRIBED IN 
PLATES I. to VIIT.—As the roofs of buildings are an expensive item in their 
construction, it is desirable they should be made in the simplest form. This 
remark applies forcibly to the roofs of steadings, inasmuch as ornamental work 
is excusable in many cases in houses and cottages as a matter of taste; 
whereas in steadings, which are exclusively devoted to rough and common pur- 
poses, ornamental roofs seem unsuited to their use. It should therefore be the 
aim to give the roofs of steadings the simplest form consistent with strength and 
durability. Now, there cannot be a simpler form of roof than a long stretch, 
nor a more durable one than when the stretch terminates at both ends at a 
gable. There should therefore be nothing but stretches, and as few breaks in 
the roofs of steadings as possible. 

185. Another point, as a principle, is, that at the turns of a roof, it is 
stronger for one stretch to terminate in a gable, and in the other to join the roof, 
than to make the turn in the form of a pavilion; because a pavilion is always 
made at a sacrifice of timber, and timber is more expensive than ordinary 
rubble masonry. A pavilion-roof is only excusable in a steading when the apart- 
ment is of extraordinary width; because were gables raised in a proportionate 
height to inordinate breadth they would seem incongruous and out of propor- 
tion to the rest of the building. Some apartments are better for being of great 
width, as an ox or cow byre in a large establishment, where many animals can 
be concentrated in a comparatively small space, and viewed and tended with 
ease and little expense. Now that trussed-roofs of iron are successfully used at 
railway-stations, pavilion-roofs may be dispensed with altogether, and a series of 
roofs running parallel with one another, in the form of “ ridge and valley,” substi- 
tuted; but it must be remembered that such a form has the disadvantage of 
having as many rows of iron pillars in the interior of the apartment as there 
are rows of roofs. 

186. An important consideration in the economical construction of the roofs 
of steadings is the making all the apartments of one width, because the same 

scantlings or couples will answer for all the apartments, whether in a two or 
` one storeyed building ; and when a small steading is pulled down for a larger, 
the old couples will answer for the new walls, or when an addition is built, 
the new piece joins in neatly with the old. When animals have to be 
attended to, ample room in the apartments is a great convenience.  Experi- 
ence has proved that a less width than 18 feet is too little for a stable, a cow- 
byre, a corn-barn, an upper barn, straw-barn, or a granary; and, as a conse- 
quence, that width should be adopted in all the working apartments of every 
steading, and we have adopted that width accordingly in all the steadings 
described above. 

187. Turns in the roofs of steadings are necessary; for were the apartments 
of the wings placed in a line with the principal range, those in the two ex- 
tremities of a large steading would be at too great a distance from each other 
for one cattleman to undertake all his duties. Instead of one very long stretch, 
which would certainly give the simplest form of roof, a turn at one or both ends 


* Those unacquainted with the method of throwing ordinary plans into isometrical perspective, 
will find the eubject fully treated of in a small work, price only two shillings, intituled /some- 
trical Drawing, by Robert Scott Burn, forming a part of * Chambers’s Educational Course." 
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is necessary to concentrate the work within a space consistent with economy 
of labour. Hence, a principal range with wings is a desirable form of steading ; 
but, as we have said above, the turns of the wings should be at gables, not 
as pavilions, for the sake of economy in construction. Besides, wings afford 
shelter, and, along with the principal range and the projection of the central one, 
screen the courts from the north, east, and west winds. 

188. We have endeavoured to follow these principles in the construction of 
the roofs of the steadings treated of in the foregoing pages, and, in order to show 
their application, we have given, in Plate X., a plan of the roofs of each of the 
steadings described in Plates I. to VIII., and we shall now proceed to describe 
those roofs in detail. 

189. Plate X., fig. 1, represents the roof-plan of a cattle-shed in a “ Detached 
Pastoral Farm for rearing Cattle." The roof consists of a simple stretch from 
a to ò, terminating at the gables a and 5. The plan of the shed, of which this 
is the roof-plan, is given at fig. 1, Plate I. 

190. Fig. 2 is the roof-plan of a steading for a “ Detached Pastoral Farm for 
rearing Cattle," containing its various apartments. The roof also consists of a 
single stretch from a to b, terminating at the gables a and b. The plan of the 
steading, of which this is the roof-plan, is shown at fig. 2, Plate I. 

191. Fig. 3 represents the roof-plan of a “Compact Pastoral Farm-Steading 
for rearing Cattle.” The roof consists of a principal range a 5, and two wings 
a c and ò d, the principal terminating at the gables a and 6, and the wings 
at the gables c and d. The wings join in level with the roof of the principal 
range, gutters being made in the line of junctions at e and e, to carry off rain- 
water. The plan of the steading, of which this is the roof-plan, is shown at 
fig. 3, Plate I. 

192. Fig. 4 is a roof-plan for a “ Pastoral Farm-Steading for rearing 
Cattle, with arable culture." Here the principal range a Û is intercepted by 
the central one c d, which is two-storeyed, and containing the thrashing-machine 
and straw-barn. The parts of the principal range a c and c Û, and the wings 
a e and b f, are on the same level, and are one-storeyed, and their junction is of 
the same form as at a and b, fig. 3. The roofs of the principal range a c and 
c b terminate in gables at a and Û, but are let in at the other end in the walls of 
the central range c d by means of raglins at g g. The wings a e and b f ter- 
minate in gables at e and f, and the central range c d terminates in gables at c 
and d; his the circular roof of the horse-course. The plan of the steading, of 
which this is the roof-plan, is shown at fig. 1, Plate IT. | 

193. Fig. 5 is the roof-plan for a “ Pastoral Farm-Steading for Sheep, with 
arable culture." This plan has the principal range a Û in two storeys, and which 
elevates its ridge above the level of the wings c and d. The principal range 
terminates in gables at a and 6, and the wings terminate in gables at c and d, 
and are at the other end let into the wall of the principal range by means of 
raglins at e e; fis the circular roof of the horse-course. The plan of the stead- 
ing, of which this is the roof-plan, is shown at fig. 2, Plate II. 

194. Fig. 6 represents the roof-plan for a ' Carse Farm-Steading.” The 
principal range a 5 is two-storeyed, and terminates in gables at a and b. The 
central range c is also two-storeyed, terminating in the gable at c, and on 
a level with the ridge of the principal range, having the rain-gutters at the 
comers f f: The wings d and e terminate in gables at d and e, and are let into 
the wall of the principal range by means of raglins at g g. The roof at A is a 
lean-to covering the boiler-house and coal-store. The plan of the steading, of 
which this is the roof-plan, is given in Plate III. 

C 
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195. Fig. 7 is the roof-plan for a “ Large Dairy Farm-Steading.” The 
principal range a b is interrupted at c, from whence to c b it is two-storeyed, 
and the central range e d is also two-storeyed and on a level with c b. The 
principal range terminates in gables at a, c, and Û, and the central range in a 
gable at d, and in the roof of c b at ee. The wing b f terminates at f in a 
gable, and at g is let into the wall of c b by means of a raglin. The wing a A 
terminates at À in a gable, and at a on the roof of a c, having the rain-gutters 
i i; k kis a wide pavilion-roof covering the cow-byre; lis a lean-to roof cover- 
ing the boiler-house and coal-store; and m is also a lean-to roof against the 
gabled. The plan of the steading, of which this is the roof-plan, is given in 
Plate IV. | 

196. Fig. 8 is the roof-plan fora “ Small Dairy Farm-Steading." The princi- 
pal range a b is two-storeyed, and terminates in gables at a and ò The 
wings a c and b d terminate in gables at c and d, and are let into the wall of 
a b by means of raglins at e and e. The central and detached range f terminates 
in gables at f and g, and h is a lean-to roof against the gable g. The plan of the 
steading, of which this is the roof-plan, is given at fig. 1, Plate V. 

197. Fig. 9 represents the roof-plan for a *Suburbial Farm-Steading, with 
arable culture.” The principal range a b is two-storeyed, and terminates 
in gables at a and b. The central range c is also two-storeyed, terminating in 
a gable at c, and in the roof of a b, with the rain-gutters d d. The wings ae 
and b f terminate in gables at e and f, and are let in the wall of a b by means of 
raglins at g and g; A is a lean-to roof covering the boiler-house and coal-store. 
The plan of the steading, of which this is the roof-plan, is given at fig. 2, 
Plate V. 

198. Fig. 10 represents the roof-plan for a “ Suburbial Farm- Steading, 
with Dairy." The principal range a b is two-storeyed, and terminates in gables 
at a and b. "The central range e d is also two-storeyed from e to c, terminating 
in & gable at c, and joining the roof of a b with the rain-gutters e e. The re- 
mainder of the central range from c to d is one-storeyed, terminating in the 
gable at d, and against the gable c, by means of a raglin. The wing Û و‎ ter- 
minates in the gable at g, and in the wall of a b by means of a raglin at f. The 
wing ۸ terminates in a gable at A, and in the wall of a b by means of a raglin 
at i; k is & detached cow-byre, having ridge-and-valley roofs, terminating at 
each end in gables; Zis a lean-to roof, covering the boiler-house and coal-store, 
and m is a lean-to roof against the gable g. The plan of the steading, of which 
this is the roof-plan, is given in Plate VI. 

199. Fig. 11 represents the roof-plan for a ** Common Farm-Steading." The 
principal range a b is two-storeyed from c to d, and so is the central range 

fe; c d terminates in a gable at c and d, and fe terminates in a gable at e, 
and in the roof of c d, with the rain-gutters ff. The one-storeyed part ofa b 
terminates in a gable at a and Û, and in the gables c and d by means of raglins. 
The right wing À g terminates in a gable at g, and joins the roof of d 5, with 
the rain-gutters at A. The left wing k i terminates in a gable at ?, and joins 
the roof of a c, with the rain-gutters at k; l m n o are hammels, having their 
respective roofs terminating in a gable at each end ; p is feeding-boxes, having 
their roof terminating at each end in a gable; g is a feeding-byre, having its 
roof terminating at each end in a gable; and r is a dung-stance, having its roof 
terminating at each end in a gable; s is a lean-to roof covering the boiler-house 
and coal-store. The plan of this steading, of which this is the roof-plan, is 
given in Plate VII. 

200. Fig. 12 represents the roof-plan of a steading for * Mixed husbandry." 
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The principal range a 5 is two-storeyed from c to d, and so is the central range 
fe; c d terminates in a gable at c and d, and f e terminates in a gable at e, and 
in the roof of c d, with the rain-gutters at f f. The one-storeyed parts of a 6 
terminate in gables at a and 5, and at gables c and d, let in by means of raglins. 
The roof of the hammels g h terminates in a gable at g, and in the wall of the 
straw-barn by means of a raglin ath. The roof i k terminates at both ends in 
gables ati and k. The roof / m terminates at both ends in gables at l and m. 
In like manner, the roof n o terminates in the gables at n and o; the roof p q 
in the gables at p and q; the roof r s in the gables r and s; the roof ¢ u in the 
gables at ¢ and u; the roof of v w in the gables at v and w; and the roof of x 
in gables also; y is a lean-to roof covering the boiler-house and coal-store; and 
zis a lean-to roof as a calf-shed. The plan of this steading, of which this is 
a roof-plan, is given in Plate VIIL, and an isometrical perspective of it in 
Plate IX. | 

201. These roof-plans are all drawn to a scale which is given in Plate X. 

202. On viewing all the roof-plans in Plate X., it will be seen that the roofs 
consist of simple stretches of considerable length each, and where they are 
joined, the joinings are of the simplest form ; and there is, besides, not a single 
break in all the roofs. The natural consequence is, that if made of good mate- 
nals, put together in a proper manner, such roofs cannot be injured by the 
weather for a long time. 

203. It will also be observed that the stretches of all the roofs terminate, at 
one end at least, in & gable, and not in a pavilion, nor do they project over the 
gable. The pavilion, as we have said before, involves a waste of timber; and a 
projecting roof over the gables, being made of wood, is subject to early decay 
by the effects of weather. The end of the roof, protected under a stone skew, is 
safe from the injuries of weather, and it has thus the advantage of being the 
most durable finishing to a roof. A projecting roof is more picturesque than a 
skewed one, and is suitable for a dwelling-house or cottage, where ornament is 
required ; but ornament is no commendation in a steading ; and that a skewed 
gable presents no unpleasant aspect, the useful appearance of a steading 
in the isometrical perspective of the one for Mixed husbandry, given in 
Plate IX., is a presumptive evidence. Crow steps are sometimes introduced in 
the gables of steadings as an ornament, but, besides the expense, they afford 
facilities for burglars to ascend and break into the roofs of buildings. 


204. While speaking of roofs, we may express surprise that no proposal has 
hitherto been made to roof in a stackyard. The light and elegant trussed 
roofs at railway-stations have suggested the placing of cattle-courts under 
such a covering, to shelter the cattle from the weather, and thereby promote 
their warmth and comfort. Chemical physiologists insist on the necessity of 
having oxen, while feeding, under cover, in order to encourage and preserve in 
them that animal heat so essential to their growth and condition. Whether 
oxen moving about under a lofty roof in a courtyard will generate a greater 
degree of animal heat than under the usual circumstances in which they are 
placed, may admit of doubt; but, nevertheless, courtyards have been covered 
with that object, and the effects of such a covering on the animal economy must 
be left to the test of experience, But there can be no doubt that a stackyard 
under a roof would be in the best possible state for receiving the corn as it comes 
from the field. We know that a rick-cloth secures from rain the building of a 
haystack, however long the process may be prolonged. So a roof over a stack- 
yard should secure the stacks under it from the injurious effects of unfavour- 
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able weather, and it should confer the additional benefit of entirely saving the 
thatching of stacks. The thatching of stacks, in first preparing the straw and 
making the ropes, and then executing the thatching, is attended with consider- 
able labour and expenditure of time, while the thatch-straw, after being so 
used, bears little value as a constituent of manure. A covered stackyard 
would admit of the stacks being built in any form or size; and it would 
afford great facilities and comfort to the work-people in taking in stacks to be 
thrashed in bad weather in winter. Believing that such a structure would be 
a great convenience, we have given illustrations of one that might be con- 
structed on any farm; one illustration consisting of an isometrical perspective 
of ridge-and-valley roofs over a stackyard; and another, a ground-plan of a 
stackyard, with the stacks in it so arranged as to be in conformity with those 
roofs over it. 

205. Fig. 15 represents an isometrical perspective of a covered stackyard, 


Fig. 15. 


180METRICAL PERSFECTIVE OP A COVERED STACKYARD 


where a a is the wall, 34 feet in height, surrounding the stackyard; b a 
cart entrance into the stackyard, which should admit a loaded cart or waggon 
of corn, say 32 feet in height and 12 in width; c the outlet from the stackyard 
to the upper barn, whether by means of a cart, or by wheelbarrows along a 
gangway; @ d d cast-iron hollow pillars, 32 feet in height; e e iron brac- 
ings supporting the roof; f f the roof of corrugated iron; g 8 vent upon the 
ridge of the roof, which can be multiplied to any number thought requisite 
to admit the air through them upwards to prevent the roof being carried 
up by the wind; but as the supports of the roof are quite open all round the 
stackyard, and the roofing is well secured to the supports, such a precaution 
is not deemed necessary; and A ۸ is the valley of the roof, along which the 
rain-water runs and descends through the cast-iron hollow pillars into drains 
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formed under-ground to carry it off. No stacks are given in perspective under 
the roof, but their effect in perspective may be seen in Plate L of Stephens’ 
Book of the Farm. 

206. The ground-plan of the stackyard, of which fig. 15 is the roof, is given 
in fig. 16, where a a a a is the stackyard wall; Û b the cart entrances into the 
stackyard; c the gangway from the stackyard to the upper barn, and it may be 
roofed over; d d d d the cast-iron hollow pillars which support the roof along 
the sides and in the centre of the stackyard at 22 feet apart, and along the ends 
at 45 feet apart; e e e e the hollow cast-iron pillars under each valley, which, 
while supporting, act as roans for carrying off rain-water from the roof into the 
underground drains. The space covered by the roof in fig. 15 embraces only 
half the ground-plan in fig. 16, from a to d, including two ridges of the ridge- 
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Ey The entire space included in the ground-plan, fig. 16, is 178 feet 
y 142. 

207. The stacks f or g are 15 feet in diameter, and stand 3 feet from the 
fence-wall, and as much apart from each other, while the distance betwixt 
the stacks f and g is 15 feet. 

208. The mode of placing the stacks at the time of carrying them is this: 
The loaded cart enters into the stackyard by the gate b, figs. 15 and 16, and in 
clearing the gate it is taken up the space between e and d, which is 45 feet in 
width, until it reaches the farther end of the stackyard, where two stacks may 
be built of the circular form, or one in the rectangular, as shown at A. The 
two next stacks built, are first k and then i. A space equal to that occupied 
by two stacks is left open at 7 for a passage to the gangway c. The next 
two stacks built are n and then m, and then first p and then o. When the 
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work has proceeded thus far, the cart must be differently placed to the building 
of g und g. When the cart enters the gate b, the cart is backed first as far as g, 
until it is built, and then to g. In like manner the stacks from r and s to t 
and f are built, and then that division of the stackyard is finished. The other 
division of the stackyard is filled with the stacks in the same manner, by enter- 
ing into the other gate b, and first building the stacks from u and v to w and 
x, or from z y to b a’, as desired or is convenient. 

209. 'The stacks covered by the two roofs of fig. 15, number twenty-two, of 
15 feet diameter; the other half of the stackyard contains twenty-four stacks. 
The ground-plan of the stackyard in fig. 16 is expansive, for it may be extended 
to any length beyond A, and to any breadth beyond w z. 

210. Farmers usually adopt a method of arranging the stacks in the stack- 
yard according to the kiud of grain. Barley being in demand by the brewers 
and distillers immediately after harvest, the stacks containing that grain are 
built nearest the steading at h to g q. Wheat being generally unfit for the 
miller until spring, the stacks are built at the farthest side of the stackyard 
from u v tow x and y z. Oats are built anywhere in the interior, as that grain 
is used at all times. Beans and pease being the last of being ready, fill up the 
interior, or are built outside the stackyard. 


211. We have thus described every variety of steading applicable to the 
various kinds of farming practised in this country, on the principles laid down 
by us at the first; and we feel assured that, where each modification of form is 
examined and criticised in relation to the kind of farming in which it is intended 
to be used, it will be allowed, we are confident, that it possesses such a com- 
pactness and convenience in the arrangement of its different apartments, as to 
allow the business to be done in it in the most economical way. Where com- 
pactness—not closeness, but at hand, and at the same time with plenty of elbow- 
room—and convenience of arrangement are combined, one man will perform the 
duties of cattleman with greater ease to himself and better results in his work, 
than two where these requisites are awanting. Any one knowing the work to 
be done in a steading in winter, and looking at the most complicated forms of 
steadings, given in Plates VII. and VIII., will at once say that compactness 
and convenience of arrangement for work are combined in these; while the 
isometrical perspective of the ground-plan in Plate VIII., given in Plate IX., 
exhibits the elevation of a building which, in its proportions and constituent 
parts, is at least pleasing to the eye as a picture. It would have been easy to 
have heightened the effect by shading, but we have preferred showing the effect 
in the simplest form. We do not think that more ornament should be attempted 
to give effect to a steading which, be it remembered, is a building intended more 
for use than ornament—more for economy in use than expense in construction. 


DIVISION SECOND—-PLANS OF EXISTING STEADINGS. 


212. Having thus minutely described a series of farm-steadings, which are 
based upon the principles we have propounded, and which, in our judgment, are 
eminently suited to the purposes for which they are respectively intended, we 
shall now describe, with similar minuteness, plans of a number of existing 
steadings, both in England and Scotland, which have been recently erected, 
and which have the character of possessing conveniences suggested by the im- 
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proved ideas of recent experience. We shall not fail to criticise them on the 
principles we have laid down, and as little fail to commend them when they can 
bear that ordeal. ! 


213. DESCRIPTION oF A STEADING AT SOUTHILL PARK, Bracknell, Surrey, be- 
longing to Sir W. G. Hayter, Bart., M.P., and planned by Mr John Dougall, 
farm-bailiff. Plate XI. contains a ground-plan of this steading, wherein a is 
the corn-barn, 30 feet by 19, with a door, and an interior one to the straw-barn ; 
b the boiler-house, 22 feet 6 inches by 11 feet, with opposite doors, one to c, 
steam-engine house, 10 feet 6 inches by 7 feet—the other to the sawing-house, 
e e, 14 feet by 55; d d the straw-barn, 43 feet 9 inches by 17 feet 6 inches, with 
a door, and internal ones to the corn-barn and piggeries; e house for cut litter, 
17 feet 6 inches by 8 feet 6 inches, with a door; f house for cut chaff, 17 feet 
6 inches by 7 feet 6 inches, with a door; g wash-house for roots, 17 feet 6 inches 
by 11 feet, with a door ; 7 pigs’-food store, 13 feet by 10, with a door and win- 
dow; i fuel-house, 13 feet by 5, with a door; & boiling-house with three boilers, 
16 feet by 8; ll piggeries, nine in number, in three divisions, each division 11 
feet 3 inches by 10 feet 9 inches, entering from two covered yards m m, each 
34 feet by 26, with wide doors ; n hay-house, 11 feet by 11 ; o straw-house, 23 feet 
by 11; p p work-horse stable, 73 feet 6 inches by 19 feet, with ten stalls, each 
6 feet wide, with three doors and four windows; q و‎ cow-byre or shippen, 78 feet 
6 inches by 19 feet, with eight stalls, 8 feet wide, for two cows each, with three 
doors and three windows; d' riding-horse stable, 19 feet by 13, of three stalls, 
with two doors and a window; r poultry-house, 18 feet by 19, with two boles 
and a door; s killing-house, 14 feet 9 inches by 9 feet 6 inches, with a door; 
t tool-house, 14 feet 9 inches by 9 feet 6 inches, with a door ; u mess-room for 
men, 14 feet 9 inches by 10 feet, with a door, and window, and fireplace; v v 
calf-house, 41 feet 9 inches by 14 feet 9 inches, with seven stalls, with a door 
and two windows; w root-house, 20 feet 6 inches by 14 feet 9 inches, with a 
door and window; x x young cattle shed, 44 feet 6 inches by 32 feet, with a 
gate, and doors into the root-house and straw-house ; y y straw-house, 45 feet 
by 14 feet 9 inches, with doors to the cattle-shed and feeding-boxes ; z z cattle 
feeding-boxes, seven in number, 10 feet by 10 each, with doors to the straw- 
house, root-house, and each box; a d root-house, 22 feet by 14 feet 9 inches, 
with a door, and an internal one to the boxes z; b is a liquid-manure tank, 
from which, by means of a portable pump, the dung in the covered yards m 
can be watered; the tank c', away from the steading, is for the surplus liquid- 
manure. The double-dotted lines indicate the lines of urine-drains. This stead- 
ing is adapted to Common farming. 

214, It will be observed, in the disposition of the various apartments in the 
above steading, that the straw-barn is not placed in the centre of the premises, 
80 a8 the principal live stock might encircle themselves around it. On the con- 
trary, it is placed at a corner of the buildings; and instead of the cattle and 
horses, which require most straw, having their houses situated nearest it, 
the pigs have that advantage bestowed upon them which require the least 
straw. That the straw-barn is felt to be inconveniently placed, as regards the 
stock, is evinced from the fact that additional straw-houses are obliged to be 
provided at o and y, in order that the horses and the cattle, both young and. 
fattening, may be supplied with straw near at hand, thus occasioning unneces- 
sary labour in carrying it from the thrashing-machine while in motion, or from 
the straw-barn afterwards to their several receptacles. The width of the ranges 
of the buildings also differ, one width being 19 feet and another 14 feet 9 inches. 
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215. The scale of the plan in Plate XI. is in the proportion of 2 and 4 of an 
inch to the foot. 

216. The extreme length of this steading over walls is 168 feet, and the 
extreme width 151 feet. ۱ 


217. Description OF A STEADING AT DRUMKILBO, in Forfarshire, belonging to 
Lord Wharncliffe.—This is quite a new steading, adapted to Common farming, 
being removed at a distance from a town. It consists of a principal range and 
iwo wings, the space between the wings being also occupied by buildings. 
Plate XII. presents a ground-plan and sections of certain lines of the steading, 
where, in the principal range, fig 1, are these apartments : a a the corn-barn, 
34 feet 6 inches by 11 feet 9 inches, with a door and two windows, and an in- 
ternal door to the cart-shed leading to the door of the chaff-house b b, 34 feet 6 
inches by 7 feet 6 inches, with an internal door at the other end in the passage e; 
c is a stair from the corn-barn to the upper barn above in the second 
floor; d d the horse-walk for the thrashing-machine, 33 feet diameter, with 
five port-holes; e a passage, 7 feet 6 inches, leading into the stackyard behind ; 
f f the straw-barn, 53 feet by 22 feet, having the two doors of the passage e for 
its doors on opposite sides, with six boles in the outside walls; g a loose-box, 
12 feet by 22, with a wide door, and an internal one to the turnip-store, and a 
sky-light in the roof; A turnip-shed, 15 feet by 22, with a wide door, and an 
internal door to the loose-box, and another to the feeding-byre ; i i feeding-byre 
for cattle, 35 feet by 22, of five double-stalls for ten cattle, with a feeding- 
passage to the turnip-shed, and a door and one window in front, one at the end, 
and two at the back. On the other side of the corn-barn is the cart-shed d'd', 
60 feet by 22, with four port-holes, and a door at the back leading to the 
Btackyard. 

218. In the right wing are these apartments: k k feeding-byre for cattle, 43 
feet by 17, six double-stalls for twelve cattle, with a feeding-passage at the 
head from the turnip-shed J, and a door and two windows in front, and two 
windows at the back; lZ a turnip-shed, 20 feet by 17, with a door, and an in- 
ternal one to each of two feeding-byres; m m feeding-byre for cattle, of five 
double-stalls for ten cattle, with a feeding-passage along their heads, and a 
door and two windows in front, and two windows at the back; n loose-box, 7 
feet by 12, with a wide door in front, and an internal one to the feeding-byre m ; 
o hen-house, 17 feet by 11 feet 6 inches, with a door in front and a window in 
the gable. 

219. In the left wing are these apartments: e' workshop, 17 feet by 11, 
with a wide door in front; f’ potato-store, 17 feet by 17 feet 4 inches, with 
a door in front and a window at the back; gy implement-house, 17 feet by 
10, with a wide door in front and a window at the back; A’ boiling-house, 17 
feet by 12, with a wide door in front; 2’ girnal or meal-house, 17 feet by 10, 
with a door in front and a window at the back; k’ gig-house, 17 feet by 10, 
with a wide door in front; 7 harness-room, 17 feet by 21, with a door in front 
and a window at the back; m’ bothy for the ploughmen, 17 feet by 9 feet 
6 inches, with a door in front, and a sleeping apartment off it n', 17 feet by 8 
feet 6 inches, with a window in the gable; o' coal-house, 6 feet 6 inches by 6 
feet 6 inches. 

220. In the space on the right between the two wings is accommodation 
afforded to cattle, where p p are two courts for cattle, each 25 feet by 20, with 
gates in front; q g two cattle-sheds, each 25 feet by 18, with a door in front, 
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connected with the two sheds; r liquid-manure tank, 15 feet by 6, and 4 feet 
6 inches deep; s s two cattle-courts, 45 feet by 25, with two open sheds t t, t t, 
8 feet wide each, and with gates in front; u u feeding-troughs in these sheds, 
and a passage v v, 3 feet 6 inches wide between the troughs; w w two cattle- 
sheds, each 34 feet by 17; x x turnip-shed, 23 feet by 17, with a wide door in 
front, and an opening behind leading into the passage v, to tlie turnip-troughs v; 
yy E under the sheds for the cattle; and z a privy, with a door 
in iront. 

221. Between these buildings and the left wing is accommodation afforded 
to horses, where a’ a’ is the riding-horse stable, 22 feet by 18, provided with 
four stalls, and a door and window in front, and a window in the gable; q’ 
guano-shed, 18 feet by 13 feet 6 inches, with a wide door in front; p' p' work- 
horse stable, 18 feet by 64, of ten stalls, with two doors and three windows in 
front, and a door at the back; b’ is a water-trough, and c' a pump-well. 

222. The principal range, including the corn-barn, cart-shed, and straw- 
barn, is two-storeyed. The granary, 60 feet by 22, extending over the cart-shed, 
and entered from the upper barn, has five windows on each side. In the 
upper barn is a 6-feet wide door, for the admission of the sheaves of corn from 
the stack, when forked from a cart placed under the door. A sky-light is on the 
roof to give light to the upper barn, immediately above the head of the man 
who feeds in the sheaves to the thrashing-mill. The site of the thrashing- 
machine is such as to allow the mill to throw the straw into the straw-barn, 
over the passage e. A sky-light on the roof of the straw-bam gives light at the 
place where the straw is received from the mill. 

223. In Plate XII., besides the ground-plan, fig. 1, are elevations and sections 
in given lines of the steading just described. 

224. Fig. 2 gives the south elevation of the steading, presenting the gables 
of the bothy, the riding stable, turnip-shed, and hen-house, with the gateways 
leading into the interior of the steading. 

225. Fig. 3 is the north elevation, giving the back of the cart-shed and the 
granary windows above, the horse-course, and the back of the upper barn and 
straw-barn, with its boles, in two storeys, and in one storey extending to the 
right, including the back of the loose-box g, turnip-shed h, and feeding-byre i. 

226. Fig. 4 is a section in the horizontal dotted line of a ò in fig. 1, compre- 
hending the section of the gig-house k’, work-horse stable p’, with its stall and 
water-tank 5', privy z, cattle-shed t, with its feeding-troughs u and passage v, 
liquid manure-tank r, and feeding-byre m, with its stall and feeding-passage. 

227. Fig. 5 is a section of the perpendicular dotted line c d in fig. 1, compre- 
hending the section ofthe cattle-sheds g and w, of one storey, and of the straw- 
barn f, of two storeys. 

228. Fig. 6 is a section in the perpendicular dotted line of e f in fig. 1, 
embracing the section of the corn and upper barns, in two storeys, and of the 
horse-walk of the thrashing-machine. 

229. The extreme length of this steading over walls is 219 feet, and extreme 
width 143 feet, of the principal range and wings. The length of the cattle- 
court buildings over walls is 103 feet, and width 77 feet. The length of the 
stable division over walls is 104 feet, and width 21 feet. 

230. The width of the apartments within walls varies. The width of the 
principal two-storey range is 23 feet, that of the stables 18 feet, and that of the 
sheds, byres, and other apartments, 17 feet. 

231. The scale of the ground-plan, fig. 1, is nearly ğ of an inch to the foot. 
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232. The lines of urine-drains are distinctly marked by double lines tra- 
versing fig. 1, Plate XII., in different directions. 
233. The arrow points to the north. 


234. It will be observed that the design of this steading is to have a prin- 
cipal range in the north, with two wings towards the south. The straw-barn 
is within the line of the principal range, and not placed as a projection into 
the centre of the premises, in accordance with our principles. Nevertheless, it 
is conveniently placed in regard to most of the stables, cattle-courts, and feeding- 
byres, although at a considerable distance from the farthest end of them, for a 
steading of its limited dimensions.. The system of feeding cattle here adopted 
is partly in byres, and partly in sheds and courts, these last containing each 
more cattle than in a hammel. The width of the different ranges of the build- 
` ings is 23, 18, and 17 feet, thereby discarding the convenience of a similarity 
of roof, and a unity of timber. Pavilions are also introduced instead of gables, 
thereby incurring waste of timber in construction. Upon the whole, this is & 
compact steading, having the straw convenient enough, though not so central 
as it might have been ; the right-hand half of the buildings is devoted to the 
feeding of cattle—the horses are all together, and away from the cattle; the 
left wing is appropriated to miscellaneous purposes. The obvious objections to, 
the arrangements are the want of a separate byre for the milk-cows of the 
farmer's family; two loose-boxes g and n, one being enough in so small a 
steading, the carpenter's shop e', and the bothy m' of the ploughmen being in 
the steading, which they should never be, and are more convenient and safe 
from fire in detached cottages. 


235. DESCRIPTION OF A STEADING ON THE Estate or MORPHIE, Kincardineshire, 
belonging to Barron Graham, Esq.—This steading may be seen iin ground- 
plan and front-elevation in Plate XIII., where a is the corn-barn, 45 feet by 20, 
with a door and window in front; b the space for the thrashing-machine; c 
chaff-house, 20 feet by 12, with a door in front: d d the straw-barn, 76 feet 
by 18, with a door into the corn-barn, three doors towards the feeding-byres, 
and one into the hay-house; e steam-engine room, 8 feet by 11, with a door 
in front and another into the corn-barn; f the boiler-house, 30 feet by 11, 
with a wide door in front; g granaries, projecting backwards from the corn- 
barn, in two storeys, each 45 feet by 20, with a door and two windows in front ; 
h ۸ feeding-byre for cattle, 92 feet by 37, with twenty-four double-stalls of 7 feet, 
for two oxen, each standing in two rows, head to head, with a feeding-passage 
between of 7 feet in width; 2 a cattle-shed, 18 feet by 39 feet 6 inches, which 
may be fitted up as boxes, with an 8-feet door in front, and two internal ones 
leading to a passage; k another such cattle-shed, 36 feet by 25, with an 8-feet 
door in front and two internal ones leading into a passage on each side; 
l a third similar cattle-shed, 18 feet by 39 feet 6 inches, with an 8-feet door in 
front, and two internal ones leading to a passage; m a turnip-shed, 18 feet by 
25, with a door in front and an internal one to the feeding-byre h; n cow-byre, 
18 feet by 14 feet 6 inches, provided with three double stalls, for two cows each, 
and a door in front, and an internal one to the feeding-byre h; o calves’ byre, 
18 feet by 22 feet six inches, with a door in front, and an internal one to the 
feeding-byre h; p infirmary, 18 feet by 14 feet 6 inches, with a door in front; 
q q cart-horse stable, 18 feet by 75, provided with twelve stalls, with two doors, 
one at each end to the front, and a wide passage into the feeding-byre A; r two 
loose-boxes, 10 feet by 10 each; aud s s two loose-boxes, 10 feet by 15 each; 
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t riding-horse stable, 18 feet by 18, furnished with three stalls: the riding- 
horse stable and all the loose-boxes are within the work-borse stable; u gig- 
house, 18 feet by 10, with a 7-feet door; v hay-house, 18 feet by 15, with a 9- 
feet door in front, and an internal one leading into the straw-barn, and another 
into the feeding-byre h; w w w cart-sheds, one 18 feet by 27, with three 8-feet 
port-holes; another, 18 feet by 16, with two 8-feet port-holes; and a third, 18 
feet by 9, with one 8-feet port-hole, which last may be a loose-box if desired, 
having an internal door into the adjoining cart-shed, and another into the tool- 
house; z tool-house, 18 feet by 22 feet 6 inches, with a door in front; y cattle- 
shed, or court, 42 feet by 36 feet 6 inches; z a turnip-shed, 11 feet by 14, 
with an 8-feet door in front, and an internal one to the cattle-court y; a’ pig-sty, 
11 feet by 11, with a door in front; b’ poultry-house, 18 feet by 15, with a door 
in front; © guano-house, 11 feet by 10, with a door in front; d’ carpenter's 
shop, 18 feet by 10, with a door in front; e' boiling-house, 11 feet by 11, with 
a door in front, and boiler and furnace at a back corner; f^ potato-house, 9 feet 
by 11, with a door in front; gy’ privy, in the corner of the cattle-court y, with a 
door from a cart-shed; A’ the water-cistern for the steam-boiler. 

236. The extreme length of this steading over walls is 220 feet and width 
19 feet. The length of the projection backwards is 93 feet by 23. 

237. The steading is entirely under cover, divided into three ranges, the 
central being 37 feet in width, flanked on each side by a range of 18 feet in 
width, within walls. The ranges terminate in gables at each end, as seen by 
the front elevation in Plate XIII. The projection is two storeys, with the upper 
barn above the corn-barn, and one granary, above the other, is roofed in by 
itself. The boiler-house, engine-room, and boiling and potato houses are roofed 
in by themselves, and so is the chaff-house. The front of the calves’ byre o 
is elevated into a gable for ornament, and there the pigeon-house may be 
situated. ۱ 

238. The scale of this ground-plan is in the proportion of a little more than 
إ‎ of an inch to the foot. 

239. It will be observed, in the arrangement of the apartments of this stead- 
ing, that the straw-barn is quite at hand to the feeding-byre A, and convenient 
for the stables, and loose-boxes, and cattle-sheds iki. The cattle-sheds at y 
are a little out of the way of the straw-barn. It is a good idea to place the 
granaries in two floors, and to project them into the stackyard, but in that 
case a door will be required on each side of the upper barn to receive the 
sheaves from either side of the stackyard. The want of a high range east 
and west along the north side, to screen the buildings from the north wind, is not 
felt in this case, where all the apartments are under cover. 

240. Still there are some inconveniences in the arrangement. The feeding- 
byre À is made a thoroughfare for the straw from the barn 2. The cattle-sheds 
i k, l, and y, the stables q and t, the loose-boxes r and s, the cow and calves’ 
byres n and o, cannot be reached from the straw-barn but through the feeding- 
byre À; and the cattle-shed y, in particular, must have its straw carried through 
the work-horse stable and boxes besides. The carpenter's shop should, we 
conceive, never form an integral part of any steading. Upon the whole, this is 
à compact convenient steading. 

241. The arrow points to the north. 


242. On the policy of placing all the apartments and courts of a steading 
under a series of roofs, there may be difference of opinion. The entire covering 
has a protective, snug, comfortable appearance from the outside, but the comfort 


44 PLANS OF EXISTING STEADINGS 


within is more apparent than real. Every animal there is entirely excluded 
from the sunshine, and this is a positive privation in winter; for the general 
warmth of sunshine is agreeable to every living creature. There is not a win- 
dow in all the outside walls of the main part of the building, so that the 
apartments must necessarily be lighted, if lighted at all, from the roof, and 
the more numerous such lights the more chances of rain-droppings therefrom. 
There are, besides, a great many outside doors, and when these must necessarily 
be placed in opposite walls, on account of the structure of the building, strong 
and cold draughts of air will be generated. The unpleasant sensation created 
by such draughts may be sensibly felt by any one who has had to wait for a 
train on the platform of a large covered railway-station. In such a draught cattle 
cannot feel comfortable; and where doors are numerous, and the traffic to apart- 
ments frequent, the chances are that some of them will be left open in opposite 
directions at the same time, and a constant draught generated and maintained. 


243. DESCRIPTION OF A STEADING AT COLESHILL, Highworth, Berkshire, belonging 
to and arranged by E. W. Moore, Esq.—In Plate XIV. is the ground-plan of this 
steading, wherein, in the principle range, are : a the corn-barn, 24 feet by 44, with 
& door and two windows in front; b root and food store, 24 feet by 44, with a 
door and two windows in front; c loose-box, 15 feet by 11, with a door and 
window in front; d riding-horse stable, 15 feet by 18, of three stalls, and with 
a door and large window in front; e harness-room off the stable, 15 feet by 
5, with a fireplace, and a window in front, and an internal door to the stable 
and another to the gig-house; f gig-house, 15 feet by 16, with a large door 
and window in front; g the office, 15 feet by 15, with a fireplace, and door and 
window in front, and a stair to the floor above; A an open shed, 16 feet by 21, 
with a door at back to a stair down to the waggon-arches ; i i cart-shed, 19 feet 
by 14, with two port-holes; k waggon-arches, five in number, each 20 feet by 
10; the steam-engine room, 26 feet by 9, is at the back of the corn-barn. 

244. In the central range are: / a passage, 14 feet by 45, across the building; 
m the straw-barn, 18 feet by 33, with a door and window in front, a door to the 
passage /, and a door to the steaming and mixing rooms; n the steaming-room, 
18 feet by 16, having two boilers, with a door to the passage J, and two windows 
in front, and a door to the straw-barn; o mixing room, 18 feet by 16, having 
two vats, with a door to the straw-barn and to the steaming room, and a window 
in front ; p cattle-stalls, 18 feet by 62, having stalls for twelve cattle; q fatting 
pig-boxes, 10 feet by 62, in two divisions of two boxes each; r breeding-sow 
sties, 8 feet by 62, in six divisions, with a yard to each, 18 feet long; s cattle- 
sheds, 20 feet by 68, in four divisions, with a yard to each, 16 feet by 23 ; 
t bulls’ stalls, 18 feet by 18; u shed, 20 feet by 48, with a cow-yard, 46 feet by 
31; v cow-yard, 30 feet by 38; w cattle-boxes, 26 feet by 182, in thirty-eight 
boxes, of 10 feet by 10, with two doors and two windows into the yards o' o', 
and a door at the left gable; and another division, 21 feet by 43, in eight boxes, 
of 10 feet by 10. 

245. In the right wing are: x cow-stalls, 11 feet by 100, in eighteen stalls, 
with an internal door to the calf-house; y cow-boxes, 12 feet by 100, in ten 
boxes, with a door and three windows in front; z calf-house, 10 feet by 29, in 
twelve cribs, with an internal door to the cow-stalls; a’ hay-house, 18 feet by 29, 
with an outer door, and an internal one to the cow-boxes, and a window in front. 

246. In the left wing are: Ù’ b loose-boxes, 16 feet by 10, with a door and 
a window to each; c c’ cart-horse stable, 16 feet by 88, in twelve stalls, with 
two doors and four windows in front, and two windows at the back; d’ hay- 
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house and corn-room, 16 feet by 15, with a door in front, and a stair to a room 
above this and the harness-room; e’ harness-room, 17 feet by 6, with a door 
and a window at the back ; y implement-shed, 16 feet by 17; gy’ shoeing open 
shed, 16 feet by 17; A’ smithy, 16 feet by 18, with a door and window in front, 
and an internal door to the shoeing-shed g’; ٣ men's kitchen, 16 feet by 15, 
with a door in front and window in the gable. 

241. In the lowest range are: W k’ fatting-sheep house, 14 feet by 108, in two 
divisions of twenty-two stalls each, with & door and two windows in front, three 
windows at the back, and a window in each gable. In the centre apartment are 
four stalls more, and a stair to a room above; 7 liquid-manure tank, 16 feet by 
20; m' manure shed and pit, 16 feet by 20; n' n' n' n' open sheds, 11 feet in 
width; o' o' yards for sheep or young cattle. 

248. In the open space between the central range and the left wing are: p' a 
straw-barn, 20 feet by 37, flanked on three sides with six sheds, 8 feet 6 inches 
in width, with doors and windows. l 

249. In Plate XV. is an isometrical perspective of this steading, in which, 
besides the principal range of the corn-barn and straw-barn, which are central, 
the cattle-stalls p, the cattle-sheds s, and cattle-boxes w, along with the pig- 
boxes and sties g and r, are all included under a continuous roof. The right 
wing, containing the cow-stalls x, cow-boxes y, and calf-house z, is also under 
one roof, so that this may be considered ań example of a covered steading. The 
left wing, containing the cart-horse stable c’, the lowest range, containing the 
| fatting-sheep house k’, and the straw-barn and sheds کر‎ in the open space, are 

detached buildings. 

250. A tramway passes from the root-store b, by the cattle-stalls and pig- 
boxes, to the cattle-boxes w, where is a turn-table to deliver the food to the 
left, or to the right, on to the cow stalls and boxes. 

251. In fig. 17 is a plan of the second storey of this steading, and the roof-plan 


Fig. 17. 


FLAN OF SECOND STOREY, AND HOOF-PLAN OF GROUND FLOOR. 
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of the ground-floor, in which the principal range is of two storeys, with as much 
of the central range as includes the straw-barn, steaming and mixing rooms, and 
the remainder of the building is of one storey; © a is the granary, 41 feet 6 
inches by 33 feet, over the straw-barn m, and steaming and mixing rooms n and o, 
Plate XIV.; b b, the upper barn, 91 feet 6 inches by 38 feet at the broadest, and 
24 feet at the narrowest part, over the corn-barn and root-store below; c the 
corn-mill; d the thrashing-machine; ¢ the steam-engine room, 26 feet by 9; 
f a coal-store; g part of sawing-shed, 16 feet by 56; h h carpenter's shed, 16 feet 
by 46; tt loft, 16 feet by 57, over the loose-box, riding stable, and gig-house ; 
k nail-house, 16 feet by 27 feet; 7 office, 16 feet 6 inches by 15 feet; m a loft at 
the sheep-house; and n another loft at the cart-horse stable. To the right of the 
nail-house k are three apartments, which are not shown in fig. 17, but are seen 
in perspective in Plate XV., and in plan in Plate XIV.: one, the wheel-wright's 
shed, 15 feet by 32; another, an open shed, 15 feet by 27 feet 6 inches; and a 
third, a mason's shed, 15 feet by 28 feet 6 inches; o, fig. 17, is the stackyard ; 
p the timber-yard. 

252. The complete anna of this steading is shown in Plate XIV., in which 
the double-dotted lines are the urine-drains, which empty themselves into the 
liquid-manure tank /’. The rain-water from the west side of the roofs is carried 
into these urine-drains, and is about sufficient to dilute the urine from the 
animals. The single round dotted lines show how the water for drinking is 
conveyed from the respective troughs to the several parts of the buildings. 
The long dotted single lines show the drains from the springs and roofs to the 
troughs, and also how the surplus water is carried away from the buildings. 
The chain-like lines in the lower yards o'o' show the drains put originally into 
the land before the levels of the ground were altered, and they are below the 
foundations of the buildings. 

253. The extreme length of this steading over walls within the square of 
the buildings is 274 feet, and extreme breadth 248 feet. The principal range, 
with the straw-barn projection, have the termination of their roofs in gables—in 
the other parts of the buildings the roofs terminate in the pavilion form. The 
width of the apartments within walls varies, the corn-barn and root-store being 
24 feet, the straw-barn, cattle-stalls, and pig-boxes, 18 feet, cattle-boxes 26 feet, 
cow stalls and boxes 30 feet, cart-horse stable 16 feet, riding stable 15 feet, 
sheep-house 14 feet. Such a diversity of widths gives an unnecessary diversity 
of roofing. 

254. The scale of this plan in Plate XIV. is in the proportion of 23 eighths of 
an inch to the foot. 

255. The arrow points to the north. 

256. On taking a survey of this steading, the straw-barn m, in connection with 
the corn-barn, is conveniently situated for the stock accommodated in the cen- 
tral range of the buildings, but in its dimensions, 18 feet by 33, it seems too 
small for the numbers of stock, and it is confined, moreover, in its capacity by 
having the granary floor over it. It is also at a considerable distance both from 
the cows and the work-horses. With regard to the horses, the inconvenience 
seems to be admitted by the erection of another straw-barn nearer them at p’; 
but neither of the straw-barns is convenient for the cows. It seems strange to 
place the pigs in the central range in preference to the cows, and especially as 
the odour emanating from them must diffuse itself under the same roof with the 
cattle. Had all the cattle been placed in the central range, and the pigs sent to 
the left wing and the horses to the right, the relative positions of the different 


x 


AT WARK, NORTHUMBERLAND. 47 


kinds of stock would have been improved. As it is, this steading for Common 
farming shows great adaptation for the purpose it was constructed. | 


251. DESCRIPTION OF THE STEADING AT Wank, in Northumberland, near Kelso, 
belonging to the Earl of Tankerville.—In Plate XVI. is given the ground-plan 
of a new and extensive steading, occupying two acres of ground, in the farm of 
Wark, and adapted to Common farming: a corn-barn, 19 feet by 42, with two 
doors and two windows in front, and a window at the back; b corn-room, 19 feet 
by 19, into which the dressed corn is put in bin, with a window in front and 
back, and an internal door from the corn-barn; c straw-barn, 19 feet by 42, with 
a door in front and window at the back; d corn-mill, 19 feet by 9, with two 
windows and a door from the corn-barn ; e steam-engine room; f chimney-stalk, 
50 feet in height; g joiner's shop, 19 feet by 19, with a door in frogt and two 
windows at the back ; ۸ cart-shed, 19 feet by 70, with seven port-holes ; i guano- 
store, 19 feet by 12, with a window in front and an internal door from the cart- 
shed; k hen-house, 17 feet by 16, with a door and window in front; / loose- 
boxes, four in number, 17 feet by 18, with a door in front; m outhouse, 17 feet 
by 17, with a door and window in front; n cart-horse stable, 17 feet 2 inches 
by 148, divided into twenty-four stalls, with three doors and six windows in 
front, and à window in the gable; o hay-house, 17 feet 2 inches by 15 feet, 
with a door and window in front; p cattle-feeding boxes, 12 feet by 274, in 
twenty-nine boxes, each 12 feet by 9 within divisions, with a door, as at g, to 
two boxes, and a feeding-bole, as at r, to two mangers; s cow-byre, 15 feet by 
15, for the farmer's cows, three in number—Common farming requiring no breed- 
ing-cows—with a door in front and window at back ; ¢ servants’ cow-byre, 15 feet 
by 47, with a door and window in front; u four cattle-sheds, 15 feet by 38 each, 
with each a court 24 feet by 48, and an open feeding-shed, 8 feet by 48. A 
covered turnip-store is placed between every two feeding-sheds, 10 feet by 48 
each, provided with six boles in each wall, through which the turnips are served 
tothe turnip-troughs. These apartments are comprehended in the quadrangle 
of buildings. 

258. In the space within the quadrangle are: v feeding-pig sties, two in num- 
ber, each 8 feet by 9, with a common court, 8 feet by 10; pig-court w, 10 
feet by 19, with a gate in front, and two boles in the back wall for a passage 
into a cattle-shed x; x x two cattle-sheds, each 15 feet by 41, with straw- 
courts, 41 feet by 50 each, with a gate to each; y four cattle-sheds, each 15 feet 
by 38, with a court, 27 feet by 43, an open feeding-shed, 6 feet by 43, and a 
covered turnip-store, 10 feet by 43, to two feeding-sheds, provided with five boles 
in each wall to pass the turnips into the feeding-troughs. 

259. The extreme length of this steading over walls is 287 feet by 225 in 
width. The roof turns at the corners in pavilion. The width of the apartments 
within walls varies from 18 feet in the corn-barn, straw-barn, and cart-shed, 17 
feet 2 inches in the cart-horse stable, 15 feet in the cattle-sheds, and 12 feet in 
the cattle-feeding boxes. 

260. The two-storeyed part of this steading comprises the whole of the lower 
side of the quadrangle, the upper barn being over the corn-barn and corn-room ; 
z stair to the granary, 19 feet by 89, from the corn-room b, over the cart-shed 
and guano-house, with windows on each side. There is an outside stone stair 
to a granary over one of the cattle-sheds x, and an interior stair in the outhouse 
m, to a loft over it and the loose-box l and hen-house k, for containing the 
horse-corn, which is supplied from thence to the corn-chest below in the cart- 
horse stable n. 
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261. The scale of this steading, in Plate XVI, is in the proportion of $ of an 
inch to the foot. 
` 262. It will at once be observed that the plan of this steading is not in con- 
formity with the principle we have laid down (par. 32). The straw-barn a, 
at one of the corners of the quadrangle, is at a great distance from the cattle- 
courts y and feeding-boxes p. To obviate this inconvenience, a straw-stack is 
built on the space between the cattle-courts y and the feeding-boxes p. The 
quadrangular form is objectionable in a small steading; but in a large one 
such as this, covering an area of two acres, it is not so objectionable, inasmuch 
as the sun shines freely into its centre into the cattle-courts. Had the thrash- 
ing-machine been placed in the centre of the quadrangle, the straw would 
have been conveniently situated for all the courts, feeding-boxes, and stables. 
This objection is freely admitted by the tenant, and he would have preferred the 
stackyard on the rising ground to the west of the steading, instead of the low 
ground to the east; but a serious obstacle presented itself in a quicksand under- 
ground, through which the back lade from the mill-wheel had to be built; 
and rather than expend a large sum in overcoming such a difficulty, it was 
deemed expedient to suffer the present inconvenience. Both water and steam 
power are employed here. The stackyard covers about two acres of ground. 
Where the sun has free admittance in winter, the quadrangular form has the 
advantage of having all the premises locked in by one gate at a’. 


263. We think we have now given abundant examples of steadings both in 
Scotland and England, as also remarks to illustrate the principles we wish 
to maintain. It may be advisable, however, before concluding this part of 
our work, to give an illustration of how an old and inconvenient steading may 
be altered into a new and convenient one, and this we are enabled to do by the 
kindness of a friend. 


264. DESCRIPTION OF THE STEADING AT INVERQUHARITY, tn Forfarshire, belong- 
ing to the Trustees of the late Charles Lyell, Esq. of Kinnordy, with the Alterations 
and Additions. Plate XVII. contains all the particulars connected with the 
alterations and additions effected on this steading. Fig. 1 contains the ground- 
plan of the new and old parts of the steading, the open outlines showing the 
old, and the shaded lines the new, parts of the steading. Fig. 2 is a roof-plan 
of the entire steading as amended. Fig. 3 is a south elevation of the steading 
as amended, the plain part showing the old, and the stippled part the new, por- 
tion of the steading. Fig. 4 is a vertical section of the finished buildings, indi- 
cated by the horizontal line A B in fig. 1. Fig. 5 is a vertical section at the 
vertical line C D in fig. 1. And fig. 6 is a vertical section at the vertical line 
E F in fig. 1. 

265. In fig. 1, Plate XVII., in the central range are: a the corn-barn, 15 feet 
by 33, with a door and window in front; b chaff-house, 7 feet by 28, with a 
door into the straw-barn ; c straw-barn, 22 feet by 51, with two doors opposite 
near the mill; d implement-house and guano-store, 12 feet by 22, with a large 
gate to the front. 

266. In the right wing are these apartments: e cart-shed, 19 feet by 58, with 
five port-holes ; f hay-house, 18 feet by 19, with a door in front, and an internal 
one to the cart-horse stable; g cart-horse stable, 18 feet by 65, of eleven stalls, 
with a door and window at the back, a window into the cattle-court k, and two 
sky-lights in the roof; A loose-box, 18 feet by 10, with a door in front; i cattle- 
shed, 18 feet by 23, furnished with a feeding-trough and a turnip-shed ; k cattle- 
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court, 22 feet by 23, with a gate in front; / riding-horse stable, 12 feet by 16, 
with a door; m boiling-house, 12 feet by 11, with a boiler and furnace, and a 
door in front; and a' outhouse, 17 feet by 6, with a door. 

267. In the left wing are these apartments: n water-wheel ark or steam- 
engine room, 17 feet by 6, with a window in front, and door into the open pas- 
sage v; o cow-byre, 17 feet by 11, with a window in front and door to the 
passage v; p cattle-byres, 17 feet by 93, of four compartments, each with a door 
into the open passage v and turnip-shed g ; q turnip-shed, 14 feet by 93, with 
four doors in front; r hen-house, 14 feet by 14, with & door in front; s s cow- 
byre, 16 feet by 60, of nine stalls, with doors into the adjoining cattle-byre p, 
open passage v, and cattle-court w; ¢ loose box, 16 feet by 11, with a door in 
front. 

268. The open space between the left wing and central range is occupied by 
four covered cattle-courts w, one being 31 feet by 41, another 31 feet by 45, a 
third, 31 feet by 45 at the widest part, and 30 feet at the narrowest, and the 
fourth, 31 feet by 41 at the broadest part, and 14 feet at the narrowest, with 
doors into the passages and gates in front; z the urine-tank, 15 feet by 5; and 
y tumip-store, 15 feet by 31, with a gate infront. This store supplies turnips 
from its centre to a double row of feeding-troughs along a 3-feet passage z, 
through the centre of the cattle-courts w, as also through three boles in each 
of its side walls into feeding-troughs in two of the courts at b’ b’. These cov. 
ered courts are lighted by eight skylights in the roof, as seen in fig. 2. They 
are separated from the central range by a covered passage u, 5 feet by 72, and 
from the principal range by an open passage v, 6 feet by 97. | 

269. The two-storeyed portions of this amended steading are the principal 
range to the right and the central range. The upper storey of the principal 
range comprehends the upper barn, 33 feet by 22, over the corn-barn and chaff- 
house, and the granary, 19 feet by 77, over the cart-shed and hay-house, 
having a stair from the corn-barn, with windows on both sides. The upper 
€ of the central range consists only of one apartment over the implement- 

ouse d. 

270. The double-dotted lines show the urine drainage from the byres and 
covered courts to the urine-tank z. 

271. It will be seen by the plan roof, fig. 2, Plate XVII, that only two 
stretches terminate in gables, at the loose-boxes ۸ and t, the most in pavilions, 
while the outhouse a’ has a lean-to roof. 

272. The extreme length of this steading over walls is 226 feet, and its 
extreme breadth in the right wing is 98 feet, and that of the left wing 108 feet, 
The width of the apartments varies from 16, 17, 18, 19, to 21 feet, 

273. The scale in Plate XVII. is as # of an inch to the foot. 

274. The arrow points to the north. 


275. What the original form of this steading was, we do not know, but in 
the amended form, as represented in Plate XVIL, it is arranged very much on 
the principles we have been advocating, having a principal range, a central one, 
and right and left wings. The straw is conveniently placed in the central range 
for the stables on the right, and the covered cattle-courts on the left, and not far 
from the cow-byre s. Instead of having the wings extended to afford accom- 
modation to feeding cattle, the space between the central range and left wing 
is occupied by covered sheds and courts, with access to them by means of pas- 
sages This arrangement admits of putting these apartments under one roof. 
Upon the whole, this is a compact convenient steading, and is a good illustration 
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of how an old faulty steading may be converted into a good new one. There 
should be a window in the hay-house to afford light to the men when taking 
the hay for the horses. The cattle-shed marked p should be fitted up as a byre 
for feeding cattle, in order to allow the turnips to be wheeled into the cow-byre s 
from the store at q. 


276. The architecture of the steadings given in Plates I. to IX. is of the 
simplest description— plain rubble-work, with broached ashlar corners, rebates, 
lintels, and skews, and the roofs extending in stretches, and terminating in 
gables, without points to be affected by the weather. A slight inspection of 
the isometrical perspective of a steading for Mixed husbandry, in Plate IX., 
will at once show the simplicity and neatness in which such a structure may 
be finished. A somewhat more ornamental style is given in Plate XV. of the 
farm-steading at Coleshill, in Berkshire, the corners and rebates being in raised 
work, and the skews of the gables ridged and pinnacled. But should an orna- 
mental style be desired in preference to a plain one, we shall give a few examples 
of such, two of the Eliza- 
bethan, and one of the 
Gothic. These are not parts 
of a steading, but are given 
as examples. 

211. Fig. 18 represents a 
simple form of the Eliza- 
bethan, showing the eleva- 
tion of a gable, with cornices, 
skews, door, and window. 

278. In fig. 19 is repre- 
sented an ornamental style 
of Elizabethan architecture 
of an elevation of a gable, 
comprehending ornamental 
cornices, skews, and window. 
The door is simple enough. 

279. In fig. 20 is the ele- 
vation of a gable in the 
Gothic style, in which the 
ashlar corners, rebates, lin- 
tels, and sills are in polished 
raised work. There are no skews, the slating projecting over the walls, as 
much as to allow an ornamental boarding. "The pinnacle terminating the gable 
is an essential feature in Gothic architecture. 
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280. We would here take the liberty of earnestly directing the attention of 
landed proprietors to the condition of the steadings on their farms when they 
are offered to tenants. That a steading is a necessity upon a farm, the wants of 
the farm obviously demonstrate; and that every steading should be so con- 
structed as to be suitable to the business of the farm upon which it is erected, 
is a proposition which none acquainted with the culture of land and the rearing 
of live stock will be disposed to controvert. Unless suitably constructed, the 
business of the farm, in the winter season, cannot be conducted in the steading 
in a satisfactory manner to the farmer, or comfortably to the stock. On this 
account, a farm not having a suitable steading always deters farmers offering 
the highest rent for it. We regret to say that many farms in all parts of the 
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country have unsuitable steadings, as regards accommodation for the mode of 
farming practised upon them. When a farmer finds the accommodation inade- 
quate to the extent of the 
farm, he is hampered in 
every kind of work he has 
todoinit. He would wish 
it enlarged, but he has not 
the means himself, and on 
applying to his landlord, 
he will probably be told to 
abide by his bargain. A 
farmer placed in such a 
strait is sure to incur loss 
on many articles of pro- 
duce, which in better cir- 
cumstances would proba- 
bly yield him profit. Even 
on the supposition that the 
steading is large enough 
for the farm, if the arrange- 
ment of its apartments is 
not suited to the kind of 
farming pursued, inconve- 
nience is felt, and loss in- 
curred. The farmer must then either advance his own capital or must make up 
his mind to submit to constant loss. See how the matter stands in such circum- 
stances between landlord Fig. 20. 

and tenant: on the one 
hand, should the farm be 
rack-rented, and have an 
unsuitable steading, the 
landlord is deriving more 
rent from the farm than 
he is entitled to receive, 
and the tenant sustain- 
ing a greater loss than he 
should incur; and, on 
the other hand, when the 
steading is suitable to the 
extent of the farm and 
the kind of farming prac- 
tised, the landlord is not 
only entitled to the high- 
est rent the land is cap- 
able of realising, but the 
tenant, at the same time, 
18 saved the risk of ex- 
pending capital, which 
ought rather to be spent 
in the cultivation of the 
fam. Is it not therefore 
desirable, in every case, when a farm is offered to the public, that the most 
favourable circumstances should be secured both to landlord and tenant? Most 
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certainly; and the most effective, reasonable, and just method of obtaining that 
security, is for the landlord to make the steading suitable to the size of the 
farm and its mode of husbandry, because then the tenant would have nothing 
to do but direct his mind entirely to what is called high farming. Were this 
understanding acted upon, the kindly feeling betwixt landlord and tenant would 
remain undisturbed. But, unfortunately, in most cases, steadings are not so 
complete as to meet the exigencies of the farm, and the tenant, knowing thia, 
and knowing also that he has not the spare capital to expend on buildings, 
binds himself to pay the landlord six and a half per cent on the amount expended 
during the course of the lease. By this proceeding it is the tenant and not the 
landlord who has paid the capital and interest required, whereas the steading 
ought to have been complete before the farm was offered to the public. It is 
quite as unreasonable in a landlord to expect the highest rent for a farm with an 
incomplete steading, as for a farmer to expect as great a price for the same ox 
in a lean as in a fattened condition. If a per-centage is deemed a fair demand 
by the landlord on the tenant in those circumstances, it is our opinion that it 
would be equally fair to demand from the landlord payment of the same per- 
centage when the tenant expends his capital. And yet how astounded would 
any proprietor be were such an equitable demand proposed by a farmer when 
bargaining for a lease, and with what equanimity he would expect the highest 
rent for his land, however incomplete may be the state of the steading | 
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281. We offer a few remarks on the principles which should regulate our 
choice of the relative position betwixt the farmhouse and steading, and of the 
site to be occupied by the farmhouse :— 

282. Position of Farmhouse and Steading.—In regard to the relative posi- 
tions which the farmhouse and steading should occupy, it has been remarked 
by a recent writer, that ‘it is generally advised that the farmhouse should be 
placed directly in front; to which, however, it may be objected, that it casts a 
shade over the southern entrance of the yard, if very near; and, if too far off, its 
distance will be found to be inconvenient. Perhaps the best situation is on one 
side of the farmyard, with the common parlour and kitchen opening nearly into 
it: farmers may talk as they like about unhealthy odours arising from the stables 
and yards, but there never was any one injured by them, and they cannot keep 
too close an eye upon their servants and stock."* If farmers “cannot keep too 
close an eye upon their servants and stock," and if the position of their houses 
will enable them to do so, they should do something more than place them “on 
one side of the farmyard;" they must remain constantly in them, and cause 
“their servants and stock" to be continually in sight in the farmyard, other- 
wise their watching will be of no avail; for when the servants come to know 
that the house has been placed there merely to watch their proceedings, they, 
at least, if not the stock, can and will easily avoid the particular place constantly 
overlooked by the house. The truth is, and every farmer knows it, that it is 
not the spot occupied by his house, whether here or there, that maintains his 
authority over his servants; he knows that he himself must be “up and doing" 
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in the fields, in the farmyard—everywhere—ere he can ascertain whether his 
servants are doing their work well, and his stock thriving apace. Inconve- 
nience to himself in going a great distance betwixt his house and the steading 
will induce the farmer to place his house near rather than at a distance from the 
steading. He wishes to be within call,—to be able to be on the spot in a few 
seconds, when his presence is required in the farmyard, the stable, the byre, 
or the barn; but more than this he does not want, and need not care for. Place 
the house, therefore, if the choice is given, on some pleasant spot, neither 
“direct in front," nor much in the rear, of the steading. If there be no such 
spot at hand, make one for the house, place it there, and dwell in it, with 
the comfortable assurance that servants will not regard their master the less, 
or the stock thrive the worse, because he happens to live beyond the influence 
of the “ unhealthy odours arising from stables and yards,'—odours, by the 
way, of the unpleasantness of which we never heard a farmer complain. No one 
of that class but a sloven would place his house beside a dunghill. 


283. Site of Farmhouse.—With reference to site, Mr Allen, in his work entitled 
Rural Architecture, an American work, has some remarks worth quotation: “ A 
fitness to the purpose for which the dwelling is constructed should unquestion- 
ably be the governing point in determining its position. The site should be dry 
and slightly declining, if possible, on every side; but if the surface be level, or 
where water occasionally flows from contiguous grounds, or on a soil naturally 
damp, it should be thoroughly drained of all superfluous moisture. That is in- 
dispensable to the preservation of the house itself and the health of its inmates. 
The house should so stand as to present an agreeable aspect from the main 
points at which it is seen, or the thoroughfares by which it is approached. It 
should be so arranged as to afford protection from wind and storm to that part 
most usually occupied, as well as be easy of access to the out-buildings 
appended to it. It should have an unmistakable front, sides, and rear; and 
the uses to which its various parts are applied should distinctly appear in its 
outward character. It should combine all the advantages of soil-cultivation, 
water, shade, and shelter, which the most liberal gratification, consistent with 
the circumstances of the owner, may demand. If a site on the estate command 
8 prospect of singular beauty, other things equal, the dwelling should embrace 
it; if the luxury of a stream or a sheet of water in repose present itself, it 
should, if possible, be enjoyed; if the shade and protection of a grove be near, 
its benefits should be included—in fine, every object in itself desirable, and not 
embarrassing to the main purposes of the dwelling and its appendages, should 
be turned to the best account, and appropriated in such a manner as to combine 
all that is desirable both in beauty and effect, as well as in utility, to make up 
a perfect whole in the family residence. 

284. “ Attached to the building site should be considered the quality of the 
soil as affecting cultivation and growth to shrubbery and trees—at once the 
ornament most effective to all domestic buildings, grateful to the eye always as 
objects of admiration and beauty—delightful in the repose they offer in hours 
of lassitude or weariness; and to these, that indispensable feature in a perfect 
arrangement, the garden, both fruit and vegetable, should be added.” 

285. On the subject of trees and shrubs—a due appropriation of which “to an 
agreeable residence is equal in importance to the style and arrangement of the 
house itself’’—the same author has some remarks worthy of notice. “ The 
Proper disposition of trees and shrubbery around, or in the vicinity of buildings, 
قا‎ far too little understood, although tree-planting about our dwellings is a 
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practice pretty general throughout our country. Nothing is more common than 
to see a man build a house, perhaps in the most elaborate and expensive style, 
and then plant a row of trees close upon the front, which, when grown, will 
shut it almost entirely out of view, while he leaves the rear as bald and 
unprotected as if it were a barn or a horse-shed—as if in utter ignorance, as he 
probably is, that his house is more effectively set off by a flanking and back- 
ground of tree and shrubbery, than in front—and this is called good taste. 
Let us examine it. Trees near a dwelling are desirable for shade; shelter they 
do not afford, except in masses, which last is always better given to the house 
itself by a verandah. Immediately adjoining, or within touching distance of a 
house, trees create dampness, more or less litter, and frequently vermin. They 
injure the walls and roof by their continual shade and dampness. They exclude 
the rays of the sun, and prevent a circulation of air. Therefore, close to the 
house, trees are absolutely pernicious, to say nothing of excluding all the 
architectural effect from observation, when, if planted at proper distances, they 
compose its finest ornaments.” | 


86. Working Part of the Farmhouse.—The principles which should regu- 
late the arrangement of that part of the farmhouse which is exclusively 
devoted to labour have an intimate connection with the management of the 
farm. The part we allude to includes the kitchen and dairy, and their 
accompanying apartments. Now, it may frequently be seen in the plans 
furnished by architects, that to give the farmhouse a fashionable and airy 
appearance, the working portion of it is too often contracted and inconveniently 
arranged. The principle of its construction should be, to make this part of the 
house thoroughly commodious in itself, and at the same time prevent its giving 
the least annoyance to the rest from noise or disagreeable effluvia, which cannot 
at all times be avoided in the labours of the kitchen. Both objects would be 
accomplished by placing it independent of the main body of the house, and this 
is best effected by a jamb. Whatever may be the external form given to the 

Fig. 21 house, the relative positions of its 
—— two parts may easily be preserved, 
: whether in the old-fashioned form 
of a front tenement and back jamb, 
or the more modern and beauteous 
form of the Elizabethan style. 

287. The ground-plan which we 
recommend of the kitchen and use- 
ful parts of the farmbouse in which 
work is performed, may be seen in 
fig. 21, where a is the kitchen, 18 
feet by 16, and 10 in height, provided 
with two windows; a door into 
the interior of the house, another 
to the kitchen-pantry k and dairy m, 
and a third to the scullery d and 
porch p. A large kitchen-range, 
oven, and furnace-pot are at b, 
a commodious lock-up closet c, 8 
wall-press A, and a dresser and 
table g g. "There is a stair at c to the servants' and otber apartments above, 
and which also leads to the principal bedrooms in the upper storey of 
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the house. Beyond the kitchen is the scullery d, which contains a large fur- - 
nace-pot e, a sink in the window f, a wall-press A, and a dresser g. "This apart- 
ment is 18 feet by 10 feet, and 10 in height. A door from it, and another 
from the kitchen, open on a lobby common to both, and which gives access by 
another door to the principal kitchen entrance-door through the porch p. The 
porch p, 6 feet square, is erected for the purpose of screening both the kitchen 
and scullery from wind and cold, and it has a window. On going to the right 
from the kitchen to the kitchen-pantry k, is a wall-press in the passage at s. 
The pantry & is provided with a door; a window which should look to the east 
or north; a larder J, and abundance of shelving at o; it is 12 feet square, having 
& roof of 10 feet in height. Beyond this pantry is the milk-house or dairy m, 
having two windows also facing to the north or east; a lock-up closet n, and 
shelving o o around the walls; it is 184 feet by 12, and 10 in height. 

288. These are the different apartments on the ground-floor, and their relative 
positions, required for conducting the business of a farm within the house, and 
in the fitting up of which are many particulars which require attention. The 
floor of the kitchen should be of flagged pavement polished, that it may be cleaned 
with certainty and ease. The outside walls and ceiling should be lathed, and 
all the walls and ceiling plastered with the best hair-plaster. Iron hooks, both 
single and double, should be screwed into the joists of the roof, from which 
may be suspended hams or other articles. The dressers g are best made of 
plane-tree tops and black American birch frames, the chairs of the latter wood, 
and the stools of common fir. In case of accidents, or negligence in leaving 
them unfastened at night, it would be well to have the lower sashes of the 
windows of the kitchen and scullery fast, and the upper ones only to let down 
for the occasional admission of fresh and the escape of heated air. 

289. In the scullery, the sink f should be of polished free-stone, made to fit 
the window-void, with a proper drain from it, provided with a cesspool The 
floor should be of the same material as that of the kitchen, for the sake of 
cleanliness. The outside wall and ceiling should be lathed, and all the walls 
and roof plastered. There should be a force-pump in the scullery to fill a 
cistern with water at the upper part of the house, to contain a constant supply 
for the sink. A boiler behind the kitchen fire, provided with a small cistern 
and ball-cock in connection with the upper cistern, for the supply of cold 
water into the boiler; and a cock from it in the kitchen, and another from it 
in the scullery, for drawing off warm water when required, could be fitted up 
3 no great cost, and would be found a most serviceable apparatus in a farm- 

ouse. 

290. The large furnace-pot e should be built in with fire-brick, surrounded 
with common brick, plastered and protected with cloth on the outside, rubbed 
hard into the plaster, and the mouth of the pot protected with a 4-inch thick 
pavement polished. To carry off the superfluous steam, a lead-pipe should be 
fastened into a narrow immovable portion of the pot-lid, and passed through the 
wall into the flue. A tin pipe soon rusts and wastes. An iron bar should 
project from the stone-wall, having a horizontal eye at its end directly over 
the centre of the furnace-pot, to receive the stick into when making the por- 
ndge for the reapers’ morning meal in harvest. The dresser g should be 
of the same material as that of the kitchen. There should be iron hooks 
ids into the roof for hanging any article on. Shelving is also useful in a 
scullery. 

291. The outside walls and ceiling of the kitchen-pantry k should be lathed, 
and all the walls and ceiling plastered. The flooring should be of the same mate- 
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rial as that of the kitchen, or of hard brick. The shelving o should be of wood 
of several tiers, the lowest row being 3 feet above the floor. The movable 
portion of the window should be protected with fly zinc-gauze, and 80 also the 
side and door of the larder J. A few iron hooks in the roof will be found useful 
for hanging up game or fowls. A set of steps for reaching above an ordinary 
height is convenient in a pantry. ` 

292. The outside walls and ceiling of the milk-house m should be lathed, and 
the walls and roof plastered. The flooring should be of polished pavement, for 
the sake of coolness. The windows should be protected in the movable part 
with fly zinc-gauze, which is much better than wire-gauze ; and the side and 
door of the lock-up closet n should also be lined with zinc-gauze. The best 
shelving for a milk-house is marble, and though this substance may appear ex- 
travagant in a farmhouse, the price of marble is now so much reduced that it 
is worth the extra expense, the import of foreign marble being now free. Marble 
is always cool, and easily cleaned and freed of stains. Scottish marble is hard 
and unequal of texture. The grey-veined marble from Leghorn is therefore 
preferable, though the black marble of the county of Galway in Ireland is 
equally good ; but the grey colour has a coolness and freshness about it in a 
dairy which the black does not possess. Polished pavement is the next best 
material for coolness, but it is very apt to stain with milk or butter, and the 
stains are difficult of removal We speak from experience, and know the labour 
required to keep stone-shelving in a milk-house always sweet and clean; and 
let us say farther, unless it is so kept, any other material is preferable to it. 
If marble be rejected on account of expense, we would recommend stout shelv- 
ing of beech or plane-tree, as being smooth, and hard, and easily kept clean. 
This shelving should be 2 feet broad, 14 inch thick, and, to be convenient, 
should not exceed the height of 3 feet from the floor. 

293. It is necessary to make the wall which separates the kitchen and scul- 
lery from the milk-house and pantry of brick or stone, to keep the latter apart- 
ments more cool, and less likely to be affected by the heat and vapour, which 
must of necessity sometimes escape from the scullery. It would no doubt be 
convenient for the removal of the milk dishes to have a door between the 
scullery and milk-house ; but it is much better to avoid every risk of contamin- 
ation from a place which must at times be filled with vapours injurious to milk 
—a substance which is at all times delicately susceptible of injury. 

294. The windows of all the apartments should be provided with shutters on 
the inside ; and it may be a safe precaution against nocturnal intruders to pro- 
tect those of the milk-house and pantry with iron stancheons on the outside, as 
their windows should, occasionally at least, be left open even all night. 

295. On this side of the kitchen will be observed a stair. It is 4 feet in width, 
and intended to lead to the storey above the kitchen-floor, as also to the upper 
storey of the principal part of the house. The storey above the kitchen may be 
subdivided in this way: let a continuation of the brick or stone wall which 
separates the kitchen and scullery from the milk-house and kitchen-pantry 
be carried up, in the form of a partition of lath and plaster, to the roof of the 
second storey, which may be 9 feet in height, as seen on the right of g, fig. 22. 
The wall of the kitchen-flue b should, of course, be carried up to a chimney-stalk 
above the ridging, containing at least four flues from below, one of the kitchen 
fire, one of the small furnace-pot of the kitchen, one of the oven, and one of the 
large furnace-pot in the scullery; but there should also be one from the room 
above the scullery, and one from one of the rooms. above. the kitchen; and, 
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to render both kitchen and scullery as wholesome by ventilation as possible, 
there should be a small flue from the ceiling of each to carry off heated air and 
vapour. The kitchen stalk would thus contain six flues from below and two 
from above. 

296. The upper storey should be partitioned off in the way as seen in fig. 22. 
Let the apartment a above the 
scullery be fitted up with a fire- 
place fas a bedroom for the female 
servants, having a closet c in the 
outer wall. After taking off a pas- 
sage g of 34 feet in width along 
the whole length of this part of the 
house, this room will be14 feet by10. 
The space above the kitchen may 
be divided into two bedrooms, one 
b, 14 feet by 9 feet, and 9 in height, 
with a fireplace f and window, and 
closet c. This might be occupied 
as a sitting-room and bedroom by 
the housekeeper, if the services of 
such a person are required ; if not, 
it might be a large store-room, 
with a fireplace, which would be ےل لتم‎ 
useful for various purposes. The mia: — 
room d, 14 feet by 8 feet 3 inches, CHEESZ-HOOM, K2C., OF FARMHOUSE. 
and 9 in height, having a window in it, but no fireplace, might be a bedroom 
for occasional stranger servants. It has a closet e in it, 3 feet by 2 in depth. 

297. At the end of the passage is a water-closet i, lighted by a window in 
the gable of the jamb. It is 5 feet 3 inches by 34 feet. It has water from the 
same cistern that supplies the sink in the scullery, and its soil-pipe descends in 
an appropriate recess in the wall. Its window could give light to the passage 
g by a glass window above the door, or light might be obtained by a cupola 
in the roof, or from the cheese-room À by windows in the lath-and-plaster wall. 

298. The entire space above the kitchen-pantry and milk-house may be appro- 
priated to a cheese-room A, 29 feet 2 inches by 12 feet, and 9 in height, with 3 
windows. Besides the floor, proper shelving m m would afford accommodation to 
the cheese, in its various stages towards maturity; and the lower halves of the 
windows provided with Venetian shutters, outside the glass, to regulate the air 
into the room when the windows are opened. Except in dairy farms, the milk- 
honse and cheese-room are most conveniently placed within the farmhouse. 

299. If there is sufficient room in the roof above these various apartments for 
8 garret, access can be obtained to it by a stair at ا‎ which would have to return 
upon itself in ascending the 9 feet, the height of the storey; and both this stair 
and the one k down to the kitchen could be lighted by a long window at n. If 
there is no garret, then the cheese-room will be 32 feet 3 inches in length, by 
dispensing with the stair J, as also with the window n. 

300. These dimensions of kitchen and other apartments would be suited to 
the farmhouse of a farm of from 500 to 1000 acres, under the Mixed husbandry. 
The milk-house may, perhaps, be large enough for a small dairy-farm; but should 
it be preferred in the farmhouse, and it be too small for that purpose, it might 
easily be enlarged by ingreasing the length and breadth of the building. 
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301. Plans, Elevations, and Sections of Farmhouses.—We now proceed to give 
illustrations of farmhouses of various sizes and in different styles. In fig. 23 we 
give a ground-plan of a first-class farmhouse: a the entrance steps; b the 
ante-hall, 7 feet wide, with seat c; d library, office, or study, 12 feet square. 
There are two doors to this room—one, the public, entering from the ante-hall 
b, the other leading to the hall e e, 7 feet wide; ff drawing-room, 20 feet by 
16; gg the dining-room, 20 feet by 16; A A store-room, 16 feet by 12; 
ii stairs to second floor, 3 feet 6 inches wide; k k kitchen, 16 feet square; 
l kitchen-pantry, 10 feet 6 inches by 8 feet; m m milk-house, 25 feet by 16, 
with closet n, 8 feet by 5 feet 6 inches. A lift o is placed in this closet, by 


Fig. 25. A 


2.70 2,7 mmm, 
Ag 


ey pp — | uman LP ر‎ mae 
wo T2 em or T et d eL atn urs. A^ ںیہ تچ رما 8 ےم‎ 
بی ور و‎ mmm رت 77 او‎ mmn SOS ار لے ا کے‎ Mo, ^ 


| 


E 
7 ا ا وه‎ w o IN ۱ 


d 


^ Saw uv 0v > 
x 
1 S 
EN 
a, H e 
. 3 
3 


o © o ua» د‎ mp © O © MM © oe o9 


OROUND-FLAW OF FARMMOUSE-—-SCALE IN PLATE XVIII. 


which articles are conveyed to the cheese-room above; p p scullery, 14 feet by 
8 feet 6 inches, with pantry g, wash-boiler r, and slop-stone s. The back stairs 
to servants’ bedroom are at ¢ t; u u a passage, 3 feet wide, leading to back- 
entrance v; w a water-closet, 3 feet 6 inches wide. 

302. In the upper floor, fig. 24, a a,b b are the principal bedrooms, 20 
feet by 16; c c small bedroom, 12 feet square; d d nursery, 16 feet by 12; 
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e linen-closet, 7 feet square ; f water-closet, 3 feet wide; g g servants’ bed- 
room, 16 feet square; A ۸ cheese-room, 33 feet 9 inches by 16 feet; ¢ lift 
k k roof of scullery. | 


^e 


Fig. 24. 
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303. Fig. 25 shows an alternative arrangement of part of chamber-floor storey, 
in which a corre- 
sponds with g 9, 
fig.24; a passage b 
being taken off it, 
to give entrance to 
a bedroom c built 
over the scullery 
جا‎ fig. 24, or pp 
and pantry ,و‎ fig. 
23; d cheese-room ; 
€ a room. 

304. In Plate 
XVIIL, fig. 1, we 
give a drawing of 
front elevation in the 
Tudor Gothic style ; 


Fig. 25. 
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fig. 3 being an alternative design in the Italian style; fig. 2 being a second 


alternative design, adapted for three storeys, in the Tudor Gothic style. 
305. In fig. 26 we give a side elevation (left hand in plan fig. 23) ; in fig. 27 back 
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elevation (along the back of the plan, fig. 23); in fig. 28 side elevation (right- 
hand side of plan in fig. 23), finished to show stone-rubble walling ; in fig. 29, 
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longitudinal section in the line a B, fig. 23; in fig. 30 back elevation of alter- 
native design in same style as fig. 3, Plate XVIII. ; in fig. 31 a vertical section 
of milk-house m m, fig. 23, and above it cheese-room A A, fig. 24. 
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Fig. 28. 


SIDE ELEVATION OF FARMHOUSE, FINISHED TO SHOW STONE-RCHBLE WALLING="SOALE IN PLATE XVIII. 


Fig. 29. 
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306. Second Design for First-Class Farmhouse.—In 
fig. 32 we give ground-plan, and in figs. 33 and 34 
cellar plan, and alternative cellar plan, and in fig. 35 
chamber or first-floor plan of a farmhouse, designed in 
the Italian style, with campanile tower. 

307. Ground-Plan.—In fig. 32, a is the entrance-hall, 
8 feet square; b b drawing-room, 16 feet by 12 ; c c parlour 
or dining-room, 15 feet by 12; d d the kitchen, 15 feet 
by 12; e the scullery, 12 feet by 10; f the larder, 6 feet 
square ; g the china-pantry, 6 feet square; A the cen- 
tral lobby, 4 feet wide; i i staircase, 6 feet wide; k 
water-closet and place for hats, 3 feet wide; م‎ 7 milk- 
house, 25 feet by 12; m m cheese-room, 25 feet by 12. 

308. Cellar Plan.—Fig. 33 shows the cellar ar- 
rangement under the kitchen, where the ** cheese-room ” 
and '*milk-house" are not in the ground floor, and 
where a is the stair, 3 feet wide; b the coal-store, 9 feet 

by 5 feet 6 inches; c the beer and wine store, 9 feet by 
nar سو‎ ma c ae o 9 feet 6 inches; d d milk-house, 24 feet by 11. In 

this arrangement the bedroom d, fig. 35, is taken as 
the cheese-room. In fig. 34 the cellar plan is shown as under the milk-house 
l l, and cheese-room m m, fig. 32. In fig. 34 the part a a is arranged, as in 
âg 33, with coal and beer stores, as there indicated ; b b being a general store- 
cellar. 

309. Chamber Plan—Fig. 35: a a bedroom, 12 feet square; 6 balcony ; 
e c bedroom, 15 feet by 12; d bedroom, 12 feet by 11; e e bedroom, 12 feet 
by 10 at widest, and 6 feet at narrowest part; f f bedroom, 12 feet by 10; 
g bath-room, 8 feet square ; À balcony. 

310. Elevations and Section of Farmhouse, of which plans are given in figs. 
32, 33, 34, and 35.—Front elevation in fig. 36; back elevation in fig. 37; 
elevation of side towards left hand in ground-plan, fig. 32, is given in fig. 38; 
the elevation of side towards right hand in plan, fig. 32, is given in fig. 39; 
a transverse section on the line a B in ground-plan, fig. 32, is given in fig. 40. 
The scale to which these drawings are constructed is given in fig. 32. 
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Fig. 32. 
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BACK ELEVALION IN THE ITALIA! S1 YL P ——RACAI.KE IN FIG. 32. 
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Fig. 89. 
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311. Third Design for a First-Class Farmhouse.—We now present a third set 
of plans of a farmhouse in the Tudor-Gothic style, the arrangement of the apart- 
ments of which present some claims to consideration. The plans are reduced 
from designs in Mr Scott Burn’s work, Model Designs for Villas. 

312. Ground-Plan.—In fig. 41 we give a sketch of the ground-plan, with scale 
attached, in which a is the hall, 7 feet 6 inches wide; ۸ b the drawing-room, 
16 feet 6 inches square; © © the dining-room, 16 foet 6 inches by 12 feet 9 
inches; d d breakfast-room, 12 feet 9 inches square; ee kitchen, 12 feet 9 inches 
square; f scullery, 8 feet 5 inches by 12 feet 9 inches; g pantry, 6 feet by 4 
feet 9 inches ; A staircase, 3 feet wide. 


N 
2 - 
Mmmm f 


a 
2 


T A 

2 OT fies AU 
م‎ jos رر‎ 
t 


peee— (00/0 ا‎ 


GKOUXD-PLAN OF PARMHOUSB IN TUDOR-GOTHIC STYLE. 


ا 
اا 


"EE ۲ 7 
A Tana LEAT HS Odd. 727 


CHAMBER-PLAN OP TUDOR HOUSR—SC2ALFEF IM ۶. 


68 PLANS OF FARMHOUSES. 


313. Chamber or First Floor Plan, fig. 42.—a a principal bedroom, 16 feet 6 
inches by 12 feet 9 inches, from which is entered the dressing-room b, 5 feet 9 
inches by 5 feet 3 inches; c the flat over window, 4 feet wide; d flat over door, 
4 feet wide; e e front bedroom, 12 feet 9 inches by 12 feet 9 inches; ff back 
bedroom, 12 feet 9 inches by 12 feet 9 inches; g bedroom, 12 feet 9 inches by 
12 feet 3 inches; ۸ bedroom, 12 feet 9 inches by 12 feet 3 inches ; i bath-room, 
8 feet by 5 feet; k water-closet, 3 feet wide; Z well-hole; m stairs. 

314. Plan of Attic or Third Storey, fig. 43.—a landing, 6 feet 6 inches wide; 

Fig. 48. l b stairs, 2 feet 6 inches 

CEES wide; c servants’ bed- 

i room, 12 feet 9 inches 
سے‎ by 12 feet; d second 

RHI i | | | bedroom or store-‏ = | چ چ ی کے 
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. 00 315. Cellar Plan, 
fig. 44.—The cellar 
occupies the part un- 
der the apartments 
d d, e e, f, and c c, in 
fig. 41. In fig. 44 
a a is the staircase, 
3 feet wide, entered from the point i, in fig. 41; Û the landing, 5 feet wide; cthe 

Fig. 4. cellar or store-room, 12 feet 9 inches square; 
d beer-cellar, 12 feet 9 inches by 6 feet; 
e wine-cellar, same dimensions; f and j 
milk-rooms, each 12 feet 9 inches by 12 feet. 

316. Elevations and Sections.—In fig. 45 
we give sketch of front elevation; in fig. 46 
back elevation; in fig. 47 end elevation 
towards apartments e e and f, fig. 41; in 
fig. 48 end elevation towards apartments 
b b and g, fig. 41; in fig. 49 transverse sec- 
tion on the line A 5, fig. 41. 

317. Enlarged Drawings and Details.— 
From the small scale to which the eleva- 
tions now given are drawn, the peculianties 
of window and door ornamentation are not 
observable; to show these, we now give, in 
fig. 50, enlarged drawings of part of the front 
elevation in fig. 45, in which is the front 

ORLLAR PLAN OF TUDOR HOUSE—SCALE IN FIG. 4. entrance-door and window to breakfast- 
room d d, fig. 41. In fig. 51 we give ele- 

vation of gable above the apartment e e in fig. 42, showing barge-board, attic 
window, and one chimney-shaft. In fig. 52 we give the elevation of two of 
the three windows in end elevation, fig. 48, to the apartments c c and f in 


fig. 41. 


ATTIC AND PART ROOF PLAN OF TUDOR HOUSE-—SCALE IN FIO. 41. 
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BACK ELEVATION OF TUDOR HOUSEe—3CALE IN PIG. 41. 


318. It may be objected to the designs which we have given for first-class 
farmhouses that they are too ornate, and would involve in their erection a far 
greater sum than the ordinary circumstances of farming economy would warrant 
orjustify. While conceiving it to be our duty to give each design complete, 
with the peculiar ornament fitted to ita style—leaving this to be adopted or not 
as desired —we have endeavoured to meet the above objection by giving. plans 
in which the picturesque effect, which should be striven after in all rural struc- 
tures, can be obtained by the outline of the buildings rather than by the orna- 
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Fig. 47. 
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ments by which their exteriors may be decorated. It is possible, nay, a matter 
of easy attainment, to erect a house in which large sums may be expended in 
the exterior decoration of its doors, windows, &c., and yet a bald, tame, and 
anything but picturesque effect will be produced; while, on the other hand, 
a house may be erected with its exterior positively destitute of decoration, and 
yet presenting to the eye of the beholder a pleasing picturesqueness of outline. 
In the one case, the outline or general design of the building has been bald and 
tame—tea-box fashion, so to speak—attributes which no amount of external 
decoration could overcome ; while, in the other case, general design has been 
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Fig. 49. 


EXLAROED VIEW OF PART OF FRONT ELEVATION IN VIG. 46-—80ALFE, 1 OV aN INOH TO THE FOOT. 


calculated to produce a picturesque effect, by the variety of outline or projection 
calling into existence the effect of light and shade, and producing an effect, 
which the lack of ornament does not diminish, and yet, if added thereto, would 
at the same time be perfectly appropriate, and tend to give it a more perfeot 
because more finished appearance. 

319. The scale to which figs. 50, 51, 52 refer is 4 of an inch to the foot. 
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ENLARGED VIEW OF PAKT OF END 
ELEVATION OF FIG. 49-—SCALE, 1 
ENLARGED VIEW OF PART OF BACK OFAN INOH FO FEE OFOOR 
ELEVATION, FIO. 46—scaLx, $ o» 

AN INCH TO THE FOOT. 


820. The minimum of internal accommodation being determined on, it may 
be considered as axiomatio that a picturesque outline which will embrace this 
accommodation will be obtained as cheaply, at least very nearly so, as one 
which in its tameness will ever be a blot on the landscape and an eyesore to 
the man of taste. A pleasing building does not depend on its external deco- 
ration for effect, but, as we have already said, upon its general design or 
variety of outline. The external decoration appropriate to the style doubtless 
gives a finish to the building, but it may be dispensed with without in any 
degree marring the effect of the structure. We have deemed it best to give the 
approximative cost with, and without, decoration, leaving the parties interested 
to decide on its adoption or otherwise. 

321. Approximative cost of fig. 1, Plate XVIIL, a front elevation in the 
Tudor-Gothic style, with exterior decoration, and first-class interior fittings, is 
£1800. Without exterior decoration—that is, the window and door voids, &c., 
without dressing, &c.—the cost will be reduced to £1600. This again will be 
lessened by adopting a plainer style than first-class for the interior fittings, 
grates, paper hangings, &c. 

322. The approximative cost of the house with three storeys, as in fig. 2, 
Plate XVIIL, will be £2000 with, and £1800 without, exterior decorations. 

323. The approximative cost of the second design of a first-class farmhouse 
in the Italian style, of which fig. 3, Plate XVIII., is a front elevation, may be 
set down at £1700 with, and £1600 without, decoration. 

324. The approximative cost of the third design of a first-class farmhouse, 
illustrated by figs. 45 to 49, may be set down at £900 with, and £700 without, 
decorations. 

325. The approximative cost of the design of a second-class farmhouse, illus- 
trated in figs. 56 to 58, may be set down at £800 with, and £660 without, 
decorations. 


326. Design for a Second-Class Farmhouse—We now present a set of draw- 
ings illustrative of the arrangements and decoration of a farmhouse, giving less 
accommodation than those preceding. 

327. Ground-Plan, fig. 53.—a entrance-lobby, 6 feet wide; 5 b dining- 
room, 16 feet by 14; cc parlour, 13 feet by 12 feet 6 inches; d d kitchen, 
14 feet 6 inches by 12 feet 6 inches; e scullery, 10 feet by 9; f pantry, or store- 
room, 9 feet by 5 feet 3 inches; g stair, 3 feet wide; A back-passage, 3 feet 
4 inches wide. 
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328. Cellar-Plan, fig. 54. - » stair, 3 feet wide, entered from the back- 
passage A, fig. 53, by a door at the point i; b the landing-place, 6 feet wide; 
c c beer and wine cellar, 13 feet by 12 feet 6 inches; d d store or general 
cellar, 16 feet by 14 feet. 


Fig. 53. 
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329. Chamber or First Floor Plan, fig. 55.—a a principal bedroom, 16 feet 
by 14; b b bedroom, 13 feet by 12 feet 6 inches; c linen-closet, 6 feet by 
7 feet 6 inches; d d nursery or back bedroom, 14 feet 6 inches by 12 feet 


Fig. 55. 
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6 inches, with closet e, 3 feet by 4 feet 9 inches; f servants’ bedroom, 12 feet 
6 inches by 9 feet; g closet, 3 feet by 4 feet 3 inches; ۸ water-closet or bath, 
6 feet by 3 feet 4 inches. | 

330. Elevations, fig. 56—Front elevation. Fig. 57, side elevation towards 
apartments c and d in fig. 53. Fig. 58, side elevation towards apartments b, h, 
and f in fig. 53. ' 


SIDE ELEVATION OF A SECOND-CLASS YARNMHOUSE-—SCALE IN FIO. B. 
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S31. First Design for a Third-Class Farmhouse.—In fig. 59 we give ground- 


Fig. 59. 
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plan, and in fig. 60 
chamber or first floor 


plan, of a two-storeyed 
farmhouse. The scale 
to which these plans are 
constructed is à, of an 
inch to the foot. 


332. Ground- Plan, fig. 
59. —a the entrance- 
passage, 4 feet 3 inches 
wide; b b living-room, 
14 feet 6 inches by 14 
feet 3 inches; c c stair- 
case, 2 feet 6 inches 
wide; d d bedroom, 14 
feet 3 inches by 12 feet 
6 inches; e e kitchen, 
12 feet 6 inches by 12 
feet 3 inches; f scul- 
lery, 8 feet by 8 feet 6 
inches. 


333. Chamber - Plan, 
fig. 60.—a a the land- 
ing, 3 feet wide; b b 
front bedroom, 14 feet 
3 inches by 11 feet 9 
inches; c c nursery or 
back bedroom, 14 feet 
3 inches by 12 feet 6 
inches ; d d bedroom, 12 
feet 6 inches by 12 feet 
3 inches; e servants’ 
bedroom, 8 feet by 8 
feet 6 inches; f linen- 
closet, 4 feet 3 inches 
square. 


334. Of this house we 
give the following as the 
front elevation. 
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335. Second Design for a Third- Class Farmhouse.—In fig. 62 we give ground- 
plan, and in fig. 63 chamber-plan, of another two-storeyed small farmhouse. 
Fig. 62. 


OROUND-PLAN OP A THIRD-OLASS FARMHOUSE. 
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336. Ground-Plan, fig. 62.—a entrance-passage, 5 feet 6 inches wide; b stair- 
case, 2 feet 6 inches wide; c c living-room, 14 feet square; d d office or 
parlour, 14 feet by 10 feet 3 inches; e e back-passage, 2 feet 6 inches wide; 
f f kitchen, 14 feet by 12; و‎ scullery, 11 feet by 9; ۸ pantry or store-closet, 
9 feet by 4 feet 6 inches. 

337. Chamber- Plan, fig. 63.—2 a landing-place, 5 feet 6 inches, and 2 feet 


6 inches wide; b b front bedroom, 14 feet square ; c c nursery, 14 feet by 12; 


Fig. 63. 
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CHAMHKN-FLOOK PLAN OF A 1111ii5-C1.485 FARMHOUSE—SCALX IN 211.2 
d d bedroom, 14 feet by 10; e servants’ bedroom, 11 feet by 9; f linen-closet, 
9 feet by 4 feet 6 inches; g water-closet, 6 feet 9 inches by 2 feet 6 inches. 
338. Of this house we give front elevation in fig. 64. 


FRONT ELEVATION OP A THIRD-CLAR8 FARMHOUSE-—S0OAIR IN BIG. 02. 
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339. Third Design for a Third-Class Farmhouse.—In fig. 65 we give ground- 
plan, and in fig. 66 chamber-plan, of a two-storeyed farmhouse. 
340. Ground-Plan, fig. 65.—a entrance-porch, 5 feet wide ; 5 staircase, 2 feet 
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GROUNUL-PLAN OF A THIRD-OLASS FARMHOUBSE-—SCALE IN FIO. 67. 


6inches wide; ccliving-room, 15 feet by 13 ; e scullery, 8 feet by 7 feet 6 inches, 
with boiler and sink; d 


bedroom, 8 feet b y 7 feet 6 LESE 0 ———wr : Hen. EL سو کے رر مر‎ s 
٦ p 2 A / D A Is 
inches : J smal 1 bed- closet, سیا سے و‎ 7 9 wet 


Gitte Mite 14, 


8 feet by 5 feet; g pantry, 22 


entering from scullery, 4 
feet 6 inches by 2 feet 9 
inches; A closet, entering 
from living-room, 4 feet 6 
inches by 4 feet; i coal- 
house, entering from out- Ee 
side, 4 feet 6 inches by 3 W 
feet, and it may also enter Kg 
from the scullery e; k 
Privy or water-closet, 4 
feet 6 inches by 2 feet 6 
inches ; 7 store-room, 4 feet 
6 inches by 3 feet 9 inches, 
entering better, perhaps, 
from the living-room c than 
from the outside; m con- 
cealed bed. 

941. Chamber-Floor, fig. 
66.—a landing-place, 2 


feet 6 inches wide i b b CHAMBER-FLOOR PLAN OF A THIRD-CLAGS FARMHOCSE-—SCALE IN FIO. 67. 
, 
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front bedroom, 15 feet by 10 feet 6 inches; c bed-closet, 8 feet by 7 feet 6 
inches, with closet d, 8 feet by 5; e bed-closet, 8 feet by 7 feet 6 inches ; ۶ closet, 
4 feet 3 inches by 2 feet 6 inches; g light store-room, 10 feet by 8 at the widest 


part, or it may be a bed-closet. 
342. Of this house we give the front elevation in fig. 67. 
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343. Fourth Design for a Third-Class Farmhouse.—In fig. 68 we give ground- 
plan, in fig. 69 chamber-plan, and in fig. 70 cellar-plan, of a two-storeyed small 
farmhouse. 

344. Ground- Plan, fig. 68.—a a passage or lobby, 5 feet wide; b b dining- 
room, 16 feet square; c c parlour, 14 feet by 12; d stairs, 2 feet 9 inches 
wide; e kitchen, 13 feet by 12; f scullery, 9 feet by 6; g pantry, 2 feet 9 
inches by 2 feet; A h bedroom, 16 feet by 14. 

845. Chamber-Plan, fig. 69.—a a landing, 2 feet 6 inches and 5 feet wide; 
b b front bedroom, 16 feet by 14; c linen-closet, 9 feet by 5; d d bedroom, 14 
feet by 12; e bedroom, 13 feet by 12; f closet, 12 feet by 6; g g bedroom or 
nursery, 16 feet by 14. 

346. Cellar-Plan, fig. 70.—a landing, 2 feet 6 inches wide; the part 5, 5 feet 
wide, may be fitted up with shelves for larder ; cc cellar or store, 14 feet by 12; 
d beer-cellar, 12 feet by 4. 


347. Of this house the front elevation is given in fig. 71. 
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Fig. 70. 


to EXE" ف‎ E n TEN: 
^c 5 5 


5 
۶ 
v 
A 7. 
7 


و 


T 


S 


: WWE ANE 


SSS NI 


t, Ls Ap a +» 4 كك‎ aoe 
24 OGY, add 7 سب اس‎ 
iu de A لے 1ہ‎ 4 


PRONT ELEVATION OP A THIRD-CLAS86 FARMHOUBSE-—SCALE Im FIO. 08. 


348. Plans of farmhouses, large and small, could be given in endless variety ; 
so the above plans are given more as suggestive ones for such structures than 
as perfect of their respective classes. Convenient arrangement of apartments, 
and ample room in those of them which are constantly occupied, are requisites 
as necessary in the farmhouse as in the farm-steading. But how often do we 
see in the laying-out of a farmhouse the large space sacrificed, and the constant 
inconvenience in consequence experienced, by making one or two large bed- 
rooms for the accommodation of friends who only pay a visit once a-year, or 
not so often. It would surely be a wiser plan that a friend who stays only a 
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few nights, should put up with a moderately-sized bedroom, than that the whole 
family be inconvenienced for want of adequate room throughout the year. 

349. It is a nice adaptation of things to circumstances to see the farmhouse 
in every respect in keeping with the extent and value of the farm. It would 
be quite incongruous to find a large, handsome, and ornamental house upon a 
poor small farm in an obscure part of the country; and it would be equally 
incongruous to see a mean, tasteless house set down upon a valuable farm in a 
richly-cultivated district. The former incongruity is seldom, if ever, met with; 
but the latter is not so rare as it should be. Ample accommodation in his house 
is due to every farmer; but a large ornate house should only be expected to be 
occupied by a tenant who pays £1000 of rent and upwards. No farmhouse 
should consist of less than two storeys, in order to distinguish betwixt the 
farmer and the farm-steward or bailiff, who, if fulfilling a high position as to 
management, or having a large family, might justly lay claim to a two-storeyed 
house, though it should not be as ornate as that occupied by a tenant. In the 
variety of houses we have given above, and which are still to follow, we hope that 
no difficulty will arise in choosing one fit for a tenant and another for a bailiff. 


DIVISION FOURTH.—PLANS OF FARM COTTAGES. 


350. Or the various schemes brought forward during the last fifteen or 
twenty years—a period fruitful in philanthropic projects—for the improve- 
ment of the social condition of our agricultural labourers, none perhaps has 
met with so much notice, and obtained such general favour, as that having 
for its object the improvement of their dwelling-houses. The labours of the 
press, of associated bodies, and of isolated individuals, possessed at once of 
interest in the question and influence in furthering its practical development, 
have all aided in placing the subject on a broad and permanent basis; and in 
a space of time marvellously short in the history of any social movement, have 
raised it from a position humble in the extreme to one comparatively high in 
the estimation of the public. 

351. But while gladly admitting that much practical advance has been made 
in this department of social progress, & full and candidly carried out investiga- 
tion of the agricultural districts of Great Britain shows, nevertheless, that more 
remains yet to be done. In truth, what has been bears a miserably small pro- 
portion to that which has yet to be effected, in bringing the house-accommoda- 
tion of our labouring population into that condition which sanitary science shows 
us to be needful, before we can secure the full and healthy development of their 
working capabilities. It needs but a limited inspection to convince us that, as 
dens in the city street, so hovels in the country hamlet, stare us in the face as 
of old. The biting blasts of winter blow fiercely through the chinks and crevices 
of dilapidated dwellings; the rain soaks through the roof-tree and battered wall; 
green-hued pools and reeking masses of filth pollute the air around; and this 
not in the close alleys of the city, but in the purer air and brighter skies of the 
country. While in many districts we yet find that the homes provided for the 
labourers of the farm may be described by the pithy sentence, “floor, walls, 
and roof^'—and these, too, of the worst materials, put together in the most 
slovenly of ways—we see on the same farm the utmost attention paid to the 
housing of the cattle reared on them, as if the bone and sinew of the inferior 
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8 
animals were of infinitely more importance than the health and comfort of those 
who were hired to attend upon them. This indifference to the physical wants 
and moral necessities of the agricultural labourer, strange as it is in its philo- 
sophical phases, is unfortunately as deplorable in its social results. 

352. The following, although written some years ago, may be taken as a 

type of the condition of the cottages of the agricultural labourer in many of our 
farming districts—more particularly perhaps in England—of the cottages of a 
district of which (Northumberland) one sentence is in fact a description: “The 
general character of the best of the old-fashioned hinds’ cottages in the neigh- 
bourhood is bad at the best. They have to bring everything with them—parti- 
tions, window-frames, fixtures of all kinds, grates, and a substitute for ceiling; 
for they are, as I have already called them, mere sheds. They have no byre 
for their cows, no sties for their pigs, no pumps or wells, nothing to promote 
cleanliness or comfort. The average size of these sheds is about 24 feet by 16. 
They are dark and unwholesome. The windows do not open, and many of them 
are not larger than 20 inches by 16. Into this space within the shed are 
crowded eight, ten, and even twelve persons. How they lie down to rest, how 
they sleep, how they can preserve common decency, how unutterable horrors 
are avoided, is beyond all conception. The case is aggravated when there is a 
young woman to be lodged in this confined space, who is not a member of the 
family, but is hired to do the field-work, for which every hind is bound to pro- 
vide a female. It shocks every feeling of propriety to think that, in a room, 
and within such a space as I have been describing, civilised beings should be 
herding together, without a decent separation of age and sex. So long as the 
agricultural system in this district requires the hind to find room for a fellow- 
servant of the other sex in his cabin, the least that morality and decency can 
demand is, that he should have a second apartment, where the unmarried female, 
and those of a tender age, should sleep apart from him and his wife.” “ If we 
follow,” says another writer, “the agricultural labourer (in Bedfordshire) into 
his miserable dwelling, we shall find it consist of two rooms only. The day- 
room, in addition to the family, contains the cooking utensils, the washing 
apparatus, agricultural implements, and dirty clothes; the windows broken and 
stuffed full of rags. In the sleeping apartment, the parents and their children, 
boys and girls, are indiscriminately mixed, and frequently a lodger sleeping in 
the same and only room : generally no window—the openings in the half-thatched 
roof admit light, and expose the family to every vicissitude of the weather. The 
liability of the children so situated to contagious maladies frequently plunges 
the family in the greatest misery." 

353. But lest our readers should deem these to be descriptions of the hovels 
of bygone times, we quote from the description of recent writers accounts of the 
present condition of the houses of labourers in many of our agricultural districts : 
* Look," says a graphic writer*—one who has widely and practically investi- 
gated the subject in all its bearings—''at those structures called cottages. 
They are mere hovels of mud, or of ‘ wattle and daub,’ or of rubble stone set in 
mud, or of rude timber frames filled in with mud, or with brick, or with stone, 
or with other material. The timber is rotten; the mud, bricks, and stones are 
damp in wet weather, and dusty in dry weather. Look at the site—probably a 
hole—not unfrequently a swamp several feet below the adjoining road, the slope 
being towards the door. If on an elevation, the ground is unformed, rugged, 
abrupt, uneven, and neglected. Many of these hovels are only one storey in 


* Mr R. Rawlinson. On House Accommodation: its social bearing, individually and nationally. 
A Paper read before the Society of Arts, Feb. 3, 1858. 
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height, the side walls are very low—from three to six feet up to the square— 
few are vertical, and some are supported by buttresses or by props. Many are 
half-buried against a hill-side, or against a bank which is wet. Then the roof: 
this is of thatch, of heather, or of straw; or is formed of turf, of sods, of shingle, 
of tile, or of slate. If of thatch, the material is rotten with age, and green with 
fungoid vegetation; if of shingle, the timber is decayed; if of slates, they are 
broken and in holes. Doors and windows match the structure, and the floor is 
of native mud—the space enclosed being common to bipeds and to quadrupeds 
alike. The floor is not only very dirty, but the walls, furniture, and roof, are 
the colour of grimy dirt. Amongst the rafters, spiders and other insects abound. 
Outside, animal refuse is stored in some hollow where liquid permanently rests, 
so as to keep up evaporation and an evolution of gases highly injurious to 
human life; and if this refuse does not actually surround the hovel, it is fre- 
quently so situated that the prevailing winds shall drive the gases of decom- 
position into and through the habitation. The arrangements for disease, misery, 
and premature death are ample, adequate, and complete. The hovel is crowded 
by males and by females of all ages without means of separation, so that the 
arrangements for sin and misery are also complete.” 

354. Another well-known philanthropist, the Rev. Harry Stuart, of Oathlaw, 
in Forfarshire, thus remarks on the present condition of the labourers’ houses: 
—“ Very many families get as yet but one damp ill-aired apartment to accom- 
modate them. I have seen such suffering, such ill, and such deaths from this, 
that I feel I should greatly fail in duty did I lose this opportunity of giving it 
the greatest condemnation in my power; and even where they have a spare 
bed-closet for a visitor, the bed in it is always damp. . . . . And to what 
do they owe all their severe sufferings in old age—from rheumatic pains, and 
rckets, and scrofula, and ringworm, and itch among their children—but to 
their damp ill-aired hovels.” 

355. But if this character is so true of the houses of the married, as bad a 
one is given by the same writer of those of the unmarried labourers in many 
districts. The “bothy,” for such is the name given to the shelter—it would 
almost be a desecration of the sacred name of home to call it such—is “ very 
seldom more than an ill-built small house of one apartment, having no in-door, 
no lath, no plaster, no floor, hardly a window, and a vent (chimney) that will 
hardly draw. No chair, no table; an old broken stool or two, two or three 
rickety bedsteads, one iron pot, and one iron large spoon or ladle, a water- 
bucket, and a litter of fuel and filth.” This is “all the accommodation and 
furniture that some half-dozen or a dozen constantly and heavily toiled men 
have to make themselves comfortable with from one year's end to the other." 
“If any man," says the same author, “is entitled to a comfortable resting- 
place to recruit his strength, it is the agricultural labourer, by far, according 
to Dr Adam Smith, the most productive of all labourers. And on the bare 
question of thews and sinews only—if there be any truth in the principles and 
findings of animal chemistry, on which you now house, and bed, curry, and 
feed your cattle—such refreshing places would pay you the best of any.” 

* Damp, nasty, and unwholesome habitations depress the spirits 

and enfeeble the exertions not only of man but of brute animals; yet such, I 

D to assert, are the habitations of nine-tenths of the ploughmen of 
tland.” 

356. Seeing, then, that so much remains yet to be done i in combating the indif- 
ference and in awakening the interest of those connected with agriculture in 
this great social question, we may perhaps be permitted to enter somewhat 


86 PLANS OF FARM COTTAGES. 


fully into a consideration of the chief points connected with what may here be 
called the philosophy of the subject. These resolve themselves into two divi- 
sions, the physical and the moral. 

357. And first, as to the physical evils resulting from ill-arranged and badly- 
constructed houses for the poor. "Take, for instance, the damp, defective drain- 
age and bad air as perhaps the most potent influence acting for evil in and 
around the houses of the poor, and let us trace briefly their effects on the 
health of the population. 

358. As to the first of these, damp, the following is trustworthy evidence:— 
* When experienced medical officers see rows of houses springing up on a 
foundation of deep retentive clay, indifferently drained, they foretell the certain 
appearance among the inhabitants of catarrh, rheumatism, scrofula, and other 
diseases, the consequence of an excess of damp, which break out more exten- 
sively and in severer forms in the cottages of the poor who have insufficient 
means to purchase the larger quantities of fuel, or to obtain the other appliances 
by which the rich greatly counteract the effects of dampness."—-( Report to the 
Board of Health on Suburban Drainage.)— The Rev. Mr Stuart, in his well- 
known pamphlet, which we have already quoted, has some forcible remarks on 
the evils arising from the damp houses of the agricultural labourers, which 
space does not permit of us giving here, but of which the following is the 
concluding portion :—“ Oh, it is hard to see, as I have seen, the delicate 
mother of a numerous young family lingering out a consumption, and blaming, 
unheeded, the damp of their house for it all, and no way of getting her removed 
out of it. And I have now in my eye, but mouldering in the dust, some of 
the finest specimens of country-labourer youths, both as to body and as to 
mind, that we would wish to see, who blamed nothing else for cutting short 
their days but their living in some ‘damp hole,’ as they called it. A son or 
daughter comes home sick, and nowhere to put them but into a damp closet." 
It is needless here to multiply evidence as to the bad effects of damp cottages 
on the health of those inhabiting them. Very little consideration, indeed, is 
necessary to show how potent an influence it is in inciting a variety of diseases, 
and of that class, too, which rapidly and effectually prevents the labourer from 
exercising his fullest strength. 

359. Turning now our attention to the physical evils resulting from the 
presence of drainage matters in the immediate neighbourhood of cottages, that 
which 


‘¢ Floats a nauseous mass of all obscene, corrupt, offensive things," 


we shall find that they are not less marked in their influence on the health ot 
those subjected to them. 

360. “The presence of impurity,” says an able authority, “produced by the de- 
composition of animal and vegetable matter, is now established as a constant 
concomitant of the excessive ravages of typhus and other epidemic diseases in 
towns, and a proportionate exemption from such maladies has marked the re- 
moval of the sources of aerial pollution. In proportion as perfect cleanliness 
has been obtained in prisons, the gaol fever has ceased to exist, and a compara- 
tive exemption from the entire class of zyinotio diseases has followed the pro- 
gress of purification in every description of inhabitants." 

361. Dr Southwood Smith says, that he believes the “immediate and direct cause 
of fevers to be a poison generated by the decomposition of animal and vegetable 
matters.” Dr Arnott, also, on this point, remarks, that the localities where 
“ fever first breaks out, and in which it becomes prevalent and fatal, are invari- 
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ably those in the immediate neighbourhood of uncovered sewers, stagnant ditches 
and ponds, gutters full of putrifying matters, nightmen’s yards and privies, the 
soil of which lies openly exposed, and is seldom or never removed.” From 
malaria produced by these noisome places, too frequently met with in connection 
with cottages in rural districts, other diseases are induced ; * diarrhoea, and a 
long catalogue of strumous affections, are some of them. The former disease is 
sometimes very severe in those localities, and in the autumn prevails in the 
epidemic form. It is now ascertained beyond a doubt that open sewers, stag- 
nant ponds, and masses of vegetable matter, furnish the chief sources of the 
disease called English cholera.” 

362. It would be easy to add evidence to evidence in proof of the fact that “dirt 
makes disease,” as it was by some one pithily said, but surely there is little 
need of it. “ History, daily experience alike teach us," as we have elsewhere 
remarked, * that the haunts of fever have always been amongst the houses of 
filth;" and that the converse holds equally true, that cleanliness of houses and 
of persons has always acted as the best preventive of disease. These diseases 
80 caused are not an essential part of our social condition; if so, however much 
we might deplore their presence amongst us, we could do nothing effectually to 
remove them, and nothing would remain for us but to cross the hands of patience, 
and with the Turk in his fatalism exclaim, “ Allah el Allah," God is merciful. But 
things are not so with us. Those maladies, we fear, which come under the influence 
of filth, are “self-imposed ; they are the annoyances of our culpable ignorance, 
neglect, and folly. It is in our power to avert them, and we know the certain 
means of doing so. "There is no typhus fever where there is absolute cleanli- 
ness; but it is in our power to make our villages, towns, and dwellings, ab- 
solutely clean; itis therefore in our power to prevent the existence of this 
plague. Wherever we have drained our marshes, ague or intermittent fever has 
disappeared, and when we shall have thoroughly purified our towns and houses, 
typhus fever will equally cease to exist. By enforcing scrupulous cleanliness, 
we have for some time banished this disease from our union workhouses and 
from prisons; and now, by giving to the houses of the industrious classes effi- 
cient drainage, the ready means of removing solid refuse, a good supply of water, 
and water-closets instead of cesspools, we have placed a barrier around those 
dwellings which the mortal pest of our towns and cities has not been able to 
pass." 

363. Glancing for a brief space at the evils of deficient ventilation, we find 
that they are not less marked than those arising from defective drainage. Indeed, 
recent experience goes to prove that impure air from the respiratory organs has 
ہ‎ more deleterious influence on health than the malaria arising from putrid 
drainage matters. Thus—“ In the Dublin Lying-in Hospital, of 7650 children 
born within a given period, 2944 died within fourteen days of their birth ; but 
on the hospital being ventilated, the mortality fell to a proportion which proved 
that 2000 out of the 2944 children who had died had fallen a sacrifice to the 
poisoned air of the hospital.” Dr Simon, medical officer to the Corporation of 
London, tracing in an elaborate report the evils of deficient ventilation, states it 
to be “ one of the chief causes not only of many definite diseases, but of a general 
deterioration of health in large numbers of the community. Itis the prime agent 
in the organisation and propagation of that scourge of our clime-—consumption 
—6 cause of mortality the more jealously to be guarded against that it perpetu- 
ates itself from generation to generation.” . . . . “ The tendency to tubercu- 
lar disease is one which transmits itself from parent to child ; and thus, if in 
any one generation the disease be artificially engendered or increased, that mis- 
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^s "(t contine its consequences to the generation which first suffers 
u anet feuds to increase tubercular disease among the adult members of 
'- « ust Ve regarded as assuredly tending to produce a progressive de- 

i, 7 p vedere, 
d. ous: erations such as those we have briefly laid before our readers 
۔‎ question of the highest importance to us all. Apart from its humani- 
ıt aspect, it is well to consider the importance of its pecuniary or partly 
cacau oue. For it must be obvious to the meanest comprehension, that un- 
«uv death and disease must be a loss to the community. All the misery 
u . 1 xisli» by a neglect of sanitary arrangements must be paid for; every 
(e 3: mvolves the loss of a certain amount of money which must in some shape 
“ict bo drawn from the survivors who are able to pay, and this, whether 
ol iu the name of poor-rates or prison-rates, or on any of the numerous 
(o by which money is obtained either for supporting wretchedness, or en- 
مات تن‎ to prevent or to punish crime. If it is true that “a wrong to the 
ıı حا‎ idual is a wrong to the state," it is equally true, “ that shortness of life," 
«1 Whatever cause, “among individuals, is a heavy calamity to the com- 
"uuity at large." On this point an able writer has the following: * The more 
یٹ‎ the subject of the evils affecting the sanitary condition of the labouring 
population is investigated, the more widely do their effects appear to be ramified. 
lue pecuniary cost of noxious agencies is measured by data within the province 
of the actuary, by the charges attendant on the reduced duration of life, and by 
tho reduction of the periods of working ability, or reduction by sickness. The 
coat would include also much of the public charge of attendant vice and crime, 
which come within the province of the police, as well as of the destitution 
which comes within the province of the administration of relief. To whatever 
extent the probable duration of the life of working men is diminished by noxious 
ujenoies, I repeat a truism in stating that, to some extent, so much productive 
power is lost, and, in the case of destitute widowhood and orphanage, burthens 
ure oreated and cast either on the industrious survivors belonging to the family, 
or on the contributors to the poor-rates, during the whole period of the failure 

ef auch ability." 

965. These considerations are further and ably enforced in the following 
aentonce: “The health of the people is the chief wealth of a nation; for health 
in life, and without a strong vitality no community can be prosperous or power- 
ful. The vigour of the Anglo-Saxon race is the true source of Britain's great- 
ness, of her freedom and industry at home, of her marvellous success as a colo- 
niser, and of the respect and envy with which she is regarded by other nations. 
But her advance in power and civilisation is attended with dangers that threaten 
its very continuance. Emigration drafts off many of the strongest members of 
the community, wars in various portions of our widespread empire draw away 
thousands of men in the flower and prime of manhood, of whom large numbers 
return no more, and at home disease and privation enfeeble vast masses in town 
and country. And all these causes tend to the deterioration of the parent stock 
of that extraordinary race to which in this latter day the dominion of the earth 
seems to have been given. For the prevention of such a result, it becomes the 
statesman and the moralist, no less than the sanitary reformer, to labour. From 
the investigations of the latter, it plainly appears that most of the evils which 
assail the health of the community have their root among the masses living 
under conditions unfavourable to the development of an average degree of vital 
vigour. There they are ripened to fatality, and thence they spread through the 
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entire body social. The conclusion of the poet is equally applicable to physical 
as to moral health— 
* "Tis life of which our nerves are scant, 
More life, and fuller, that we want.’ ” 1 

366. We have yet to notice the moral effects resulting from defective house- 
arrangement ; and but little investigation is required to show that these exer- 
cise an amazingly powerful influence for evil. If the arrangements of houses 
are subversive of what are acknowledged by all as the principles of decency 
and morality, and are calculated to engender habits of carelessness in personal 
and household appearances, it is axiomatic that the reflex influence on their 
inhabitants will be to degrade and lower them in the social scale. The con- 
verse of the case needs not to be stated. We can scarcely conceive of a 
neighbourhood in which there are good, however cheap, convenient and 
decently-arranged houses, very remarkable either for the depravity of their 
inhabitants, or the uncleanliness of its exterior thoroughfares; at least the 
experience of the last few years shows that the reverse of this is to be expected. 
Before the minds and habits of the people can be improved, it is imperatively 
necessary that their physical amendment should precede all other measures. 
The physical condition of the labouring classes has been called by Mr Mills 
"the great economic question of the day," and “in no other way can it be so 
efficiently ameliorated as by the improvement of their houses." 

367. “ When," says one who knew the poor well, and the femptations to which 
they are subjected, **the mind has become habituated to filth, and has lost the 
taste of a comfortable dwelling, the supply of money goes only to satisfy the 
appetites that remain. What these are, how gross and debasing, we need not 
stop to inquire." ٣+ The universal influence of filth and discomfort,” says an- 
other authority, *has never been sufficiently attended to. That influence is, 
in the highest degree, anti-social. The wretched state of a man's house is one 
of the most powerful causes which induce a man to spend his money in strictly 
selfish gratifications. He comes home tired and exhausted; he wants quiet, 
needs refreshment; filth, squalor, and discomfort in every shape around him, 
he naturally gets away from it if he can." One who possessed a wide and 
intimate acquaintance with the house-condition of the labouring poor, expresses 
his surprise that the moral evils are not more marked than they really are. “I 
must confess,’ he says, “that the wonder to me is, not that so many of the 
labouring classes crowd to the gin-shop, but that so many are to be found 
struggling to make their wretched abodes a home for their families." This 
remark, however, applies to the farm-labourer of England, and not to that of 
Scotland, who is not addicted to go either to the beer or gin shop. Yet even 
in Scotland we cannot forget that “in these wretched dwellings all ages and 
all sexes—fathers and daughters, mothers and sons, grown-up brothers and 
sisters, stranger adult males and females, and swarms of children, the sick, 
the dying, and the dead—are huddled together with a proximity and a mutual 
pressure which brutes would resist, where it is physically impossible to pre- 
serve the ordinary decencies of life, where all sense of propriety and self- 
respect must be lost, to be replaced only by a recklessness of demeanour 
Which necessarily results from vitiated minds." As the houses so the people; 
with depressing influences we cannot expect to find elevating .thoughts— 
decency with dirt, piety with pollution—the sanctities of privacy with the 
temptations of publicity. “From a ministerial experience," says the Rev. 
J. Puckle, incumbent of St Mary's, Dover, “of thirteen years, I am perfectly 
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satisfied of the close connection subsisting between the sanitary and moral 

condition of our poorer classes. I have found, without any exception, the 

worst demoralisation in the worst constituted dwellings and neighbour- 

hoods; the one being traceable from the other directly, as effect from cause. 

To what extent we may succeed in raising the moral tone of our poor people’s 

habits of life, time can only show ; but I affirm that, to raise them while they live 

in such places and under such circumstances is impossible.” Another clergyman 
thus gives his opinion: “ The poor man when fatigued cannot be expected to 
remain in his house if his wearied senses are to be oppressed by noisome 
stenches and disgusting objects. He naturally seeks the beer-shop as a 
refuge, and his wife and family are left to seek relief under such circumstances 
as they may. Thus the domestic bond is loosened, if not severed: he ceases 
to regard his family, and they cease to respect him; and so a generation of 
reckless and unprincipled persons is by these means turned out upon society.” 
Strange inconsistency it surely is in those who believe the family tie to be a 
divine institution, and the influence of the hearth and the home to be potent 
for good if rightly directed, to do all they can to sever the tie and weaken the 
influence. Still more inconsistent is it to allow the publichouse-keeper to be 
the successful caterer for fireside comforts which the poor man cannot obtain at 
his own home, and which we take special care, or are careless of altogether, 
not to supply in another and a more innocent direction. 

368. We have made bold thus to place some points before the reader in behalf 
of a class who have not many opportunities to say much for themselves. We are 
no advocates of that sickly sentimentality which would do all for the labourer, 
and allow him or ask him to do nothing for himself. There must be a mutuality 
of effort as well as of interest in all matters of social progress; the labourer 
must do his part as well as the landlord his. But in some things the labourer 
is powerless for all action, and this matter of house improvement is one of them. 
Hence, from the hopelessness of any movement being made by the poor them- 
selves, arises the earnestness of those who ask the assistance of landlords and 
men of influence to aid this great social movement by practical efforts, and to 
impress upon those who have property, with its attendant rights and privileges, 
the importance of taking the initiative in this great question of social reform. 
As well might we expect a private individual to initiate and carry out a public 
undertaking, such as a canal or a railway, as expect poor men to build houses, 
pave streets, lay down pipes to bring in the pure, and drains to carry off the 
foul, water. Are we who have some legislative influence, and possessed of some 
pecuniary power, so quick at perceiving the disadvantages of some social abuse, 
and in getting the remedy applied, that we have any right to expect that the 
poor, with no influence, shall at once see the disadvantages under which they 
labour, and, with their lack of pecuniary power, resolve at once to get rid of 
them? We area conservative people, truly. But, if property has its privileges, 
it has its duties also, and these will have, one day or other, to be accounted for. 
The dictates of the religion we profess, and the impulses of a benevolence we 
admire, equally demand that we, who have the opportunities of place or power 

afforded us, shall do all we can to remedy the evils which press so hard upon 
our labouring poor—evils which, if unremedied, may—nay, assuredly will—bring 
about a state of matters pregnant with infinite danger to the welfare of the state. 
Better to go about this question of “remedy” with the grace of a ready compli- 
ance, than to allow the evils to increase till the question of **right" shall be 
mooted. ‘ Why,” it has been eloquently asked, “ should persons be allowed to 
erect human habitations in situations and in construction so palpably at variance 
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with every principle of health or convenience? What right has any man to 
crowd human beings, poor though they be, into a space utterly incompatible 
with wholesome, not to say comfortable, existence? Upon what ground does 
any one presume to confine this less fortunate portion of his species within 
limits infinitely too small, and obviously insufficient for the maintenance of the 
healthy functions of vitality? What avail public generosity and private benevo- 
lence, our hospitals and dispensaries, if their funds are to be expended and 
their wards are to be peopled with the inmates of those dens and hovels of 
infection! It is sacrificing the charity of the many to the cupidity and reck- 
lessness of the few; it is catering for the victims of a sordid and unprincipled 
speculation. If prevention be better than cure, precautionary means wiser than 
remedial arrangements, the counteraction of existing and immediate mischief 
more judicious than its subsequent and tardy correction, then it is the duty, as 
we doubt not it will be the wisdom, of the legislature to enact laws, and rec- 
tify, so far as may be, the abuses of the past.” 


369. An objection commonly made by those who profess to have an interest 
in the social movement whose claims to the notice of the landlord we have been 
advocating is, that cottages with improved arrangements do not pay. On this 
point we are half inclined to say, that those who enter into the matter, careful 
only as to the paying consideration, had better not enter into it at all. We do 
not say that the “ per-centage ” obtained for outlay is not to be considered; on 
the contrary, it is a fair and legitimate hope, on the part of any capitalist who 
builds superior houses, that he shall be in fair measure repaid for the outlay. 
But this matter of repayment is not, we hold, the only point to be considered. 
What these are cannot be better placed before the reader than in the words of 
a letter addressed by the Duke of Bedford—a nobleman who has always evinced 
ahigh degree of interest in the welfare of his peasantry—to the Earl of Chi- 
chester. °“ Cottage buildings," says his Grace, “ except to a cottage speculator, 
who exacts immoderate rents for scanty and defective habitations, is, we all 
know, a bad investment of money; but this is not the light in which such a 
subject should be viewed by landlords, from whom it surely is not too much 
to expect that, while they are building and improving farmhouses, homesteads, 
and cattle-sheds, they will also build and improve dwellings for their labourers, 
in sufficient number to meet the improved and improving cultivation of the 
land. To improve the dwellings of the labouring class, and afford them the 
means of greater cleanliness, health, and comfort in their own homes—to extend 
education, and thus raise the social and moral habits of those most valuable 
members of the community—are among the first duties, and ought to be amongst 
the truest pleasures, of every landlord. While he thus cares for those whom 
Providence has committed to his charge, he will teach them that reliance on 
the exertion of the faculties with which they are endowed is the surest way to 
their own independence and the well-being of their families. I shall not dwell, 
as [ might, on the undeniable advantages of making the rural population con- 
tented with their condition, and of promoting that mutual goodwill between the 
landed proprietor and the tenants and labourers on his estate which sound policy 
and the higher motives of humanity alike recommend.” 

370. As far as the farm is concerned, the question of the cost of erecting cot- 
tages to be occupied by farm-servants is quite irrelevant. A farm can no more 
be conveniently tenanted without servants’ houses than without a farmhouse 
ora farm-steading. No landlord ever dreams of asking a rent for the farmhouse 
or the steading separate from that of the farm, and why should any difference 
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be made in this respect as regards the servants’ houses? When a farmer offers 
for the farm he wishes to occupy, his offer has reference to the state of the 
farmhouse, the steading, and the servants’ houses, as well as to the state of the 
land. Whichever of the houses he finds in bad order, and is obliged to repair 
them himself, his offer for the farm is proportionately of less amount than when 
they are all in good order; or he stipulates for the landlord to undertake the 
repairs or the rebuilding of them. Whatever may be the case of detached 
cottages, occupied by other labourers than farm-servants, whether or not they 
are objects of good or bad investment of money, that consideration should in no 
case have reference to the necessary dwellings of the servants of the farm. 
Farm-servants must be accommodated with dwellings suitable to their condi- 
tion and wants, as well as the farmer himself; and should those dwellings be 
inadequate for their purposes, the landlord alone must be the loser, in the 
diminished rent of the farm. Hence the cost of erecting cottages for farm- 
servants is a question which should never be raised—they being a necessity. 
371. Upon this subject the Quarterly Review for April 1860, in its article on 
“ Labourers’ Houses,” quotes with approbation the following remarks of a 
writer in the Associated Architectural Societies’ Reports for 1851: “The land- 
lord proprietor,” says the writer, “must be content to look for his return from 
improved cottages just (only in a higher sense, and I may say, too, in a more 
direct way) as he does from improved farm-buildings and farmhouses—viz. in 
the general and permanent amelioration of his estate thereby. Nor does this 
apply only to our magnates in land: no proprietor would be expected to pro- 
vide more cottages than his estate will fairly support, any more than he would 
be expected to build barns and sheds beyond the requirements of his farm ; but 
with less than this he cannot expect either labourer or tenant will be satisfied. 
The fact is, that it is this very non-remuneration of cottage-building that is the 
landed proprietor's greatest safeguard. If good cottages could really be built at 
a paying price, every parish in the country that had an acre of ground, inde- 
pendent of the great proprietor, would soon swarm with them. But the natural 
constructive faculty which leads every man to build who can afford it—the 
love of independence of having a house of one's own, and the privileges of a 
county vote—there would always be on the look-out, as indeed there now is, a 
herd of small builders ready to invest their capital, if they have it—if not, their 
labour—in this precarious but most tempting kind of property. I own, then, 
that the day of well-paying cottages is a day I never wish to see. The present 
state is one of those ‘ burdens upon land’ which the proprietor may with good 
heart make up his mind to bear. While I would advocate the strictest economy 
in cottage building—looking upon all ornament for the sake of ornament as, in 
this place, the most offensive of all, and the worst of shams—I cannot but rejoice 
rather than grieve, that the unprofitableness of this kind of building necessarily 
throws it on the shoulders of those best able to bear it, and thus keeps up that 
kindly dependence of the labourer upon his master, which I, for one, never wish 
to see broken up; while at the same time it gives the landlord a fair claim to 
interfere in the economy of the cottage, and to lay down such rules with respect 
to lodgers, &c., which, even in the best built cottages, are necessary to protect 
the poor against themselves, and prevent those crowded bedrooms which are 
the greatest evil we have now to contend with. If cottages paid as remuner- 
atively as other houses, I don't see how the landlord could prefer this claim." 
312. The tendency of these observations leads the reviewer himself to ex- 
press the opinion that * there can be no doubt in the minds of those who have 
the welfare of the poor at heart, that there can be no greater blessing to them 
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than to keep them out of the hands of speculative builders of small capital, the 
hardest of all landlords, and to make them the tenants neither of shopkeeper 
or farmer, but of the proprietor of the land." Had the opinion been confined to 
the propriety of the owner of cottages, occupied by independent labourers, being 
the landlord, we would readily assent to it. But if the owner is to be the 
landlord also of the cottages occupied by farm-servants, we must protest against 
the proposition, because such an arrangement would render farming impracti- 
cable; for where would the farmer lodge his new servants, should the old ones, 
whose services are no longer required, retain possession of their cottages on the 
plea that they are tenants of the proprietor and not of the farmer? The 
farmer therefore must be the landlord of his own servants, and his servants’ 
cottages must be as free as the farmhouse and steading, if farming is to be 
conducted in peace and happiness. 


313. Farm-labourers consist of two classes—those who are constantly em- 
ployed in the daily operations of the farm, and those who occasionally work on & 
farm, but principally support themselves by independent labour. Farm-servants 
are stewards or bailiffs, ploughmen, shepherds, cattle-men, hedgers, and field- 
workers, who are hired by the year or half-year, and are lodged on the farm; 
at least such is the practice in Scotland, although it is otherwise in many parts 
of England, where they have to walk long distances to and from their houses 
in villages, thereby inflicting an undue strain upon their physical powers. The 
obvious remedy for this strain is to build cottages near the steading. It has 
often been a source of wonder to us to what cause may be ascribed the practice 
of placing the dwellings of farm-servants at a distance from the scene of their 
labours. One should suppose that common sense would fix the lodging of a 
man who has worked ten hours in the day with a pair of horses upon the farm 
itself, in which he might rest his wearied body, and from which he might 
easily tend the animals intrusted to his care, rather than farther to fatigue 
him by a long journey after the labours of the day had ceased, and at the same 
time to remove him entirely from the animals under his charge. ‘The payment 
of weekly money-wages entices the English farm-servant into the beer-shop 
of the village in which he dwells, rather than spend his leisure hours with his 
family. The Scotch farm-servant, who is paid greatly from the produce of the 
farm, and lives upon the spot where his horses are, feels an interest in the 
welfare of the farm, and has no temptation to waste his hours in imbibing 
liquor. 

374. Independent labourers are hired by the day; and, as the scene of their 
work may frequently be changed, it is no inconvenience for them to live in 


8. 

375. The dwellings of both these classes of labourers may be of the same 
description, although it shall be our special duty to describe such arrangements 
in the apartments of cottages as shall be most suitable to farm-servants. 


376. Arrangement of Cottages for Farm-Servants having Large or Small Families. 
—While deprecating the fault of too limited accommodation, we, on the other 
hand, conceive it necessary to warn our readers against the fault on the opposite 
side of giving too much. This caution we deem all the more necessary, inas- 
much as we see a desire on the part of many landlords manifesting itself for 
building very fine large cottages. On this point, perhaps, the following con- 
siderations will be useful :— 

377. A larger house than a hind can well furnish is a burden to him; and 
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whatever part he cannot furnish, becomes a dirty lumber-room, or is let to some 
stranger in tho capacity of a boarder—a very objectionable class of persons on 
any farm. A house that will just accommodate the number of persons of his 
household, is what the hind wants, and the object can only be attained by 
building cottages of different sizes. The usual practice, when building cottages 
for farm-servants, is to adopt a uniform plan, upon which all are built. The 
practice is not founded upon sound principle, nor even on consistency ; because 
it implies that families consisting of very different numbers should, nevertheless, 
be accommodated with similar spaces. Instead, therefore, of a family accom- 
modating itself to the size of the cottage, the cottage ought to be adapted to 
the size of the family ; and there is no way of fixing the proportions between 
the cottages and their inmates but by building them with different extents of 
accommodation, for families of different numbers. This is the only rational 
course to pursue ; and, in pursuance of it, it is as easy to build a given number 
of cottages on different plans, as on the same plan. Following out this princi- 
ple, we shall give a number of plans, suited to families of different sizes, taken 
from practical examples, but modified, in some instances, to suit our own notions 
of the conveniences, comforts, and means of cleanliness which such dwellings 
Should possess. 

378. Single-Roomed Single-Storeyed Cottages.—Objections have been made to 
accommodating a family in one room; but the force of the objections entirely 
depends upon the number of the family. In some parts of the country the 
hind's family may consist of himself and wife only, in which case a single room 
and a single bed will suffice for their accommodation. In other parts the hind 
is obliged to supply the farmer with a female to work in the fields, when a bed 
must be procured for her. In this case, at least two beds are required in the 
house ; and even these may be accommodated in one room. Fig. 72 shows 
the manner of accommodating two beds 
in one room : a i8 the door of entrance; 
b the porch; c the door into the room d; 
e is the fireplace; f the window of the 
room; g the plate-rack for holding the 
crockery, &c.; h the dresser; ۲ and k are 
the two beds, i entering from the room d, 
and k from the small room n, provided 
with a window, which is divided by a 
partition between this room and the 
store-room J, which is entered from the 
porch by the door m. The apartment n 
has a door hinged on the corner of the 
bed k, if a box-bed, and on the wall if 
not so. Ifthe beds are box-beds, which is the most common form, the inmates 
at night will be sufficiently separated, the married couple entering the bed i 
from the apartment d, and the field-worker k from the small chamber n. Should 
the beds be of the tent-bed form, with curtains, farther separation might be 
effected by a wooden partition between the two beds, and at the ends of k next 
l and d, and at the back of i next |. Such a cottage measures 22 feet in length, 
and 15 in breadth—giving the floor of d a space of 15 feet by 114, which is 
enough for three adult persons. 

379. Even three beds might be accommodated in one room, as shown in 
fig. 73, where a is the entrance-door; b the porch ; c the door of the apartment 
d; e the fireplace; f the window of the room; g the plate-rack ; h the dresser; 
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i m n are three beds, so arranged that m enters from the room d, i from the small 
closet entered by the door /, and having 
the window & divided between it and the 
store-room o, which is entered by the pas- 
sage p, where is a door, and has a bed in 
it, n. Box-beds would make a complete 
separation of their occupants by being 
so arranged. — Tent-beds would require 
wooden partitions to separate m from n; 
and i would require one along the back 
next p, and at the end next o. If this 
cottage were of the same size as fig. 72 
—that is, 22 feet by 15—the room d D Tar A i 
would be equally large, but that the GHOUND-PLAMN OF A LARGE HIND'8 HCUSE OF ONE ROOM. 
lobby b is taken off it, to make up for 

which the size should be extended 26 feet in length, and 15 in breadth. 

380. Box-beds are objected to by medical men, as they are too confined and 
inconvenient in form when any of the family are sick. Modifications in their 
form may be effected, chiefly by having the back and ends to open on hinges, 
and the top made movable, to promote ventilation, as well as to allow freer 
access to the patient. Curtains suspended from movable rods, made to draw 
forward in front, instead of sliding panels, have been recommended, to screen 
the person dressing and undressing, when the beds do not occupy separate 
apartments ; but were the beds arranged in the manner represented in figs. 72 
and 73, such a contrivance with the curtains would not be required. It is 
questionable, however, that box-beds will be voluntarily relinquished by farm- 
servants, and certainly not so until every cottage is accommodated with fixed 
beds or separate bedrooms; and if the fixed beds have the alcove form, which 
most of them have, they are equally inconvenient for a sick patient as the box- 
bed itself. 

381. But it must be owned that, where more than one bed is required in a 
hind's house, a separate room for it is better than any arrangement that can be 
made with the beds within one room, and the feeling of security and separation 
is more satisfactory in the second 
apartment. Fig. 74 gives the ground- 
plan of such a cottage, where a is the 
entrance-porch, 3 feet 3 inches by 4 
feet 9 inches ; b the apartment, 15 feet 
by 14, with a window ; © the bedroom, 
10 feet square, with a window; d a 
light pantry, 4 feet 9 inches by 6 feet 6 
inches; e e are fireplaces, 44 feet by 34 
feet; and f a wall-press, 3 feet wide. 
One bed can stand against the back 
wall of b for the hind and his wife, and 
another if required for two children ; 
and one bed might be put into the 
room c, for the field-worker, and another for two children, if required. Thus 
three adult persons can well be accommodated in such a house, along with 
four children, if required. 

382. In such a house as fig. 74 tent-beds and curtains would look neat and 
be appropriate. Iron bedsteads are now quite common, and, for convenience of 
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putting up and taking down, and avoiding fracture, they are much better 


Fig. 75. 
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FRONT ELEVATION OF A GINGLE-STOREYED DETACHED COIIAGE-—SCALE IN FIO. 79. 


adapted for hinds than 
wooden ones. They also 
possess the advantage of 
giving no shelter to bugs. 
The curtains of beds to 
be used in such houses 
ought to be made of wool 
to resist fire, and not of 
cotton, which would, in 
the circumstances, only 
be a little less dangerous 
than a covering of tinder. 


383. Design for a 
Single-Storeyed Detached 
Cottage: Ground-Plan.— 
In fig. 75 we give the 
ground-plan of a single- 
storeyed detached cot- 
tage: a the porch, 5 feet 6 
inches by 4 feet ; cc liv- 
ing-room, 15 feet by 11, 
having a cupboard d d at 
each side of the fireplace. 
À bed may be placed 
at the part e ; ff bed- 
room ( with fireplace), 
9 feet 6 inches by 7 
feet 9 inches; g a 
bed or store closet, 
7 feet 9 inches by 5 
feet; A scullery, with 
slop-stone orsink,and 
boiler, 7 feet 9 inches 
by 9 feet 6 inches. 

384. Front Eleva- 
tion.—In fig. 76 we 
give a front eleva- 
tion of the cottage of 
which, in preceding 
figure, we have given 
the ground-plan. 

. . 93895. Second Design 

Jor a Single-Storeyed 
Detached Cottage. — 
In fig. 77 we give 
ground-plan of an- 
other example of a 
one-storeyed cottage, 
in which a is the en- 
trance-porch, 4 feet 
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square ; 6 a pantry, entering from porch, 4 feet by 3 feet 6 inches; c c living- 
room, 14 feet by 12; d pantry entering from living-room, 4 feet 6 inches by 
3 feet 9 inches; e e bedroom, entering from porch, 10 feet by 8; f scullery, 
8 feet square, provided with sink and boiler. 
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386. Front Elevation.—In fig. 78 we give front elevation of the cottage of 
which, in preceding figure, we have given ground-plan. The sketch to the left 
shows the side elevation of the porch door. 


5 
Fig is. 


FRONT FLEVATION OF A BINOLF-STORETED DETACHED COTTAGE. 
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387. Third Design for a Single-Storeyed Detached Cottage.—In fig. 79 we 
give ground-plan of a cottage in which a is the entrance-porch, 3 feet 6 
inches square; b b the lobby or passage, 3 feet 6 inches wide; c c bedroom, 
13 feet 6 inches by 12 feet ; d d bedroom, 10 feet 3 inches by 10 feet 6 inches; 
e e nursery or bedroom, 12 feet by 9, with closet f off it, 3 feet 6 inches square; 
g store-room or office, 10 feet 6 inches by 6 feet; h k living-room, 16 feet 6 
inches by 10 feet; i scullery, 8 feet by 3 feet 6 inches. This cottage would do 
for a farm-bailiff or steward. 


Fig. 79. 
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388. Front elevation of this plan is given in fig. 80. 


Fig. 80. 
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389. Fourth Design for a Single-Storeyed Cottage. Ground-Plan, fig. 81.— 
a the entrance-porch, 5 feet 6 inches by 5 feet 6 inches; b b living-room, 15 
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feet square ; c c bedroom, 12 feet by 10; d d kitchen, 12 feet square; e scullery, 
8 feet by 6 feet 9 inches ; f closet or store-room, 7 feet by 3; g stairs to cellars 
the cellars being under the kitchen d d, scullery e, and closet f. This is a cot- 
tage which would accommodate the bailiff of a large farm. 


Fig. 81. 
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390. In fig. 82 is the front elevation of the cottage, the ground-plan of which 
i3 in fig. 81. 


FRONT ELEVATION OF A SINGLE-STOREYED DETACHED COTTAGE-—GSCALE IN FIG. 51. 
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391. In fig. 83 is the back elevation of the cottage, the ground-plan of which 
is in fig. 81. 


BACE ELEVATION OF A SINOLE-STORETED DETACHED COTTAGE——SCALE IN FIG. 8) 


392. Fig. 84 gives a vertical section of the cottage of which the ground-plan 
is fig. 81, in the line of a B of fig. 81. 


Fig. 84. 
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393. A more correct idea now prevails in regard to the extent of accommo- 
dation absolutely required by a farm-servant and his family. It is deemed 
proper that a man and his wife should have a bedroom to themselves; and as 
he is the head of the house, and works harder than any of the family, he should 
have the principal and most comfortable bedroom in the house. When a sepa- 
rate room from the living-room is offered him for that purpose, he prefers to have 
his bed near the warm fire, that he may turn into bed with the least trouble and 
exposure to cold. The girls of the family must have a bedroom for them- 
selves, and so must the boys. Thus three bedrooms at the least are required 
for a ploughman and his family. If he consent to occupy a separate bedroom, 
then there must be four rooms in his house. But if he is moreover obliged to 
supply a field-worker for the farm, then another room is required for her, for 
such a person is generally a woman. So that in these circumstances five rooms 
will be required in a hind’s house. 

394. Such an extent of accommodation in the ground-plan would imply a 
large and expensive roof, which is the most costly part of house building. A 
two-storey house is thus necessitated to be made, and many proprietors now 
prefer that plan for accommodating a large family. 

395. It should, however, be held in remembrance that a second sitting-room in 
a hind’s house is an unnecessary 
appendage to it; it will never 
be used as such. When in the 
second storey it will be converted S 
into a sleeping-room : and when Ñ} 
on the ground-floor, into a meal or i 
potato store, beside the beds that Ñ 
may be put into it. The fire will 
never be kindled in it, and it will 
consequently become damp and 
cold. It is only when the la- 
bourer is a fixed resident, holding 
directly under the landlord, that 
he will furnish his second room 
in the ground-floor comfortably, 
and warm it by occasional fires. 
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396. Design for a Two-Storeyed 
Detached Cottage.—In fig. 85 we 
give ground-plan, and in fig. 86 
chamber or bedroom plan of a لے‎ 9 
single two-storeyed cottage. 5 WR Se SS 

397. Ground-Plan.—a entrance-  OROUND-PLAM OF A TWO-STORETED DETACHED COTTAQE—SCALE IN 
porch, 5 feet by 2 feet 9 inches; ME 
b a pantry or store-closet, 5 feet 9 inches by 2 feet 3 inches; c c stairs to second 
storey, 2 feet 6 inches wide; d d living-room, 12 feet square, with cupboard e on one 
side of fireplace ; fscullery, 8 feet square ; g store-closet, 8 feet by 3feet 6 inches. 

998. Chamber- Plan, in fig. 86.—a a stairs; b b landing, 2 feet 6 inches wide ; 
cc front bedroom, 12 feet square, with closet d off it, 5 feet by 3; ee back bed- 
room, 8 feet by 9 feet 3inches; flinen or clothes closet, 6 feet by 2 feet 6 inches. 

399. Front elevation of cottage, of which the preceding are the plans, is 
given in fig. 87. The scale to which all the figures are drawn of this example 
is the game as given in fig. 75. 
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Fig. 86. 400. Double- Detached Cottages. 
0 ^ Emm d ENT N NS SUN SY >٭‎ SES h PESE , 
LE WA ET EE AWS Labourers’ cottages are most 
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commonly built in long rows, 
and when several are required 
for a large farm, they frequently 
assume the form of three sides of 
a square. When outhouses are 
afforded, which ought always to 
be, much inconvenience is expe- 
rienced by the inhabitants living 
in long rows of houses, in going 
to and from them. This row form 
originated, no doubt, because of 
a larger number of houses being 
erected at the same expense, than 
in any other form, and economy 
of the ground taken up by them 
had also entered into the calcula- 
tion. For comfort and conveni- 
ence combined, no form is equal 
to the double- detached house, 
CHAMBER-FLOOR PLAN ES A ےت‎ DETACHED ا‎ Geeks having entrances at different 

IN rna 75, parts, and the fireplaces 
in the centre of the build- 
ing. Of this class of cot- 
tage we now proceed to 
give examples, dividing 
them, as in the cases of 
the single-storeyed de- 
tached class of cottages, 
into single and two-storey- 
ed cottages. 

401. Single-Storeyed 
Double- Detached Cottage. 
Ground - Plan, fig. 88.— 
aa passage or lobby, 3 feet 
6 inches wide ; 5b living- 
room, 12 feet by 12, with 
space for bed at c ; d scul- 
lery, 7 feet 9 inches by 5 
feet 6 inches; e pantry, 
5 feet 6 inches by 3 feet 
6 inches; f coal-closet, 5 
feet 6 inches by 3 feet; 
g press, 3 feet by 2 feet; 
À h back bedroom, 12 feet 
by 11 feet 6 inches; tt 
front bedroom, 12 feet by 
8 feet 3 inches. 

402. Alternative Plan, 
fig. 89.—a passage, 3 feet 
PILONI K'YDATICN OF THE »WU-BIOREYED COTTAGE IN Bhs. S. 6 inches wide, with locker 
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seat b; cc kitchen, 15 feet by 12 feet 6 inches, with space for bed d, 6 feet by 3 
feet 9 inches; e e back bedroom, 14 feet 9 inches by 8 feet 6 inches; f f front 


Fig. 88. 
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bedroom, 11 feet 6 inches by 11 feet; g scullery, 12 feet 6 inches by 5 feet, 
with coal-bunker ۸ | 
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403. Front Elevation.—In fig. 90 we give front elevation for above plans, 
with an alternative design in fig. 91; the front wall for this having sets-off at 
the points a b, as shown in part of the ground-plan of wall in fig. 91. The 


ecale for all these drawings is given in fig. 88. 


FRONT ELEVATION OF THE DOUBI.E-DETACHED COTTAGES IN FIG. 68, 
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404. In fig. 91 is the alternative front elevation to the front elevation in 
fig. 90. Fig. 91. 


ALTEKMATIVE FRONT ELEVATION TO FRONT ELEVATION IN FIO. QU 


405. Alternative Plans.—In figs. 92, 93, and 94 we give alternative plans of 
house in fig. 88. In fig. 92 a a is the passage, 3 feet 6 inches wide; b b liv- 
ing-room, 14 feet by 12; c scullery, 7 feet 6 inches by 6 feet, with pantry d. 
entering off it, 3 feet wide; e e bed-closet, 8 feet 6 inches by 7 feet; f f back 
bedroom, 11 feet 6 inches by 11 feet; g g front bedroom, 12 feet 6 inches by 
8 feet 6 inches. Fig. 92. 
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406. In fig. 93, a a passage, 3 feet 6 inches wide; b b living-room, 14 feet 6 
inches by 12 feet 6 inches; © scullery, 7 feet by 6 feet, with pantry d, entering 
from it, 3 feet wide; e bed-closet, 9 feet 3 inches by 7 feet; f bedroom, 12 
feet by 11 feet at the broadest, and 9 feet at the narrowest part. 
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407. In fig. 94, a a passage, 3 feet 6 inches wide; b b living-room, 14 feet 
by 12, with c space for bed, 6 feet by 4 feet 6 inches ; d scullery, 8 feet 6 inches 
by 6 feet; e pantry, 6 feet by 3 feet 6 inches; ۶ back bedroom, 9 feet 6 inches by 
8 feet 6 inches; g front bedroom, 12 feet by 11, with space for bed h; iprivy; 
kcoal-cellar. The scale to which figs. 92, 93, and 94 are made is given in 
fig. 94. 
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408. We give another example of this class of cottages in figs. 95 to 98. 

409. Ground-Plan.—Fig. 95, a a passage, 3 feet wide, with pantry b entering 
from it; c c living-room, 12 feet by 12; d bed-closet, 8 feet 6 inches by 7 feet 
6 inches; e scullery, 8 feet 6 inches by 5 feet, with pantry h entering from it, 
3 feet by 5; ff back bedroom, 12 feet square; g g front bedroom, 13 feet by 8 
feet 6 inches. | 

Fig. 95. 


GROUND-PLAN OF SINOLKE-57OREYED DOCHIE-DETACHED COTTAQGES=—=SCALE IN FIG. 96. 


410. Elevations and Section.—In fig. 96 we give front elevation, in fig. 97 
end elevation, and in fig. 98 transverse section. The scale to which figs. 95 to 
38 are drawn, is given in fig. 96. 

411. Two-Storeyed Double- Detached Cottages.—In figs. 99 to 109 inclusive we 
give drawings of two-storeyed double-detached cottages. 

412. Ground- Plan.—In fig. 99, a a passage, 3 feet 6 inches wide; b b stairs ; 
cc living-room, 13 feet by 12; d scullery, 9 feet by 7, with back door protected 
by porch e; f pantry, entering from scullery, 5 feet by 3 feet 6 inches; gg bed- 
room, 11 feet, and 7 feet wide by 10 feet 6 inches, and 7 feet long; ^ coal-cellar. 
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413. Chamber- Plan, fig. 100.—a stairs; b landing; c front bedroom, 17 feet 
4 inches by 9 feet 6 inches; d back bedroom, 14 feet 9 inches by 9 feet; e bed- 
closet, 5 feet 6 inches square. 


Fig. 96. 
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Fig. 90. 
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CHAMBER-FLOOR PLAN OF FIG. 99. 


414, Elevations.—In fig. 101 we give front elevation, and in fig. 102 end 
elevation—both adapted for brick, and rising two steps from ground-line. 


END ELEVATION OF COTTAGES IN Fic. 00. 
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415. Ground-Plan, fig. 103.—a porch, 5 feet 6 inches by 5 feet; b stairs; 
c living-room, 15 feet by 12 feet 6 inches, with two pantries d d entering from 
it; e pantry, entering from scullery ; f scullery, 7 feet by 5 feet 6 inches; g coal- 
closet ; ۸ bedroom, 12 feet 6 inches by 11 feet; i privy ; k pig-sty ; l ash-pit. 
| Fig. 103. 
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416. Chamber-Plan, fig. 104.—a landing: b b closets; c c bedroom, 13 feet 
square; d d bedroom, 13 feet by 11. 


Fic. 104. 


CHAMDBRI-FLLOR LAN OF FIG. 103 


417. Elevation.—In fig. 105 we give front elevation. 


FRONI ELEVALION OF COITAQES IN FIO 133. 
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418. Ground-Plan, fig. 106.—a porch, 6 feet by 5; ۸ lobby, 6 feet 4 inches 
wide; c stairs, 3 feet wide; d d living-room, 16 feet by 15; e scullery, 12 feet 
by 10; f f bedroom, 10 feet by 12; g closet, 2 feet 6 inches wide ; À entrance 
to cellar under bedroom ff; i privy, 3 feet wide; k ash-pit, 3 feet wide. 


Fig. 106. 
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419. Chamber-Plan, fig. 107.—a a stairs; b landing; c c front bedroom, 16 
feet by 15, with closet d, 2 feet 6 inches wide; e e back bedroom, 16 feet by 
12, with closet f, 2 feet 6 inches wide; g g small bedroom, 12 feet by 10, less 
“ set-off " to admit of entrance to bedrooms c c and e e being obtained. 


Fig. 107. 


CHAMRBER-FLOOR PLAN OP COTTAGES IN FIO. 105. 


420. Cellar-Plan, fig. 108.—a stairs, entering at h from bedroom f f, in fig. 
106; b b store-cellar, 16 feet by 12. It might be the better arrangement to 
enter cellar b b from living-room d d, in fig. 106. In fig. 108 c is the stair, 
entering from lobby b, in fig. 106; d coal-cellar, 12 feet by 10. 
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5 Fig. 108. 
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421. Elevation —In fig. 109 we give a sketch of front elevation. 


FRONT ELEVATION OF COTTAGES IN 510. 6 


422. In the plans of the double cottages given above, the houses are of the 
game size, so that families of the same number would have to occupy the same 
double cottage; but, as we have already said, cottages for work-people should 
be planned of different sizes, so that a larger or smaller family should have the 
cottage that best suited their number. With this view we now give plans of 
double cottages containing houses of different sizes; and as we are of opinion 
that large families should not be associated together, the numbers of their 
persons being too many in one cottage, we have arranged the plans so as to 
unite a large and small house together in each cottage. 


423. Small Single-Storeyed Double-Detached Cottages, with Houses of different 
sizes.—In fig. 110 we give a ground-plan of such a cottage, of which on the 
right hand is the smaller house, where © is the entrance-porch, 4 feet wide; 
b the living-room, 17 feet 6 inches by 14 feet; c bedroom, 12 feet by 14; d 
scullery, 4 feet by 8; and e coal-house, 4 feet by 3. 

424. In the larger house on the left hand, f is the entrance-porch, 4 feet 
wide; g the living-room, 17 feet 6 inches by 14 feet; A front bedroom, 12 feet 
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by 14; i back bedroom, 12 feet by 14; k scullery, 4 feet by 8 ; and coal-house 
l, 4 feet by 3. It would perhaps be more acceptable to the inmates were the 
bedrooms c and 8 to enter from their respective living-rooms iustead of from 
their respective entrance-porches. 


Fig. 110. 
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OROUCXKD-PLAN OF SINOLE-STORYTED DOUBLE COTTAUES, CONSISTING OF LARGER AND SMALT.ER HOUSES. 


425. Small Two-Storeyed Double Cottages Detached, with Houses of different sizes. 
Instead of having the sleeping apartments upon the. ground-floor, they may be 
placed in a storey above. Fig. 111 shows 
such an arrangement, in which a is the 
entrance-porch of a small house; 5 the 
staircase leading to the upper storey; 
c the living-room, entering from the porch 
a having a window, a fireplace, and wall- 
press, and continuing on to a back kitchen g 
d, having a window, a boiler, and a back & 
door. This apartment is useful for wash- ff 
mg clothes in, and doing such things as to } 
leave the sitting-room c always clean and f 
comfortable. One large or two small bed- أ‎ 
rooms are placed over the sitting-room c. 

426. À larger house has an entrance- 
porch e, fig. 111, which is also the stair- 
case for the upper storey; g is the sitting-room, entering from the porch, 


Fig. 111. 
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and having two windows, a fireplace, a pantry k, and passing into the back 
kitchen A, which has a window, boiler, 
and back door, and enters to a light 
closet 7. The light closet f enters from 
the porch e. Two large or three small 
bedrooms are placed over the apartments 
g and h, and the closets 7 and k. 

427. Fig. 112 represents the elevation 
of the houses whose ground-plans are 
given in fig. 111. 

428. Ground-Plan.—Fig. 113 gives 
the ground-plan of a double cottage 
LLI [| containing a small house and a large 
NESSES house. Thus, the small house contains 
سخ‎ gn entrance-porch a, 4 feet wide; a 

living-room b, 17 feet by 14; abedroom 
c, 12 feet by 14; a scullery d, 4 feet by 7; and a coal-house e, 4 feet by 3. 
429. The larger house contains the ground-floor and entrance-porch f, 4 feet 


EKLEVAIION OF SMALL TWO-STORXYED LOUBLE COLTAQGES. 


Fig. 113.‏ 
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GROUND-PLANS OF DOUBLE COTTAGES OF DIFFERENT SIZES. 


wide ; a living-room g, 17 feet by 14; A the scullery, 12 feet by 10 feet 6 
inches; the coal-house i, 4 feet by 7, and the staircase k leading up to the 
upper floor. 

430. Chamber-Floor Plan.—Fig. 114 is the chamber-floor plan of the larger 
cottage, in which the landing is at a, and from it access is had to a small bed- 
room 6, 10 feet 6 inches by 12 feet; another bedroom c, 14 feet by 12, and to 
the larger bedrooms d and e, each 17 feet by 14. This house would contain a 
man and his wife with a large family, the boys and girls having separate bed- 
rooms, and a separate one for the field- worker; the heads of the family having 
also a separate bedroom, and the living-room being common to them all. 
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CHAMBER-PLOOR PLAN OF THE COTTAGE IN PIG. 113. 


431. On improving defectively arranged Cottages.—A few remarks, with illus- 
trative examples, may here be useful, as showing how cottages, when defective 
or meagre, may be altered to give ampler accommodation. 

432. In fig. 115 we give an example of the one-roomed cottage so often met 
with in agricultural districts, and possessing few or none of those requirements 
which are indispensable where a family is maintained. Here a a is the apart- 
ment, lighted with one window only, c, and entered at once from the open air at Û, 
without the intervention of a porch, and with the fireplace d at one side. Fig. 
116 shows how—still retaining the main part of the building as given in fig. 


Fig. 115. 


Fig. 116. 
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FIRST IMPROVED ARRANGEMENT OF COTTAGE IN VIO. 115 


—ACALE Iw F10. 110. 
UWIMPROVED SINGLE-ROOMED COTTAOR. 


115—accommodation of a superior quality may be obtained at comparatively 
small expense. Here a is the living-room as before, with window c, door b, and 
fireplace d; & door e gives admission to a bed-closet f, while another door g, at 
the opposite side of the fireplace, gives admission to the scullery A, from which 
is entered a pantry 1; with an additional window opposite the fireplace d. 

H 
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433. Fig. 117 shows how, retaining the old building in fig. 115, still more 
ample accommodation may be obtained : a a is the living-room, as before ; b scul- 
Fig. 117. lery ; c bedroom ; d bedroom; 

SEAT HMA] € pantry. 

434. Fig. 118 shows further 
accommodation: a a living- 
room, as before ; b b bedroom ; 
c and d bed-closets; e scul- 
lery ; f pantry ; g coal-house, 
entered from outside. 

435. Fig. 119 shows another 

arrangement, in which the 
SSMS]  entrance- porch is secured at a, 
SECOND IMPROVED ARRANOEMKNT OF COTTAGE IN FIG. lló—8CALE IN FIG. 115. the scullery b being entered 
Fig. 118. from the porch, and independ- 
TAN ست‎ SMS ent entrances obtained to the 
living-room c c, and bedroom 
d d; e& pantry entering from 
living-room ; f small bedroom 
entering from living-room. 

436. Fig. 120 illustrates a 
simple modification of fig. 115, 
in which an entrance-porch is 
secured at a—the window and 
door b c in fig. 115 being 
blocked up, and two windows 
placed at b and c, as in fig. 120; 
c c is the living-room; d is 
the scullery, entering from 
living-room c c; e a pantry, 
entering from porch a; f/f 
bedroom, with fireplace g. 
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f 437. Composite Cottages.— 
Fig. 119. We deem it likely to be useful to give 
; `] sketches illustrative of what has been 
termed composite cottages—that is, two- 
storeyed cottages, but of which the upper 
and lower storeys form independent houses 
with separate entrances, the upper house 
being generally entered from the back. 

438. In fig. 121 we give part plan show- 

ing upper house over that given in fig. 81: 
a a is the entrance-passage, corresponding 
to the closet or store-room f, in fig. 81, 
reached by the outside stair b ; c the pas- 
sage corresponding to cellar-stair g, in fig. 
81; d scullery over scullery e, in fig. 81; 
e e bedroom over bedroom c c, in fig. 81; 
J f bedroom over bedroom d d, in fig. 81; 
g g living-room over living-room 6 5, in 
FOURTH IMPROVED ARRANGEMENT OF COTTAGE IN FIG. 115 fig. 81. The other parts of the plan 

IN Fra. 115. being exactly similar to those in fig. 81,‏ سر دم 
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rpace is not here taken up by completing the sketch. The scale is in the pro- 
portion of Ê, of an inch to the foot. 


FIFTH IMPROVED ARRANGEMENT OF COTTAGE IN FIO. l15—scALRK IN FIG. 115. 


Fig. 121. 
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COMPOSITE COTTAGE ADAPTED TO THAT IN ۰٢۰ 


439. In fig. 122 we give the end elevation of this composite cottage, showing 
outside stair a; b is the window of the bedroom c, in fig. 81; c that of bedroom 
e e, in fig. 121. The porch a in fig. 81 is only carried up to the level of second 
storey ; it might, however, be carried up to roof-line, when it would afford space 
for a small closet, which might enter either from bedroom e e or living-room g g, 
fig. 121. Scale 4& of an inch to the foot. 

440. In fig. 123 we give sketch of plan of house over that given in fig. 75: 
a a outside stairs; b porch, giving entrance to kitchen c c—this room corre- 
sponding to the apartment marked f f in fig. 75. The scullery d is entered 
from kitchen—d corresponding to the apartment A in fig. 75; the closet f, fig. 
123, to porch a in fig. 75; e e living-room corresponding to same apartment c c 
in fig. 75; bed-closet gg to that marked g in fig. 75. 


116 


A 
p 
Bae 207-77. manca. 


PLANS OF FARM COTTAGES. 


Fig. 122. 


BMD ELEVATION OF COMPOSITE OOTTAGE IN FIOS. $1 anD 121. 


Fig. 123. 
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: 441. In fig. 124 we give plan of house over that in fig. 77: a a outside stairs; 
b porch ; c c living-room over same apartment c c in fig. 77; d scullery over 
apartment f in fig. 77; e e bedroom over same apartment e e in fig. 77; 
f pantry or store-closet over the entrance-lobby of fig. 77. 


Fig. 124. 


UPPER STOREY OF A COMPOSITE COTTAGE APPLIED TO FIG. 77-——8CALE IN Fra. 75. 
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442. In fig. 125 we give part plan of cottage over that in fig. 117: © a out- 
side stairs ; b porch; c pantry ; d bed-closet over d in fig. 117; e e living-room; 
the scullery and bed-closet correspond in size and position to apartments 
marked 5 and c in fig. 117. 

443. In fig. 126 we give plan of cottage over that in fig. 118: a a outside 
stairs; b porch; c pantry ; d coal-closet; e e living-room, corresponding to a a 
in fig. 118; f bed-closet over the same at d in fig. 118. The scullery and 
second bed-closet are entered from living-room a a, as in fig. 118, occupying 
the same position as e and c in fig. 118; g g is the bedroom corresponding to b b 
in fig. 118. 

Fig. 125. Fig. 126. 
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444. In fig. 127 we give plan of cottage over that in fig. 120: a a outside 
stairs; b porch; c pantry; d d living-room; e scullery ; f f bedroom. 
, . 445, In fig. 128 we give plan of cottage over that in fig. 119: a outside 
stairs; b porch; c scullery; d d living-room ; e closet entering from the liv- 
ing-room ; f f bedroom; g bed-closet. 


Fig. 128. 
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446. Arrangement of Bothies.—This structure of the farm has given rise to 
much discussion—some utterly condemning, others as loudly praising it. Never- 
theless, taking the description of their general peculiarities which we have given 
at the beginning of this section as correct, it will be difficult, we think, for any 
one to defend the use of a structure of this kind as at all likely to conduce either 
to the physical or moral well-being of their inhabitants. The Rov. Mr Stuart has 
made this subject exclusively his own, and to his pamphlet we recommend the 
reader, where he will find all the evils of the bothy system, unimproved, fully 
detailed. The same gentleman has been at much pains to devise arrangements 
which shall give comfort to the inhabitants of the bothy, and enable them to 
carry out, in some measure, the requirements of decent and orderly living. To 
avoid the evils of the bothy as generally arranged, Mr Stuart recommends that 
every one “ ought to have a cooking and a sleeping apartment ; the one furnished 
with a strong table and chairs with high backs, well bolted and stayed with iron 
rods, and the other with small iron bedsteads—one for each man—both these 
apartments of healthful dimensions and construction. The sleeping apartment 
floored with wood, well lathed on the walls, quite free of damp, yet well venti- 
lated with ventilating flues. Giving each man his own bed, I am confident, 
would of itself work a mighty reformation in the habits of ploughmen, as it cer- 
tainly did in the habits of our soldiers, when each of them wholly got a bed to 
himself.” 

447. In the pamphlet above referred to Mr Stuart gives plans illustrative 
of an improved arrangement of bothy. We prefer, however, to give those plans 
containing the results of his whole experience as published in the °“ Third 
Annual Report of the Scottish Association for Improving the Dwellings and Do- 
mestic Condition of Agricultural Labourers.” Of this the ground-plan is given in 
fig. 129, and upper floor plan in fig. 130, where a a are the beds. 
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448. The dimensions of the whole structure are 22 feet by 16; the side-walls . 


being 14 feet in height, measured from the sole of the outer door. The thick- 
ness of the walls is 20 inches, but those 
of the lower storey are lined with the 
hollow tiles (hereafter described). A 
fire-brick sink is placed in the lobby a, 
fig. 129—a foul air flue being carried 
up from this into the chimney or “ vent” 
of the wash-closet b. This has a fire- 
place in it, so that it can be used as a 
spare room when any of the men are 
sick, The dimensions of this apart- 
ment are 12 feet by 5. Under the 
stairs © space is obtained for coals. 
In the kitchen d there is space for a 
resting bed e. “The side of the bed 
next the door, finished and protected 
from its draught by a low wooden 
screen rising about 2 feet above the 
surface of the bed. I have visited this bothy," says Mr Stuart, “ at night, 
and found several of the men reclining on this bed, and declaring it to be a grand 
improvement." 

449. “ The stair c is made to ascend from the living-room, purposely to pre- 
vent any man taking to his bed-closet 
any company his comrades may not see 
and approve of. For the same reason, 
when proposed, I objected to locks 
being put on the bed-closet doors. 
This would have tended to make the 
occupant independent of the visits of 
those who have an interest in seeing 
that at all times he keeps all right in 
his own cabin. They can well enough 
secure all the property they have in 
their own trunks, and by locking the 
entry door. Four of the bed-closets 
on the upper floor average 10$ feet by | 7 ^. 2 pA 
54 feet, or nearly 80. It was very CHAMBER-FLOOR OF A TWO-STOREYED BOTHY-—SOALE IN 
difficult to place a stair easy of accegs, MPG 
80 as not to sacrifice room, and hence one of the closets is of smaller area 
than the other five, but it has a fine exposure, and is well ventilated. The 
windows are all sashes, the upper half hung on pulleys, and the smallest of 
them 14 by 34 feet high. At each window a board is placed as a writing- 
desk. The partitions of the bed-closets are of }-inch white wood, grooved 
and tongued, strongly framed, and carried close up to the ceiling. The closet 
doors are of the same, also strongly framed. In short, everything is purposely 
made so as to bear the roughest usage, and need no repairs for generations 
to come. The beds are strong wooden frames, having a wooden screen about 
2 feet high at the head and foot. 

450. “ To secure the sleeping-closets against severe alternations between cold 
and heat, lath was put on the upper edge of the baulks, and a coat of plaster be- 
tween it and them before putting the ceiling lath and plaster on the lower edge. 


GHKHOUND-PLAM OF A TWO-8TOREYED BOTHY. 
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This cost 10d. a-yard additional, but I considered it a great matter for the health 
of the occupants ; and I cannot too strongly condemn making but small sleeping 
berths for those hard-wrought men, like so many nests among the couples of the 
bothy garret only, and all to save a few pounds in raising the walls 5 or 6 feet 
higher. If such a stunted way of giving each man his own bed and bed-closet 
is pursued, it will soon bring the movement into disrepute. To form ventilating 
flues for the bed-closets, the kitchen vent was formed of fire-brick vent-lining ; 
and in the gable-top, around this lining, four fire-brick pipes, each of 4 inches 
bore, were placed in the kitchen vent-lining, carried some inches above the 
chimney-top ; and, to prevent soot falling into them, a round bonnet of fire-brick 
was placed in the kitchen vent-lining, carried some 9 inches above the chimney- 
top. This round screen has of course a round hole in its centre, equal in dia- 
meter to that of the vent-lining; and on the upper side a division of vent-lining 
1 foot high, to carry off the smoke. These four small pipes, being laid hard on 
the kitchen vent, will become hot, and thus cause a draught in them upward, 
and by means of other pipes, made of thin yellow pine deal, the draught of these 
pipes was thus brought to bear upon the foul air above the beds in the closets, 
go that, between these and the windows, I should think the ventilation will be 


451. In fig. 131 we give a plan of bothy for two men, designed also by 
Mr Stuart: a kitchen, 9 feet 6 inches by 9 
ہے‎ feet 4 inches, with sink b; resting bed c; d 
. ] and e bed-closets, 6 feet 6 inches by 7 feet; 
; | Sf meal-binns in the kitchen. 

4] 452. In some districts the bothy system 
f cannot, under present circumstances, be got 
2 | rid of, but it behoves the parties having 
/ 4 interest in these localities to see that they 
7? | are improved so far as to secure comfort to 
2:4 their occupants. The advantages obtained 

^^/4 in healthier workmen would amply repay the 
a —— 25 Cogt incurred in this way. There can be no 
onam rav OF A AIMOLE-STORETED BOTET doubt of the fact that the numbers of comfort- 
less bothies throughout the country exercise a most injurious influence on the 
physical condition of the farm-labourers who live in them. In the words of one 
who knows the subject well, it is **sad enough to think of the after effects of 
these on the constitution of the ploughmen compelled to sit in their drenched 
clothes at night, with no fire to dry at, and again to have them to draw on in 
the morning, not dry, but merely ‘ weel dreeppit. The constitutional coughs, 
and the irremediable rheumatism which prevail among elderly ploughmen, are 
clearly traceable to such a mode of treatment." 

453. A few remarks of our own on the origin of the bothy system, and of the 
possibility of putting an end to it, may perhaps prove not unacceptable to our 
readers. 

454. No difficulty ever occurred in accommodating married hinds on a farm, 
for they must have their cottage and garden; but it has been a question in 
different parts of the country of the best manner of lodging unmarried men. 
There are just three modes of doing it. One is to lodge them in the farmhouse; 
another is to provide a house for them to live in together; and the third is to 
lodge them in the houses of married men. | 

455. In primitive times the farm lads used to take their meals in the farmer's 
kitchen, at the table of which the farmer and his wife presided. As far as the 
quality of the food they received, and their personal comfort during the day 
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was concerned, they were well fed, and passed their time happily in such an 
arrangement. But there were drawbacks to it nevertheless. In wet weather 
the lads could not easily have their clothes dried at the kitchen fire, and at 
night they had to go to a loft in the work-horse stable to sleep, and to which 
place they were naturally prohibited taking a light with them, for fear of fire. 
At length when the farmer preferred his own snug parlour in the company of 
his family, as the progress of refinement advanced, to the kitchen and its 
inmates, such an arrangement could not be continued. Left to themselves 
thus in the kitchen in the evening, all the servants did not conduct themselves 
with propriety, so that the farmer was glad to purge his house of its unruly 
inmates. He provided a house for the young men to live in together, near the 
steading. 

456. Such a house was called the bothy. The change was an agreeable one 
to both parties; to the farmer, inasmuch as it restored order and quietness to 
his house ; and to the men, because they were freed from the surveillance of 
the farmer’s wife; and their bed in a bothy was more comfortable than the one 
in the stable. They had now, however, to cook their own victuals; and to 
render that task as easy as possible in the circumstances, they were obliged to 
select articles of food of the simplest description—to live, in short, on oatmeal 
brose and porridge, while the farmer provided the milk. But, like all cases of 
compromise, the bothy system has not worked advantageously for either party. 
The farmer finds idle company congregating in the bothy in the evenings, given 
to drinking, card-playing, and other evil work. He hears that some of the men 
wander from home most of the night, and he observes them, in consequence, 
unable to do their duty next day as it should be done. He is annoyed at their 
leaving their service every half-year, and it is evident to him, from the general 
tenor of their conduct, that they feel no interest in the farm or its operations. 
The men, on the other hand, feel that the farmer takes no interest in their 
personal comfort. Mated with disagreeable companions, they are induced to 
visit neighbouring farms in the evening. They complain that their food and 
fuel are not so good as they should be, and that their bed-clothes are scanty 
and too long of being changed. They thus believe that a change of place may 
improve their condition, and after trying many changes, they discover that all 
places are very much alike. 

457. The bothy system has thus proved a failure, and yet where that system 
is in greatest force, it is believed that it cannot be put down, but has now to 
be endured as a necessary evil But in truth no such necessity exists; it can 
be abolished as completely in every district, as in those parts of the country 
where the system has never existed. In those parts, the primitive plan of lodging 
in the farmer's kitchen was also pursued in regard to unmarried men, but when 
that plan was abandoned, as explained above, the young men were not put into 
bothies, but continued in their parents’ and friends’ houses, and took service 
when so lodged. When a hind finds himself advancing in years, he is glad to 
have one of his sons to remain with him, and obtain a double-hinding for him 
from his master; and if the relationship is not so near as that of a father, a 
young man who has lost his parents may obtain a hinding along with an uncle 
or a cousin, or he may have a hinding for himself, and occupy the house, with an 
aunt or a sister. As lodgers in the houses of married men, young men find 
themselves infinitely more comfortable and enjoyable in every respect than in 
any bothy. 

458. The remedy for the bothy system is thus obvious: Let cottages be 
built in every farm where the bothy system exists, to be occupied by married 
men, They will soon be crowded by the bothy men, anxious to marry and 
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settle in life, or as inmates with their relations. The change from the confused 
crowd of a bothy to the peaceful quiet of one’s own house, will soon work a 
marked change for the better in the character of the young men. They will 
then have no desire to change their service. There will then be no loss of time 
and work every half-year; no hiring-market will then be frequented for a bad 
purpose, and the outcry against them, and the bothy system itself, will cease 
for ever. This is no inferential result, but one established from our own expe- 
rience. 


459. Outhouses of Cottages.—Although, in some of the examples of cottage 
arrangement which we have given, we have shown the privy or water-closet 
connected with the house, we would recommend the space to be used in some 
other way, as a closet for coals, pantry, &c. "This will necessitate having the 
privy apart from the house, an arrangement which is in every way better. The 
Separate structure should be placed in the garden at a considerable distance 
from the house, and should also comprise a place for coals and a pig-sty. We 

now propose to give a few plans suggestive of the arrangements of outhouse 
structures adapted to the different classes of cottages we have already given. 

460. Outhouses for a Single Cottage.—In fig. 132 we give plan of the arrange- 
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ment suggested, in which a is the coal or fuel store, 5 feet by 6 feet; b the 
privy or water-closet, 3 feet by 
6; © pig-sty, 4 feet by 6. 
Alternative Plan, fig. 133, in 
„j Which © is the fuel-store, 5 

- feet by 6; b privy, 3 feet by 
6; c pig-sty, 4 feet by 6; da 
food-store, 3 feet by 6. Second 
Alternative Plan, fig. 134, in 
which the accommodation of 
cow-byre is given; a a the 
cow-byre, 18 feet by 6 ; 5 coal- 
Store, 6 feet by 6; c water- 
closet, 3 feet by 6; d pig-sty, 
4 feet by 6; efood-store, 3 feet 
by 6. 

461. Outhouses for Double- 


Fig. 134. 


BKCOND ALTERNATIVE PLAN OF OUTHCUBES8 FOR A SINGLE ) 7 


—SCALE IN FIG. 132. Detached Cottages, fig. 135, in 
which a and 5 are the two coal- 
stores, each 3 feet by 6; c and d the water-closets, same dimensions; e and f 
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pig-sties, 4 feet by 6. Alternative Plan, fig. 136, in which a and b are the two 
coal-stores, 5 feet by 6; c and d the water-closets, 3 feet by 6; e and f pig- 
sties, 4 feet by 6. Second Alternative Plan, with cow-byres, fig. 137 : a and a the 
cow-byres, 18 feet by 6; b and b privies, 3 feet by 4; c and c pig-sties, 8 feet 
by3; d and d food-stores, 3 feet by 4. Third Alternative Plan, fig. 138: a and a 
coal-stores, 7 feet 44 inches by 6 feet; b and b pig-sties, 4 feet by 6; c and c 
privies, 3 feet by 6; d and d food-stores, 3 feet by 4. 


Fig. 135. 
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Fig. 136. | 
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Fig. 137. 
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462. Outhouses for Two Double- Detached Composite Cottages, fig. 1399: a a, © a 
coal-stores, each 4 feet by 6; b b, b b privies, each 3 feet by 6; cc, cc pig- 
sies, 4 feet by 6 each. Alternative Plan, fig. 140: a a, a a privies; bb, 6 
coal-stores, 4 feet square ; c c pig-sties, two at the ends of the coal-stores b b, 
hot shown in the figure, 4 feet by 6. 
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Fig. 188. 
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463. Doors and Windows.—Windows and a door for cottages are given in 
sketches as follow, to larger scale. In fig. 141 we give elevation of front door, 


showing dressings, &c.; in fig. 142 ele- 
vation of three-light window to living- 
room; in fig. 143 an elevation of two- 
light window to bedrooms; and in fig. 144 
an elevation of small two-light window 
for staircase. 

464. The following remarks on win- 
dows in the article on Labourers’ Homes, 
which has just appeared in the Quarterly 
Review for April 1860, deserve attention. 
“Tt is the windows, however," says the 
writer, “that give the character to every 
building, and mark its style; and this to 
the cottage as much as to the palace. 
From old association we should regret 
the substitution of the sash for the case- 
ment-window ; but, in fact, the latter, if 
of three lights, and opening outwards in 
the centre, is also more convenient for 
the cottage, being much more easily re- 
paired when out of order, and its interior 
sill serving as a useful shelf. If lead 
latice is objected to, the best casement 
is a wooden frame with square lights. 
Large diamond frames never look well, 
and are particularly ugly either in wood 
or cast iron. If the windows are suffi- 
ciently large, there can be no objection 
to small lead lattice, as a cottage window 
is not wanted to look in or out of, but 
simply for transmission of light. When 
near the road, large frames render the 
interior too public. À single sash-window 
can never be made proportionate to a low 
room; for all low buildings the windows 


Fig. 141. 


ELEVATION OF FRONT DOOH FOR COTTAOR. 


Fig. 142. 


THREE-LIGHT WINDOW FOR THE LIVING-ROOM OF A 00122401. 


should run in horizontal, not vertical length. Good proportion for cottage win- 
dow-lights are 4 feet high by 18 inches wide, or 2 feet 9 inches by 15 inches." 


TWOLIOHT WINDOW FOR BEDROOM OF A COTTAGE. 


Fig. 144. 


SMALL TWO-LIOHT WINDOW FOR THE 
STAIRCASE OF A COTTAGE. 
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465. Allotments.—There can be no doubt that a man who has part of his 
family able to work with him in the field, may live more comfortably, and be 
better enabled to earn money on a piece of land within the power of their com- 
bined labour, and possessed at a moderate rent, than if he were a farm-servant. 
A piece of land so occupied is called an allotment. To render it capable of 
being occupied by a family, it must have a dwelling-house and a set of offices 
suited to the extent of the ground occupied. 

466. Allotment land must be cultivated with the spade and other hand imple- 
ments. When the extent of the allotment is less than the occupier and his 
family can easily cultivate, part of their labouring power is thrown away, and 
when its extent is beyond their physical power to cultivate it properly, the pro- 
duction of the whole allotment is suppressed. In either case loss is incurred. 
It is, therefore, of the utmost advantage both to the occupier and the proprietor to 
have the power of labour and the extent of the ground proportioned to each other. 

467. Unfortunately the proportion betwixt labour and the soil cultivated is 
less attended to than it should be, for commonly the allotment is larger than 
is the power of the occupier to cultivate it in a proper manner, and the natural 
consequence is that allotments are not so well cultivated as farms. — It is rare to 
find an allotment in a high state of cultivation. Besides shortcomings in 
labour, there are shortcomings in capital, and labour alone is not a substitute 
for capital in the cultivation of the soil. It is then an important consideration 
for the landlord, when engaging with an occupier, to be assured that both ade- 
quate labour and capital are to be brought upon the allotment with the new 
occupier. 

468. But, on the other hand, the occupier should be satisfied that the dwelling- 
house, the offices, the roads, and the fences are in good order. "The house may 
be a single-storey cottage if the family is small; but if large, a two-storey one 
will be required. The outhouses should consist of a byre, a barn, a hen-house, 
and outhouses to contain sundry hand implements, and some light machines. 
Amongst the many plans of cottages we have given, one may easily be chosen 
suitable for an allotment. 

469. We have nothing more to say on the subject of allotments, and shall 
conclude by appending the following paragraph by the writer in the Quarterly 
Review, formerly referred to. “ There is yet one matter," he says, “in which 
our landed proprietors might most serviceably aid in cottage improvement. In 
many parishes the manorial tenure is often the sole obstacle to better dwellings, 
where encroachments on the waste have given uncertain ownerships, and the 
parish, the lord of the manor, and the occupier dispute rather whose property it 
is not than whose it is. This is the most hopeless case, for even repairs are 
not effected, much less improvement; and too often the tenement, which none 
think worth an outlay, becomes, when the blood of proprietorship is once up, 8 
bone of contention between parties who can little afford to be at variance. The 
end is that the poor man is either heartlessly swept away from the home of his 
fathers, or gains the short-lived and disastrous triumph of retaining the paltry 
prize in the teeth of those to whom he must look for his bread. Few parishes 
are without some of this bitter experience, but in many the nature of the soil, 
and prevalence of copyhold, have made it the rule. These huts and hovels take 
the place of houses, and, like the mother's pet, are clung to all the more for their 
weakness and worthlessness. No kinder act could be done to the rural poor 

than the compulsory commutation of these questionable tenures into freeholds. 
Often it would be better that the landlord should have them, sometimes it would 
be fairest to assign them at once to the servant; but as there is no root of 
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revolution so deep as the agrarian one, it would be well to cut off, before it has 
too widely spread itself in the social soil, an evil which is daily fostering dis- 
content and defiance among the tillers of the land, and for which they might 
fairly expect the law to find an easy and equitable remedy. When the work of 
landed accumulation is going on so fast, a few thousand additional small free- 
holds would be a political gain, not to the landed interest only, but to the whole 
state. But the jealousy which is felt towards the cottage freeholder by the 
farmer, and still more by the steward, can only be appreciated by those who 
have lived among them. Legislation is not likely to be speeded in this direc- 
tion. It is a gentleman’s question, to be taken into his own hands; and he 
that can have the heart to abate the jots and tittles of his feudal claims, and 
not ouly enfranchise his copyholder, but, if the case requires it, set him up 
with means to make his new freehold respectable, may be assured that in 
strengthening the state of his poor neighbour's property he has not weakened 
his own.” 


470. The proportion of power and accommodation to the acreage of the farm.— 
The amount of power required to cultivate land depends on the nature of the 
soil, and the rotation of crops under which it is cultivated. Strong soils require 
a greater amount of power to cultivate them than weak soils. Strong clays, 
fitted chiefly to grow wheat, require a greater number of horses to work them 
than loams, and still more so than gravelly soils. Hence carse clays require a 
greater force than sharp turnip soils. Perhaps 40 acres of carse clay are as 
much as a pair of horses can work, whereas 70 acres of turnip soil might be 
overtaken by the same force. On farms of equal extent, it is thus evident that 
nearly double the accommodation for horses will be required in the steading of 
a carse farm than on a farm of gravelly soil. 

471. By a parity of reasoning in farms of the same extent and same kind of 
soil, one rotation of cropping will require a greater number of horses to cultivate 
it than under another rotation. For example, under a rotation of fours, three- 
fourths of the land is under arable culture; whereas, in a system of sixes, one 
half only of the land is under the plough. Less extent, therefore, of accommoda- 
tion for horses is required in a farm where the six course is pursued, than where 
is the four course. 

472. The difference of force required to cultivate clay soils in comparison 
with weak soils, is not on account of any difference in the manner of using the 
implements of culture, but solely on account of the greater physical power 
required to labour the clay soil in every operation. Not only is a greater force 
required to work any implement used in clay soils than in light, but a greater 
variety and heavier class of implements are required to reduce the clay soil to 
the same degree of pulverisation. — 

473. From all these considerations, we must come to the conclusion which 
we have stated at the outset, that the extent and accommodation to be given to 
farm-buildings must be regulated by the kind of farming to be pursued on the 
soll which forms the staple of the farm. 


474. State of Farming in Scotland in the Middle Ages.— Perhaps an appropriate 
conclusion may be given to this part of our work by taking a glance at the 
state of agriculture in Scotland in the thirteenth century. In the middle ages 
the monks were the great promoters of agriculture and gardening, and the 
breeding and rearing of cattle and sheep. It may prove interesting to our 
readers to give them a slight sketch of the condition of the farms, farm- 
buildings, and farm-labourers of that period, and which we can do satisfactorily 
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from the pages of Mr Cosmo Innes, in his Scotland in the Middle Ages, an in- 
teresting work which has just recently appeared. 

475. Of the condition of pastoral farming Mr Innes says, ‘ The monasteries of 
Teviotdale had necessarily a great extent of pasture-land; and the minute and 
careful arrangement of folds on their mountain pastures for sheep, and byres for 
cattle, and of the lodges and temporary dwellings for their keepers and attend- 
ants, shows that they paid the greatest attention to this part of their extensive 
farming." 

416. In regard to arable husbandry, great attention was paid to agriculture 
from the earliest period of our records. The same corn was grown as is now 
used. Wheat was grown even in Morayshire in the thirteenth century. We 
find every where strict rules for the protection of growing corns and hay-meadows. 
“In the reign of Alexander IL, the monks of Melrose purchased the right of 
straightening a stream that bounded their lands of Bele in East Lothian, on 
account of the frequent injury done by its inundations to the hay-meadows and 
growing corns of the abbey." 

477. “On the estates of the monasteries, water-mills and wind-mills were 
used for grinding corn in the thirteenth century, and previously, though the rude 
process of the hand-mill kept its ground in some districts of Scotland to a 
recent period.” 

478. “ At the end of the thirteenth century (a.D. 1290), and probably always, 
the monks held a great part of their ample lands and baronies in their own 
hands, and cultivated them by their villeins from the several granges. The 
grange itself, the chief house of each of the abbey baronies, must have been a 
spacious farm-steading. In it were gathered the cattle, implements, and stores 
needed for the cultivation of their demesne lands or mains, their corn and pro- 
duce, the serfs or carls who cultivated it, and their women and families.” 

479. “Adjoining the grange was the mill, with all its pertinents and appear- 
ance and reality of comfort, and a hamlet occupied by the cottars, sometimes 
from thirty to forty families in number. The situation of these was far above 
the class now known by that name. Under the monks of Kelso, each cottar 
occupied from 1 to 9 acres of land along with his cottage. Their rents varied 
from one to six shillings yearly, with services not exceeding nine days’ labour. 
The tenants of twenty-one cottages at Clarilaw, having each 3 acres of land, 
minus a rood, and pasture for two cows, paid each 2 bolls of meal yearly, and 
were bound to shear the whole corn of the abbey grange of Newton.” 

480. * Beyond the hamlet or cottar town, were scattered in small groups the 
farm-steadings of the husband: or husbandmen, the next class of the rural popu- 
lation. Each of these held of the abbey a definite quantity of land, called a 
husbandland. Each tenant of a husbandland kept two oxen, and six united 
their oxen to work the common plough. The Scotch plough of the thirteenth 
century was a ponderous machine, drawn, when the team was complete, by 
twelve oxen. The husbandland was estimated long ago in the Merse, as 26 
acres, ‘ where scythe and plough may gang. The husbandmen were bound to 
keep good neighbourhood, the first point of which consisted in contributing 
sufficient oxen and service to the common plough.” 

481. “ I have said that, of the inhabitants of the grange the lowest in the scale 
was the carl, bond, serf, or villein, who was transferred like the land on which he 
laboured, and who might be caught and brought back, if he attempted to escape, 
like a stray ox or sheep. Their legal name of nativus or neyf, which I have 
not found but in Britain, seems to point to their origin in the native race, the 
original possessors of the soil" “We learn of the price of the serf from the 
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efforts. made by the Church for their manumission. . . . . The Abbey of 
Coldingham purchased the freedom of Joseph, the son of Etwald, and all his 
posterity, for the price of three merks; of Roger Fitz Walker, and all his pos- 
terity, for two merks.”’ 

482. ' Above the class of husbandmen was that of the yeoman or bonnet- 
laird, as he is now called in primitive parts of Scotland. . . . . He no 
doubt paid for his hereditary right to the lands, and felt himself much above the 
husbandmen whose little was precarious.’ 

483. “ Still higher in the scale were the great Church vassals, who held a 
place only second to the baronage and freeholders of the crown. These gener- 
ally had their lands free of all service, and paid only a nominal quit-rent.”’ 

484. “ No service is imposed on women, except harvest-work, and I believe 
agriculturists will agree that we have a still more decided proof of advancing 
civilisation in the fact, that at the period of the rental, the whole services were 
in process of being commuted for money.” 

485. “ As to the rent of land, each husbandland paid 6s. 8d. of money-rent, 
but to this were added considerable services in harvest and sheep-shearing, in 
carrying peats and carting wool, and fetching the abbot’s commodities. These 
stipulations are exceedingly precise, fixing even the service in which the 
husbandman was to have his food from the abbey, and where he was to maintain 
himself.” 

486. ‘‘ Roads appear to have been frequent, and although some are called the 
green road, viridis via, and by other names indicating rather a track for cattle; 
others, bearing the style of * high-way,’ alta via, * the king’s road,’ via regia, via 
regalis, and still more, the caulsey or calceia, must have been of more careful 
construction, and some of them fit for wheel carriages. A right of way was 
frequently bargained for, and even purchased at a considerable price. The 
road leading south of Inverness is called via Scoticana in a charter in 1316." 

487. “ We find agricultural carriages of various names and descriptions 
during the thirteenth century—plaustrum, quadriga, charete, carecta, biga—and 
not only for harvest and for carriage of peats from the moss, but for carrying 
wool of the monastery to the seaport, and bringing in in exchange, salt, coals, 
and sea-borne commodities.” 

488. “The immense number and variety of agricultural transactions," con- 
clades Mr Innes this part of his subject, * the frequent transference of lands, 
the disputes and settlements regarding marches, the precision and evident care 
of leases, the very occurrence so frequently of the names of field divisions, and 
of the boundaries between farms, settled by King David in person, show an 
enlightened attention and interest in agricultural affairs, that seem to have 
spread from the monarchy and reached the whole population during that period 
of natural peace and good government, which was so rudely terminated by the 
War of the Succession." 


BOOK SECOND.—PRACTICE IN CONSTRUCTION. 


DIVISION FIRST.—MATERIALS EMPLOYED IN CONSTRUCTION. 


489. Section First—Stones.— Stones useful for the building purposes of the 
farm may be divided into three great classes—namely, the Silicious, the Cal- 
careous, and the Argillaceous. The silicious are represented by the granites, 
traps, and sandstones; the calcareous are comprised in the limestones; the 
argillaceous, being peculiarly liable to atmospheric influences, are by no means 
durable enough for building purposes, but, being slaty in their structure, they 
are employed in the construction of roofs. 

490. Granite.—T his, in its several varieties, is the most durable of all the 
building-stones. Its constituents are—quartz, which is nearly pure silica, and 
forms the greater part of the rock ; felspar, which imparts to granite its peculi- 
anties of character; and mica, which occurs in shining plates of greater or less 
size. The best granites are obtained in Scotland; they are known as the red 
and the grey varieties. They are more durable than the granites of the coun- 
ties of Devon and Cornwall in England. 

491. The granular arrangement of felspar, hornblende, and quartz, known 
as sienite or syenite, forms a species of granite, the hornblende appearing 
instead of the mica, and is one of the most durable of the building-stones known. 
The two substances, hornblende and mica, resemble each other closely in com- 
position—hornblende,having, however, a much greater proportiom of the black 
oxide of iron. Syenite is as capable of being worked in large blocks as granite, 
although, from its hardness, like common granite, it is not easily tooled. The 
durability of this class of building-stones (the granites), in which felspar is 
present, depends much on the composition of this ingredient. From the potash 
contained in it, it is more or less obnoxious to atmospheric influences. Care, 
therefore, should be taken to ascertain the composition of the stones of this 
class, where large and important works are to be carried on. 

492. Trap or Greenstone is à very hard and durable stone; it is composed 
of hornblende and felspar. Although a valuable building-stone, its uses are 
restricted, from the small size and irregular form of the concretions in which it is 
frequently found. It is also found in some localities in amorphous masses, when 
it may be raised in large blocks. For cottages and rural structures, when 
used in conjunction with white stone-facings or dressings to the windows, 
doors, and corners, and with white mortar, it is well adapted, and presents a 
Pleasing appearance. Basalt, of the same composition as greenstone, but with 
à larger proportion of iron, is also a durable material as a building-stone ; but it 
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occurs in columnar masses and in still smaller concretions than greenstone, and, 
being harder, is more difficult of being tooled. Trap-rocks are all liable to what 
is termed “ sweating” in damp weather. 

493. Sandstones, belonging to the silicious class, are composed of grains derived 
from the wearing down of the silicious rocks, and bound or cemented together 
by natural cement of an argillaceous, silicious, or calcareous character. Sand- 
stones present a wide range of character, from a state almost as durable as 
granite, to that but little better than hardened clay. Where the silicious par- 
ticles are held together chiefly by an argillaceous cement, they rapidly disinte- 
grate under the influence of the weather. 

494, Sandstones are easily worked, and divide readily into convenient blocks. 
From the ease with which it is worked, indeed, some workmen term it “ free- 
Stone." The best sandstone is that obtained from Craigleith quarry, near Edin- 
burgh: it is in high repute. The grey-coloured sandstones of Forfarshire are 
very durable. The Yorkshire sandstones are much esteemed for flagging, being 
hard, durable, and easily worked. A greenish sandstone, known as Kentish rag, 
is very durable. 

495. In choosing sandstone, preference should be given tothgt purely silicious; 
when argillaceous matter is present, the atmosphere will affect its durability. 
Although generally esteemed from its variegated appearance, sandstone with 
coloured stripes should be avoided. These coloured parts, arising from the 
presence of iron, are speedily affected by water, and decay of the stone is 
thereby hastened. When mica is present in minute quantity, it determines 
more specifically the stratified character of sandstone, and the stone is then 
easily worked in blocks. | 

496. Limestones.—This, the last class of stones suitable for the buildings of 
the farm we have here to notice, is an important one, and presents a large 
variety of kinds, characterised by as great diversities of composition as the 
sandstones. The principal constituent of stones of this class is lime.  Lime- 
stones are impure carbonates, the impurities present giving that diversity of 
appearance which characterises many varieties, as marble. Any limestone 
susceptible of a high polish is termed marble, and of this there are many 
varieties. The oolite limestones, a new formation, afford the limestones chiefly 
used for building purposes. Magnesian limestones afford some superior building 
material, as well as the mountain limestone. 

497. In determining the qualities of building-stone, its cohesiveness, or resist- 
ance to a crushing power, and its absorbent power, or that which represents its 
capability to resist atmospheric influences, are the two points principally consi- 
dered. In the Report of the Royal Commissioners appointed to investigate the 
qualities of the stone to be used for the Houses of Parliament, a valuable table 
is given, which we here append. This affords information on the above two 
points in connection with the most celebrated of the building-stones of the 

kingdom. In another column the number of grains disintegrated from each 
specimen is given. The amount of disintegration was ascertained by subject- 
ing all the specimens simultaneously for eight days to Brard’s process, which 
closely resembles the action of the usual atmospheric influences on stone. The 
absorbent column exhibits the bulk of water absorbed by specimens one cubic 
inch in size, while the cohesive column exhibits the weight necessary to crush 
two-inch cubes, or blocks of eight cubic inches. Of the two columns of 
specific gravities, the first exhibits the ordinary specific gravity, the second 
shows the specific gravity of the solid particles of which each specimen is com- 
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posed, on the supposition that the water will take the place of the air which 
occupied the pores before the atmospheric pressure was removed. 


mc MN Ed ہیی | سی‎ 
SANDSTONES. 
Craigleith  . 1 2.232 2.646 0.148 0.6 28.083 
Darley Dale . 2.628 2.993 0.121 0.121 25.300 
Heddon 2 2.229 2.643 0.156 10.1 14.168 
Kenton 2.247 2.625 0.143 7.9 17.710 
Mansfield . 2.338 2.756 0.151 7.1 18.216 
Park Spring . 2.321 2.615 0.112 5.0 27.071 
Morley Moor 2.053 2.687 0.221 0.9 10.879 
MAGNESIAN LIMESTONES. 
Bolsover 2.316 2.833 0.182 1.5 29.601 
Huddlestone 2.147 2.867 0.239 1.9 15.433 
Roche Abbey 2.184 2.840 0.248 0.6 13.915 
Park Nook . 2.138 2.847 0.249 1.8 15.433 
Cadeby . 1.951 2.846 0.310 6.4 15.180 
Jackdaw Crag 5 š 2.070 2.634 0.209 8.1 16.951 
Bramham Moor . 5 2.008 2.659 0.244 0.7 22.011 
OOLITES. 
Ancaster 2.182 2.687 0.180 7.1 8.349 
Bath Box 1 0 1.839 2.675 0.312 10.0 5.813 
Portland 5 ۰ > 2.145 2.702 0.206 2.7 7.590 
Ketton 5 5 . 2.045 2.706 0.244 8.3 9.108 
LIMESTONES. 

Barnack 7 2.090 2.627 0.204 16.6 0.325 
Chilmark 2.481 2.621 0.053 9.8 25.553 
Ham Hill 2.260 2.695 0.147 9.5 14.421 


498. “If the stones be divided," say Professor Daniell and Wheatstone, who 
conducted the above experiments, “ according to their chemical composition, it 
will be found that, in all stones of the same class, there exists generally a close 
relation between their various physical qualities. Thus it will be observed that 
the specimen which has the greatest specific gravity possesses the greatest 
cohesive strength, absorbs the least quantity of water, and disintegrates the 
least by the process which imitates the effects of the weather. A comparison 
of all the experiments shows this to be the general rule, though it is liable to 
individual exceptions. But this will not enable us to compare stones of diffe- 
rent classes together. The sandstones absorb the least quantity of water, but 
they disintegrate more than the magnesian limestones, which, considering their 
compactness, absorb a great deal." 

499. In practice stones are chiefly subjected to compression, rarely to a tensile 
force, or a transverse strain; and as the weight to which they are subjected, in 
the generality of cases, is far beneath the crushing force, or the point at which 
the particles part asunder, the principal point to be attended to in the selection 
of a stone is its capability to resist the influences of the weather. Where, how- 
ever, it is desirable to know the strength of a stone, or its resistance to a crush- 
ing weight, it is the safest plan to institute direct experiment. 

900. The following, extracted from the Report which we have already alluded 
to, will afford some practical information as to the various causes of decay in 
the different classes of stone: “ As regards the sandstones that are usually 
employed for building purposes, and which are generally composed of either 
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quartz or silicious grains, cemented by silicious, argillaceous, calcareous, or 
other matter, their decomposition is effected according to the nature of the 
cementing substance, the grains being comparatively indestructible. With 
respect to limestones composed of carbonate of lime, or the carbonate of lime 
and magnesia, either nearly pure, or mixed with variable proportions of foreign 
matter, their decomposition depends, under similar circumstances, upon the 
mode in which their component parts are aggregated; those which are most 
crystalline being found to be the most durable; while those which partake least 
of that character suffer most from exposure to atmospheric influences. The 
varieties of limestone termed oolites (or roestones), composed of oviform bodies 
cemented by calcareous matter of varied character, will, of necessity, suffer 
unequal decomposition, unless such oviform bodies, and the cement, be equally 
coherent, and of the same chemical composition. The limestones which are 
usually termed shelly, from their being formed of broken or perfect fossil shells, 
cemented by calcareous matter, suffer decomposition in an unequal manner in 
consequence of the shells, which, being for the most part crystalline, offer the 
greatest amount of resistance to the decomposing effects of the atmosphere. 
Sandstones, from the mode of their formation, are very frequently laminated, 
more especially when micaceous, the plates of mica being generally deposited 
in planes parallel to their beds. Hence, if such stone be placed in buildings 
with the planes of lamination in a vertical position, it will decompose in flakes 
according to the thickness of the laminæ ; whereas, if it be placed so that the 
planes of lamination be horizontal, which is most common in its natural (or 
quarry) bed, the amount of decomposition will be comparatively immaterial. 
Limestones, such at least as are usually employed for building purposes, are 
not liable to the kinds of lamination observable in sandstone, nevertheless 
varieties exist, especially those commonly called shelly, which have a coarse 
laminated structure generally parallel to the planes of their beds; and there- 
fore the same precaution in placing such stone in buildings, so that the 
planes of lamination be horizontal, is as necessary as with sandstones, above 
noticed. | 

501. “ The chemical action of the atmosphere produces a change in the entire 
matter of the limestones, and in the cementing substance of the sandstones, 
according to the amount of surface exposed to it. The chemical action due to 
atmospheric causes occasions either a removal or disruption of the exposed par- 
ticles, the former by means of powerful winds and driving rains, and the latter 
by the congelation of water forced into, or absorbed by, the external portions of 
the stone. These effects are reciprocal, chemical action rendering the stone liable 
io.be more easily affected by mechanical action; which latter, by constantly 
presenting new surfaces, accelerates the disintegrating effects of the former. 

502. “ Buildings in this climate are generally found to suffer the greatest 
amount of decomposition on their southern, south-western, and western fronts, 
arising, doubtless, from the prevalence of winds and rains from these quarters; 
hence it is desirable that stones of great durability should at least be employed 
in fronts with such aspects. Buildings situated in the country appear to pos- 
sess a great advantage over those in populous and smoky towns, owing to 
lichens, with which they almost invariably become covered in such situations, 
and which, when firmly established over their entire surface, seem to exercise à 
protective influence against the ordinary causes of the decomposition of the 
` stone upon which they grow." 

503. With regard to the kind of stone which should be employed in the build- 
ing of a steading, it must be determined by the mineral product of the locality 
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in which it is proposed to erect it. In all localities where stone is accessible, it 
should be preferred to every other material; but where its carriage is distant, 
and of course expensive, other materials, such as brick or clay, must be taken. 
In Jarge flat tracts of country, stone is generally at too great a distance; but 
in those situations, clay being abundant, brick may be easily made, and it makes 
an excellent building material for walls, and far superior to the old-fashioned 
clay walls which were in vogue before brick became so universally used for 
building. Of stone, any kind may be used that is nearest at hand, though 
some rocks are inuch better adapted for building purposes than others. 

504. We have already given a description of the most important of these 
building rocks, and now finally point out that the worst sort of building-stone 
are land-fast boulders of the primitive and trap-rocks, which, although reduci- 
ble by gunpowder, and manageable by cleavage into convenient-shaped stones, 
incur great labour in their preparation for building ; and even after the stones 
are prepared in the best manner they are capable, their beds are frequently very 
rough, and jointings coarse, and the variety of texture and colour exhibited by 
them render them at the best unsightly objects in a building. They are equally 
unsuitable for dry-stone dykes or walls as for buildings; for in the case of 
dykes, they must be used very nearly in their natural state, as the usual charge 
for such work will not bear labour being bestowed on the preparation of the 
material. They form very good foundation-stones for dry-stone walls. Still, 
after all, if no better material for building houses is near at hand than those 
boulders, they must be taken as the only natural product the country affords. 
There is a class of boulders composed chiefly of micaceous sandstone, found 
in banks of gravel, which answer admirably for dry-stone walls, splitting with 
ease with a hand-pick into thin layers, and exhibiting a rough surface on 
the bed, very favourable to their adherence together in the wall. This species 
of building material is abundant in Forfarshire, where specimens of dry-stone 
building may be seen of a superior order. 

505. In the following remarks on the general choice of building-stones by Mr 
G. Smith, architect in Edinburgh, there is much truth: “The engineer and 
architect,” says he, “ go differently to work in choosing their stones. The 
former, in making his experiments for his piers and bridges, selects the 
strongest and hardest as most suited to resist great presshre. The latter, for 
all architectural decorations, chooses not only the most beautiful as to texture 
and uniformity of colour, but those which may be easily cut into the most deli- 
cate mouldings, and which, moreover, will stand the winter's frost and the 
summer's heat. It may be remarked, that the hardest stones are not always 
those which hold out the best against the effects of weather." 

506. Preservation of Stone: Kuhlmann's Method.—Various methods are now 
adopted to prevent the decay of stone. The following is a description of the 
method used at the Louvre, Notre Dame, and other places in France, with marked 
success: “Two and a quarter parts of silica (flint or clean sand) are fused with 
one part of potash ; it is then dissolved by boiling under pressure, in from eight 
to ten times its weight of water. The stonework of old buildings is thoroughly 
cleansed of all that might prejudice its absorbing qualities. Troughs nugged 
with clay are placed against the part of the building intended to be silicated, so 
aa to collect the solution, which is applied with a syringe at intervals of three 
or four hours for about four days, or till the stone (when dry) ceases to absorb. 
It is considered desirable that this process should be repeated, but to a less ex- 
tent, the following year. The colour of the stone is not materially changed, 
provided the absorption is tolerably equal, and the silicalisation effected by a. 
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number of applications of weak solutions, both of which conditions are necessary 
to success." 

507. M. Kuhlmann thus explains the rationale of the process of induration thus 
effected: “The carbonic acid of the atmosphere separates the silica from the 
potash, leaving it deposited in the pores of the stone, when, should the carbonate 
of lime be present (as in limestone), it combines with it, and forms the silicate 
of lime, while the soluble salt—viz. the potash—is removed by the rain or other 
means." The cost of the process in France is stated by Mr H. H. Burnell to be 
1s. 3d. per superficial yard. 

908. Daines Method.—Mr Daines, who has devoted considerable attention to 
the causes of decay in stone, states it to be his opinion that * alkaline efflor- 
escence i8 the primary cause of decay in stonework. This efflorescence is the 
result of chemical agency, not the least of which will be found in the cement 
or mortar employed for ‘ bedding,’ or jointing, the work, as in all cases it may 
be observed that crystals are found commencing at the angles or joints of the 
work before the walls are thoroughly dry ; and, in the first instance, the disin- 
tegration which follows proceeds from the alkaline matter contained in all ce- 
ments and mortars now in general use. In many cases it is accelerated by the 
employment of sea or salt sand, which is too often used, as the damp developed 
on the internal walls of many of our buildings plainly testifies. If pieces of 
Bath or Caen stone, one inch thick, be set with a layer of Roman cement be- 
tween, and be exposed to the action of the air, it will be found, in the course of 
three or four years, that the cement will have so acted upon the stone as to 
render it incapable of being crushed by pressure between the thumb and finger 
in consequence of its decomposition by the chemical action of the cement. A 
proof of the destructive effect of salt upon stonework may be observed in any 
seaport town. The stone-buildings which are exposed to the sea-breezes show 
plainly this effect. . . . In certain localities where the atmosphere is com- 
paratively free from that influence, vegetation may be observed as accelerating 
the progress of decay." The most obvious effect of salt on stones is to be seen 
on the walls of salt-works situate on the sea-shore. 

509. As to the remedy for the decay of stone, Mr Daines states, that he em- 
ploys a *'solution of one part by weight of sublimed sulphur in eight parts of 
linseed oil, heated in a sand-bath to a temperature of 278? Fahr, by which pro- 
cess the vegetable mucus of the oil is precipitated, and the watery particles 
evaporated, and their place supplied by the sulphur, which is readily taken up 
by the oil at the above temperature. The solution is applied with a common 
painter's brush to the surface of the stone until it will absorb no more. Sulphur 
is stated by ancient and modern chemists to be insoluble in water, and to suffer 
no change by exposure to air; and farther, it is known to be a decided foe to 
vegetation. . . . For these reasons," says Mr Daines, ‘‘I have selected it as 
the basis of the indurating medium. The stone so heated becomes extremely 
hard, almost equal to granite; and so far as I have been able to test its preserv- 
ing qualities, a period of four years shows, not only that no decay has taken 
place, but time actually seems to increase its hardness." 

510. Hansome's Method of Preserving Stone.—Mr Frederick Ransome, of Ips- 
wich, has introduced a mode of preserving stone by the application of a “wash,” 
or substance applied after the manner of paint, by which he states that “the 
softest and most friable stone can be rendered impervious and imperishable.” 
The method employed consists in applying to the stone surface a solution of 
silicate of soda, allowing this to be absorbed, and finally applying a solution of 
the muriate of lime. These two substances, exercising a chemical reaction, fill 
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up the pores of the stone with an insoluble substance, the silicate of lime. Ob- 
jections have been made to this mode of preserving stone, on account of the 
whitewashed appearance it sometimes gives to stone subjected to the process, 
and also from the liability of the particles of silicate of lime, which become 
pulverulent when dried, to be washed out by the action of the rain. Mr Ran- 
some, however, it is right to state, has answered these objections. A very ex- 
tended trial of the method is, while we write, being made at the Baptist Chapel 
at Bloomsbury, the result of which will place its capabilities before the public. 

511. The following is the method to be adopted, as recommended by the 
patentee : ** The surface of the stone, &c., should be thoroughly cleaned by the 
removal of any extraneous matter, and the prepared silicate should then be laid 
on evenly with a brush. As soon as this is properly absorbed, and before it has 
had time to dry, the prepared calcium, diluted with an equal quantity of water, 
should be applied and well worked upon the silicate with a stiff brush until all 
froth has disappeared in the pores of the stone. When dry, a second coating of 
the prepared calcium should be applied to insure the complete neutralisation of 
the silicate. Should the stone be of a very absorbent character, it may require 
a second dressing, in which case it is better to allow the first application to get 
thoroughly dry, and then proceed in the same manner as before. About four 
gallons of each solution will be required for every hundred yards of surface.” 
The above solutions can only be obtained of the patentee, Mr Frederick Ran- 
some, Whitehall Wharf, Cannon Row, Westminster, and Patent Stone Works, 
Ipswich. 

512. Paul's Method of Preserving Stone.—Mr Paul applies to the surface of the 
stone to be preserved a solution of aluminate of potash. The action of this is 
not instantaneous, like that of Mr Ransome’s process, but, being gradually de- 
composed by the carbonic acid of the atmosphere, deposits alumina in the pores 
of the stone, and creates an insoluble substance, which is not liable to be acted 
on chemically by atmospheric influences or mechanically washed out by rain. 

513. Szerelmey's Mode of Preserving Stone.—' This method, which, under the 
auspices of the late Sir Charles Barry, who had, it is said, formed a high opinion 
of its merits, is being carried out on a large scale at the Houses of Parliament, 
Westminster, is a secret. We merely mention the fact, to make the reader 
aware of the existence of such an extended trial as is being afforded to the 
PS and that he may note the results, which will doubtless be made public 

after. 

514. Principles of Preservation of Stone.—In concluding our remarks on the 
preservation of stone, we may briefly draw attention to the great point to be at- 
tended to, namely, the filling of the pores of the stone with some substance in- 
capable of being acted on by atmospheric influences, so that water may not be 
allowed to permeate the interior pores. Any application which merely surface- 
paints the pores will not be of service, at least it will not act permanently as a 
preservative, but will have to be frequently renewed. The pores must be filled 
up, and that to a considerable extent of their length ; and the substance so used 
for filling up must be indestructible—incapable of being acted on prejudicially 
either by chemical or mechanical atmospheric influences. 

515. Artificial Stones.—A few notes on this subject may be useful, as many 
are now being used in practice. 

516. Ransome’s Artificial Stone.—0Of artificial stones, perhaps the most cele- 
brated, and principally used, is that of Messrs Ransome, known as the “Silicious.” 
This is composed of “ grains of sand, pebbles, portions of limestone, marble, or 
granite, or indeed any other material cemented together by a true glass, obtained 
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by dissolving flint in caustic alkali in a boiler at a high temperature, mixing up 
the materials with this solution into a paste of the consistence of putty; mould- 
ing this paste into any required form; and, after slow air-drying, burning the 
articles thus manufactured in a kiln, at a bright red heat, maintained for some 
time. In the course of this process the alkali combines with the free silica 
and forms a kind of glass, so that the materials become cemented together by a 
substance which does not admit of the smallest absorption of moisture, and is 
consequently absolutely unattackable by frost. It also resists every other kind 
of atmospheric action, and is extremely hard. It possesses, besides, the great 
advantage of not contracting sensibly during the last process of baking.” 

517. Kuhlmann's Artificial Stone.—M. N. Kuhlmann has discovered a simple 
process by which he converts blocks of chalk, which in its natural state is 
easily and cheaply worked into any shape or form, into a hard material re- 
sembling stone. It has a smooth appearance, a compact grain, and is suscep- 
tible of a high polish; it is also unaffected by damp. The process consists in 
subjecting the chalk or soft limestone to the action of a solution of silicate of 
potash, lime having a great affinity for silica dissolved in potash. The quantity 
of silica taken up by the chalk may be increased by alternately exposing it to 
the action of the solution and the air. A cement or plaster, which is capable 
of being applied to soft limestone buildings, may be prepared by mixing some 
powdered chalk in a solution of silicate of potash. By impregnating the chalk 
with metallic sulphates, under circumstances of easy attainment, a variety of 
beautiful shades of colour is produced. 

518. Enameled Slate.—'lhis seems a fitting place to notice the enamelled 
slate of Mr Magnus of Pimlico. The patentee, by a simple process—the nature 
of which is not publicly known—gives to slabs of slate all the appearance 
of beautifully grained marbles with highly polished surfaces. In addition to 
the beauty of the material thus prepared, it possesses the advantage of lightness 
with a strength equal to about four times that of ordinary stone. "This enables 
long slabs of it to be used for various purposes—the lining of walls, butts, 
chimney-pieces, wash-stand tops, &c. 

519. Artificial Materials for the production of Architectural Decoration.—In ad- 
dition to stucco, a variety of materials are now used for the production of orna- 
ments in relief, such as carton pierre, papier maché, and leather. Carton pierre 
is composed of the pulp of paper, mixed with whiting and glue. This is pressed 
into moulds of plaster backed with paper, and, when set, dried in a drying-room. 
From its lightness, strength, and ease of application, this material is now be- 
coming much used for decorative purposes. Messrs Jackson and Sons, Rathbone 
Place, manufacture it extensively. Papier maché, as used for architectural de- 
coration, is prepared by gluing sheets of brown paper together, and pressing 
them into metal moulds. After receiving the impress of these, it is trimmed, 
and a composition of paper pulp, rosin, and glue poured into the mould, in 
which the paperis again inserted ; asit is pressed upon the composition, a sharp 
well-defined ornament is produced. Leather is now used to produce ornaments 
in relief, being stamped by powerful hydraulic pressure, the relieved parts being 
filled in at the back with a composition. Vulcanised India-rubber and gutta- 
percha are also used for the production of decorative ornaments in relief. 


520. Section Seconp—Brick.—If properly made, bricks are little inferior in 
strength, hardness, and durability, to the building-stones in ordinary use. When 
broken across, their fracture should present a fine, compact, and uniform texture, 
of a brownish colour: a whole brick, when struck, should give a clear ringing 
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sound. In Scotland considerable prejudice exists against the use of bricks, 
as compared with stone, more especially for domestic structures. 

521. The following remarks from the Report on the Condition of the Labouring 
Population are deserving of serious consideration, as showing that, as respects 
the prevention of damp at all events, stone is not so useful as is generally sup- 
posed: “ Wood and wattled houses, such as our forefathers built, are the driest 
and warmest of all; brick is inferior in both these requisites of a comfortable 
house; but stone, especially the unhewn stone, as it is unnecessarily employed 
for cottages, is the very worst material possible for the purpose. The evil 
arises from two causes: the stone is not impervious to water, especially when 
the rain is accompanied by high winds, and it sucks up the moisture of the 
ground, and gives it out into the rooms; but principally stone is a good con- 
ductor of heat and cold, so that the walls, cooled down by the outer air, are con- 
tinually condensing the moisture contained in the warmer air of the cottage, 
just as the windows steam on a frosty morning; besides, the abstraction of 
heat in stone houses must be a serious inconvenience. . . . . Of course I do not 
attribute all the damp of our cottages to the stone—much of it is due to the wet 
climate, soil, and building so near the ground; but the stone, as a material of 
building, must bear a considerable share of the blame." 

522. Advantages of Brick.—And here we may perhaps be permitted to give 
afew sentences on this subject which we some time since contributed to the 
pages of the Agricultural Gazette, noting here only that, although the remarks 
were made more particularly with reference to the advantages of bricks for 
cottage building, they are obviously applicable to the other buildings of the farm: 
“Of the various materials employed for walls, none combine so many of the 
essentials necessary to secure good construction as brick. It is easier set up, 
admits of good joints being secured, and gives rise to none of the vacuities 
observable in rubble walls, which harbour mice and rats, so annoying to the 
farmer, especially in the steading, and is less liable to atmospheric influences 
than stone. An inspection of a vast number of houses in England and Scotland 
has gone far to convince us that the employment of brick in Scotland would 
lessen the number of damp houses there so often met with ; for it is a notorious 
fact, which even a most cursory inspection will show, that there is a much 
higher proportion of damp houses of stone in Scotland than amongst brick 
housesin England. Nor is this to be attributed to the difference of the climate. 
Some districts of Lancashire, not a hundred miles from Manchester, enjoy a 
far more unenviable reputation for rain and humidity than many parts of Scot- 
land; and yet there is a marvellously small proportion of damp houses met with 
in those districts—small compared with similarly humid districts in Scotland... 
: . Nor need the want of solidity be brought against brick walls; a well-built 
9-inch brick wall will compare very favourably with a 24-inch stone wall, built 
in the wretchedly scrimped honeycomb system—too often passed off as good 
work in Scotland. Neither in view of the economical features of construction 
is brick as a building material to be classed as low as it is in Scotland.  Esti- 
, mates for cottages of brick would contrast favourably with those of stone, every- 
thing else being equal in both cases. Not seldom have we heard astonishment 
expressed at the low rate at which good cottages, with ample accommodation 
and convenient fittings, can be built in England. .... It is easy to bring 
vague objections against brick houses as to being cold, and to indulge in jokes 
at the expense of their solidity ; but it should be remembered that the winters 
of England are little less severe than those of Scotland, and the inhabitants of 
the former as keenly alive as to what constitutes household comfort as those of 
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the latter country, and that the apparent thickness of Scotch walls does not 
always insure dryness or warmth.” 


523. Section Tnirp—Slates—Tiles.—Blue slate is derived from the primitive 
rock clay-slate. It occurs in large quantities through the mountainous parts of 
the kingdom. Good slate should not absorb water, and it should be so compact 
as to resist the action of the atmosphere. When it imbibes moisture, it becomes 
covered with moss, and then rapidly decays. 

524. The principal blue-slate quarries in Great Britain are in Wales, Lanca- 
shire, Westmoreland, Cumberland, Argyll, and Perth shires. The most exten- 
sive quarry is in Caernarvonshire, in Wales, near the town of Bangor, on the 
Penrhyn estate. It employs 1500 men and boys. The Welsh slate is very 
large and smooth, and much of it is fit for putting into frames for writing-slates. 
When used very large, being thin, it is apt to warp on change of temperature. 
The English slates at Ulverstone, in Lancashire, and in the counties of West- 
moreland and Cumberland, are not so large as the Welsh, but equally smooth 
and good. The Easdale slates, in Argyllshire, are small, thick, waved on the 
surface, and contain many cubical crystals of iron pyrites, but its durability is 
endless. Being a small and heavy slate, it requires a stout roofing of timber to 
support it. The Ballachulish slates are rather smoother and lighter than the 
Easdale, though also small, and containing numerous crystals of iron pyrites, 
and is equally durable. The slates in Perthshire are of inferior quality to either 
ofthese. ‘* The ardesia of Easdale,” says Professor Jameson, “ was first quar- 
ried about a hundred years ago ; but was for a long time of little importance, as 
sandstone flags and tiles were generally used for roofing houses. As the use of 
slates became more prevalent, the quarries were enlarged, so that 5,000,000 
slates are annually shipped from this island. The number of workmen is at 
present (in 1800) about 300, and they are divided into quarriers and day- 
labourers. The quarriers are paid annually at a certain rate for every 1000 
slates, from 10d. to 15d., I believe, as their work has been attended with more 
or less difficulty. The day-labourers are employed in opening new quarries, 
and have from 10d. to 1s. a-day." 

525. Slates are assorted into sizes at the quarry. The following are the dis- 
tinctive names and sizes of slates known in the trade: Doubles, 13 inches by 
6; ladies, 15 inches by 8; countesses, 20 inches by 10; duchesses, 24 inches 
by 12; rags, 36 inches by 24; queens, same size as rags. This size, 3 feet 
by 2, may be taken as the average size of rags and queens, there being no de- 
finite size for these classes. The dimensions of the remaining classes, imperials 
and patent Wyatts, are 30 inches by 24. Slates are sold by long tale, 1200 
for 1000 : 100 feet superficial is termed a square. Of doubles, 1000 (1200) will 
cover 24 squares; of ladies, 42 squares; of countesses, 74 squares; and of 
duchesses, 10 squares. The weight per square of the three latter classes is 
nearly 6 cwt. Of rags and queens, a ton will cover nearly 2 squares; of im- 
perials and patent Wyatts, from 21 to 23 squares. 
` 526. Grey Slates are pretty smooth on the surface, and when so compact in 
texture as to resist moisture, form a durable though very heavy roof. 

527. The cost of grey slating depends on the locality where itis wished to be 
done. At Edinburgh it costs L.6 a-rood; whereas in Forfarshire, the matrix of 
the grey slate, it can be done, exclusive of carriage, for L.2, 10s. the rood. In 
Forfarshire the slates cost L.4 per 1000; 360 are required for a rood ; the put- 
ting them on, including dressing, holing, pins for the slates, and nails for the 
lath, costs only 15s.; and with moss for bedding, 1s., and lime for teething, 3&— 
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22a. the rood. The 020760 angular freestone ridging-stone, always accompany- 
ing grey slating, including carriage, costs 6d. a lineal foot, or 10s. the rood. 

528. Grey slates are obtained in best quality from grey slaty inferior sand- 
stone, belonging to the old red sandstone series. They are derived from the 
same quarries as the far-famed Arbroath pavement, being, in fact, formed by 
the action of frost on pavement, set on edge for the purpose. A mild winter is 
thus unfavourable to the making of slates. From Carmylie to Forfar, in Forfar- 
shire, is the great field for the supply of grey slates; and as blue slates could 
only be obtained there by sea and long land carriage, before the introduction of 
railways, end there is little clay fit for tiles, they constituted the chief roofing of 
cottages and small farmhouses in that part of the country, their aspect being 
cold and unpicturesque, though snug enough. The easy transit now by rail- 
ways may effect a material change in that quarter in favour of blue slates. 

329. Of all sorts of slating, there is none equal to blue slate for appearance, 
comfort, and even economy in the long-run. When a blue-slate roof is well 
executed at first, with good materials, it will last a very long time.  Tile- 
roofs are constantly requiring repairs, and the employment of grey slate is a 
sacrifice of, and a burden upon, timber. Of the blue slates, the Welsh give 
the cheapest roofing, being larger and much lighter than Scotch or English 
slates, 

530. Tiles—Tiles should be smooth on the surface, compact, and ring freely 
when struck, when they will resist water. When they imbibe moisture by 
porosity, they svon decay in winter by the effects of rain and frost. 


931. Section Fourtu.—HMortar, Concrete, Beton, Hydraulic Cements, and 
Cements. 

532. Mortar is a combination of lime and sand. Lime, in its ordinary state 
of carbonate, is useless for building purposes ; but, when burnt, a new substance 
is produced, which has a powerful affinity for water : this new substance is termed 
an oxide of calcium. When water is added to this, a hydrate is formed, which, 
when combined with sand, forms a new substance again—namely, a silicate. 
The office which the sand performs is simply to act as neucli, round which the 
crystals of carbonate of lime, and the portions of silicate which are formed, may 
arrange themselves. Sand, therefore, must not be rotten or friable ; moreover, 
it must contain no salt calculated to make the lime soluble; hence the use of 
sea-sand must be avoided. 

933. The Sands used for the preparation of mortar are generally classed as pit, 
river, and sea sands. Of these, river-sand is generally considered the best, pit- 
sand being dirty and sometimes friable; while the sea-sand is objectionable for 
the reason stated in last paragraph, as also from walls built with it being pe- 
culiarly liable to atmospheric influences, soon showing damp, arising from the 
affinity salt has for moisture. A mixture of coarse and fine sand is better than 
sand of equal fineness. For good mortar, the proportion of lime to sand should 
be two and a half of sand to one of lime. 

994. Concrete is a compound of lime finely pulverised, gravel, or broken'stones 
—the more angular the better—and sand. The whole must be mixed up near 
the spot where the concrete is to be used, as it sets very quickly. The propor- 
tions of this compound vary with the locality, and with the practice of engineers. 
The lime must be fresh burned, and pulverised without slacking. A proportion 
adopted in London is five parts of gravel and sand to one of lime. The materials 
are thoroughly mixed up while dry, and a little water is then added to bring the 
whole to the consistence of mortar; it ia then quickly worked up with a shovel, 
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and applied. In filling in foundations, it is considered by some a good plan to 
* toss" in the concrete from some height, as it tends to consolidate the mass. 
A contrary result may, however, be apprehended, as it tends, we think, to separ- 
ate the constituent parts. When first made, the bulk of concrete is less than 
the bulk of the materials of which it was composed ; but the mass ultimately 
expands, in the proportion of nearly half ay inch in height for every foot of 
depth. 

535. In some instances concrete is applied in blocks as a building material, 
but both in durability and transverse strength it is very deficient. Away from 
atmospheric influences, such blocks may be used in the interior of thick walls. 
As a material for securing a good foundation, and for the prevention of damp, it 
is exceedingly valuable, and is deservedly in high repute. 

536. The term Beton is applied to any mixture of hydraulic lime with frag- 
ments of brick, stone, or gravel. The most economical mixture, and one which 
is very good, is broken stone or brick, in fragments of the size of pigeon eggs, 
with coarse and fine gravel. In preparing beton, the lime is first prepared, with 
which is next incorporated the finer quality of gravel used. This is then spread 
out where required to a depth of some 4 or 6 inches, over which the coarse gravel 
and broken fragments of stone or brick are then strewed, and the whole brought 
to a well-mixed condition with water by the spade or the lime-hoe. Beton is 
superior to concrete, especially for foundations under water, or in wet soils. 

537. Hydraulic Cements.—Pure lime, when reduced to a paste by the addition 
of water, has no tendency to harden—the lime, after the water has evaporated, 
returning to its original dry condition. Different effects are produced, however, 
on different limes by the addition of water: thus, in some, termed “ rich or fat 
limes,” the bulk is much increased; in others the bulk is very slightly altered. 
These last are termed “ poor" or ‘“ meagre ” limes, and are those only which, 
in combination with silica, alumina, and magnesia, have the power of harden- 
ing under water. This combination of poor limes with silica, &c., is called a 
hydraulic mortar or cement. 

538. There are various methods of forming this species of cement. Smeaton's 
mortar, as used at the Eddystone lighthouse, was “ composed of equal parts of 
Aberthaw lime in the state of hydrate of lime in fine powder, and puzzolano also 
in fine powder, well beaten till it had acquired the utmost degree of toughness.” 
Puzzolano is a volcanic concrete thrown up from Vesuvius; it is so named from 
the town Puzzuoli, where it was first found. An artificial puzzolano is prepared 
by burning clay. The cement or hydraulic mortar used by the Romans was 
composed of two parts of puzzolano to one of lime. The facing of the London 
docks was cemented with an excellent mortar, composed of four parts of lias 
lime, six of river-sand, one of calcined limestone, and one of puzzolano. A good 
hydraulic mortar may be composed of two and a half parts of burnt clay to one 
part of blue lias lime, to be pulverised between rollers, mixed, and used im- 
mediately. ` 

539. Many calcareous clays or argillaceous limestones possess the property of 
hardening under water when made into lime or hydraulic cement. When the 
proportion of clay is only about 10 or 12 per cent, the hydraulic cement made 
from these takes about twenty days to set in moist places. The hardening, 
however, takes place in two or three days, when the proportion of clay reaches 
to 20 or 25 per cent. A minute division of the clay, and a condition in which 
part of the silica is given up on the application of caustic potash, is considered 
to give the best results. 

540. Roman or Parker's Cement i8 made in England from nodules of calcareous 
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matter, found in the London clays of Sheppey and Harwich, and the Oxford and 
Kimmeridge clays. The Medina Cement, so called, is of the same kind, but of 
lighter colour, and is made from the Hampshire septaria. Atkinsons Cement 
is made from the lias. 

541. Portland Cement.—The most important of the artificial hydraulic cements 
is that known as Portland. It is “made from carbonate of lime mixed in defi- 
nite proportions with the argillaceous deposit of some rivers, running over clay 
and chalk." The whole are pounded together and afterwards dried and burnt. 
It is called Portland cement from its colour, resembling that of the well-known 
Portland stone. It is a cement possessed of extraordinary strength, being four 
times nearly as great as that of any of the natural hydraulic cements. It forms, 
when mixed with small or even with broken bricks, a concrete of great strength : 
the proportion of cement required being.so small as a tenth or even a twelfth 


542. At the Great Exhibition of 1851 a series of interesting and valuable ex- 
periments were made to test the cohesive strength of Portland cement, as com- 
pared with Parker's or Roman. In one experiment, “a block of neat Portland 
cement, having a sectional area of 16 inches (4 inches square) was suspended 
from each end, and the weight applied exactly in the centre. The block had 
been made four months. It broke at 1580 lb. The fracture was perpendicular, 
even, and good. An exactly similar block of neat Roman cement, made from 
Harwich stone, and seven weeks old, broke at 380 lb. This must have been 
a bad sample of the material." 

543. A block of neat Portland cement, having a sectional area, measuring 22 
inches by 2 inches, was pulled asunder, with the fracture, as shown at the top, 
at 2280 lb. A block of Portland stone, having the same sectional area, and in 
all respects resembling the above, broke at 1480 lb. The fracture showed no 
flaw in the stone, which was of even grain and sound quality. 

544. The principal experiment was the breaking of a beam constructed of 
ten courses of hollow bricks, cemented together, the upper part with three courses 
on edge and four on the flat, the lower two on edge and one on the flat. They 
Were put together with Portland cement, and strengthened with hoop-iron band, 
ll-inch broad and 1-16th of an inch thick. Fifteen of these iron hoops were in- 
serted. The following were the dimensions of the beam :— 


Feet. Inches. 
Total length, ae sa E 21 4 
Length between bearings,  ... s 21 4 
Depth, iis - ass 4 6 
Thickness at bottom, iis ous 2 3 
Do. at top, T ase 1 6 


The total weight of the beam, including 1200 bricks, 32 bushels of cement, and 
32 of sand, was 17,150 lb. 672 lb. of stone were placed at the top of the 
beam. The weight of the attached scale was 1792, and the suspended portion 
of beam 15,000—making the total suspended weight 17,464. The total sec- 
tional area cemented was 700 square inches, and the depth of the beam being 
33] inches, the measure of its strength was 700 x 524 = 36,750. For some 
months the beam was unsupported, carrying the weight as above stated, 17,464 
lb, A weight of 15,000 lb. was loaded on the beam at the centre; the load- 
ing was continued after some days, till it reached the amount of 41,000 Ib., 
Which caused a deflection of nearly four-eighths of an inch. 41,600 Ib. caused 
two cracks on each side of the fourth brick from the centre, and not long after- 
wards a crack exactly in the centre. On the addition of 10,000 lb. to the load 
the piers were affected, as shown by the breaking of a string which was stretched 
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from one end to the other, and attached to the piers to measure the deflection. 
This weight caused the crack to extend through the six lower courses, and in- 
creased the deflection to 5-16ths of an inch. The weight being increased to 
62,800 lb., which was borne for a short time, all the fissures widened, the centre 
crack extending vertically alike through cement and bricks; the piers were 
ultimately thrust a considerable distance out of the “plumb,” and the beam 
broke into two parts. 

545. The beam tested with Roman cement was of the ordinary stock-bricks, 
banded as usual, bedded and jointed with cement composed of equal proportions of 
best Roman cement and clean Thames sand. In this beam there were nineteen 
courses, the thirteen upper ones being two bricks deep, and the six lower ones 24 
inches— fifteen bands’ of hoop-iron being inserted, 14-inch broad and 1-16th of 
an inch thick. The sectional area was 1107 inches, the distance between the 
bearings being 21 feet 4 inches. After having been built for three months it 
was loaded with a weight of 11,200 lb., suspended, as usual, from the centre. 
At the end of another period of three months the weight was increased 
24,000 15. ; after twelve months it broke down with a weight of 50,622 Ib. 

546. “ The true comparative strength," says the reporters, “of Roman and 
Portland cement, is perhaps not so well tested as if the bricks had been of the 
same kind in the two experiments; but, estimating as nearly as circumstances 
will admit, it appears that the Portland bears to the Roman a ratio of 2} to 1, 
very nearly. It must, however, be remembered that the Roman cement beam 
had been built seventeen months, and the Portland only five, a fact greatly in 
favour of the former material.” 

547. To ascertain the resistance of Portland cement to crushing weights, the 
following experiments were instituted: “ A block of neat Portland cement, 
manufactured by Messrs Robin, Aspden, & Co., thirty days old, measuring 18 
inches by 9 x 9, was tested by a Bramah’s hydrostatic press, and is said to have 
withstood a pressure of 41 tons for upwards of a minute, when it broke up with 
a report. A similar block of one part cement and one sand, twenty-eight days 
old, cracked at 108 tons. Another, four sand and one cement, at 45 tons; and 
another, nine sand and one cement, at 4} tons. A small piece of neat Portland 
cement, exposing a surface of 14 inch by 1 inch, and six months old, withstood a 
pressure of 40,320 lb., while a piece of Portland stone, of the same size, cracked at 
2576 lb." For details of other experiments, see the Jury Report of the Great 
Exhibition of 1851, pp. 587-9. 

548. Of the cements known as Martin's, Keene's, and Parian, sulphate of lime 
or gypsum is the base. In these “the plaster in the state of fine powder is 
thrown into a vessel containing a saturated solution of alum, sulphate of pot- 
ash or borax. After soaking for some hours it is removed and air-dried, and 
subsequently rebaked at a brownish-red heat. When taken out of the oven it 
is once more reduced to a fine powder, and carefully sifted, after which it is 
fit for use, but when slacked a solution of alum is employed instead of pure 
water. The cement is called Parian when borax is used; Keene's when sul- 
phate of potash ; and in Martin's, pearl-ash as well as alum is employed.” 

549. Keene's, Parian, and Martin's cements are principally used for decorative 
purposes, but so far as the Farm Buildings are concerned, a much more practical 
value is attached to them, from the circumstance of their being peculiarly well 
adapted for forming skirtings of granaries, barns, &c., uninjured by damp and 
perfectly vermin proof. 

550. Stucco for decoration is a combination of plaster-of- Paris — calcined 
gypsum—with a solution of gelatine or strong glue. 
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551. Scagliola.—' This material is much used as an economical means of 
imitating the finer kinds of marble. It consists of a coating of plaster mixed 
with alum and colour into a paste, and afterwards beaten with fragments of 
marble. The surface on which it is to be laid is previously prepared with a 
“key” of lime and hair. In this work, resembling as it does that of the fresco- 
painter, everything depends upon the skill of the operator. 

552. Marine Cement.—An excellent marine cement, according to Mr Chalmers, 
may be artificially obtained by ‘submitting to a moderate heat a mixture of 70 
to 80 parts of pure limestone, and 20 to 25 parts of fine sand or flint; a defi- 
nite silicate of lime which, in forming a hydrate, takes up six atoms of water. 
The more intimate the previous mixture of the materials the better.” The 
same authority has the following remarks on marine cements: “Cements 
which set quickly, and are prepared under moderate heat, are always difficult 
to manage in marine works, as they contain no free lime, and consequently 
their hardness is all that preserves them from the influence of the sea-water. 
They may, however, be improved by adding a certain proportion of lime, and 
letting the mixture stand a considerable time. Natural or artificial cements, 
well burnt, and containing only a small portion of quicklime, such as those of 
Parker, the Medina, or the Portland, owe the great solidity which they acquire 
under water almost entirely to the presence of the hydro-silicate, as Si. 0° + Ca. 
0+ H. 0 contains less water by half than the corresponding silicate produced 
in the hydraulic lime or cement which is burnt at a lower temperature. These 
we find to answer best for works which are constantly immersed. They would 
not probably answer so well for those exposed on each side to the effects of 
water at varying heights. Artificial puzzolana but seldom gives good results. 
With natural puzzolana fat lime should be used in preference to hydraulic lime; 
and it is most important to submit the mixture previously to a long soaking in 
a small quantity of water. This plan is adopted by the Dutch engineers, and 
tends to account for their remarkable success." 

553. The same authority lays particular stress on the following qualities 
essential to the formation of good marine cement. The materials to be most 
thoroughly pulverised before mixing. ‘Sufficient free lime must be present 
to allow the carbonic acid in the water to combine with it, and form a protecting 
coating of carbonate. A long soaking of the materials, in order that the 
chemical combination necessary for the ultimate stability of the mortar, may 
take place before it is actually used.” 

554. Medina Cement for Farm Structure.—Labourers' cottages have been 
constructed by Messrs Francis & Sons, of Vauxhall, of Medina cement concrete. 
The concrete is made of sea-beach or washed gravel stones, with a small por- 
ton of Medina cement, in quantity sufficient to bind the stones together, but 
without filling the vacuities; a hollow wall is produced which dries instantly, 
80 that the building can be inhabited a week after erection. The concrete is 
laid between an inner and outer row of planks, which, after the concrete is set, 
are taken down, and can be used to form the floors, doors, &c., or used in the 
erection of another building. The chimney-stack is similarly formed, and 
lined with drain-pipes. The top of the wall is finished with a wooden wall- 
Plate, to receive the roof. A hut 40 feet by 20 can be erected for £100, or if 
اوہ‎ giving two cottages with three rooms each, £140, or £70 


555. Two huts were erected at Shorncliff upon this principle, and in con- 
tection with which the Inspector-General of Fortifications granted the following 
certificate: “ These buildings give great satisfaction, and have been highly 
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approved of by the officers and soldiers who inhabit them. They are superior 
to 9-inch brick work, as that description of wall will not keep out the wet 
‘without being plastered; whereas the Medina cement concrete huts are, from 
the nature of their construction, necessarily plastered, and are therefore warm 
and dry. They are also very strong and substantial, and as well adapted for 
two storeys as one. Their great advantage over brick, or indeed wooden huts, 
is the rapidity and economy with which they can be constructed, combined 
with a durability little if at all affected by time.” This principle of construc- 
tion is obviously applicable to the erection of various structures of the farm, 
especially of sheds for stock in the fields. 

556. Cements for Lining Water-Cisterns, Tanks, jc., may be easily made by 
mixing 24 parts of chalk with 1 of lime, and applying them in the state of a 
paste, of a consistence easily applied: this will be found useful for lining 
cisterns, &c. 

. 557. Stone cisterns may be put together with a cement made of boiled lin- 
seed-oil, litharge, red and white lead, mixed together till of proper consistence. 
The proportion of ingredients may be varied, care being taken not to make 
the cement too thin. This cement is also useful for joining flanges of iron 
pipes, &c. 

_ 558. Cracks in Iron Boilers can be stopped up by a cement made by mixing 
6 parts of clay and 1 of iron-filings, with as much linseed-oil as will make the 
cement of a proper consistence. 

559. Pottery, Drain-Fubes, and Articles of Stone, may be fixed with a cement 
made of 7 parts of rosin and 1 of bees'-wax, melted and mixed with a small 
quantity of gypsum, or plaster-of-Paris, or pounded chalk. In cementing such 
articles as are mentioned, it should be borne in mind that the thinner the 
stratum of cement between the two surfaces the firmer will be their adher- 
ence. 

560. A Cement useful for Joining Glass, §c., and metallic surfaces, is made as 

follows: °“ To an ounce of mastic add as much highly rectified spirits of wine 
as will dissolve it. Soak an ounce of isinglass in water until quite soft, then 
dissolve it in pure rum or brandy, until it form a strong glue, to which add about 
a quarter of an ounce of gum-ammoniac, well rubbed and mixed. Put the two 
mixtures together in an earthen vessel over a gentle heat; when well united, 
the mixture to be put in a phial, and well stopped." In using it, the phial must 
be placed in warm water to melt the cement; the edges of the glass to be 
joined should also be warmed. After the cement is put on, the edges should be 
kept in close contact for at least twelve hours. 
. 561. A Cement well adapted for Filling up Holes in Roofs, Stone Walls, óc. 
and which hardens by exposure, is made by mixing up white sand and white 
lead to a consistence rather thicker than that of ordinary paint. It may be 
used for stopping up leaks in cisterns, &c. 

562. A Cement applicable for the Covering of Exterior Work, Lining of Cislerns, 
§c., may be made as follows: Take 6 parts of burnt clay, 1 part of white lead, 
1 part of litharge (red oxide of lead), and 3 parts of linseed-oil. Vauban 
cement for lining cisterns is made by slaking 5 or 6 parts of rich lime in 
linseed-oil, and mixing this up with 2 parts of cement, passed through a fine 
sieve. The cement should be well incorporated, and allowed to lie for a night, 
and beaten up and applied next day. It is to be laid on in thin coats, about 
i-inch thick, some days being suffered to elapse before the succeeding coats 
are put on. Each coat should be scored, to form a key for the succeeding one. 
The last coat is of course left smooth. 
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563. Section FirrH. — Exterior Finishings, Rough-Casting, Stuccoing.—We 
purpose giving a few hints on the finishing of external walls, as rough-casting, 
stuccoing, &c. The outside walls of pisé houses are finished in two ways—these 
are, rough-cast and stucco. Rough-cast consists of a small quantity of mortar 
diluted with water in a tub; to this a trowelful of pure lime is added, so as to 
make the whole of the thickness of cream. To finish the walls with greater 
expedition, the joist-holes may be left not filled up; into these, joists may be 
inserted, on which to place scaffolding to bear the operatives. The walls are 
prepared for plastering by indenting them all over from top to bottom with 
numerous hammer or pick marks: the closer these are to each other the better. 
The rough-cast is laid on as follows: The indentations in the wall being first 
carefully swept, the wall being sprinkled with water, the workman takes his 
brush filled with rough-cast mortar and dashes it against the wall. The in- 
dentations in the wall give the appearance of the ordinary rough-cast with peb- 
bles in it. The scaffolding being placed at the top of the wall, he lowers his 
scaffold, takes out the joists, fills up the holes with bricks, mortar, &c., and, 
fastening his scaffold lower down, proceeds as before. 

564. Stucco for outside work is made with one bushel of unslaked lime to 
six bushels of clean sharp sand. Stucco-finishing is laid on as follows: The 
walls being previously indented, swept, and sprinkled with water, the workman 
places some mortar on a flat piece of board 12 inches square, provided with a 
handle, and with a plastering-trowel lays this on the wall, pressing it closely 
between the indentations, and working the surface, finally, fair and level, it 
being sprinkled at the same time by means of a brush with some of the thin 
mortar,—the poorer the mortar the better the stucco. Lime-wash is used as a 
fmal covering to the stuccoed wall. This is made by dissolving some unslaked 
lime in clear water, and sprinkling it on the wall before the stucco is dry. 
When applied in this manner the stucco sets very hard, and the white colour 
of the wash is so incorporated with it that it will never wash off, although no 
size or oil is used—indeed, the using of these renders the white dead and less 
brilliant; whereas, if the lime-wash is alone used, the colour will remain natu- 
rally as long white as the plaster lasts. All the plastering should be done at 
one time: new plastering never sets well with old. It is absolutely essential 
that the walls shall be thoroughly dry before the plaster is laid on. If this is 
not attended to, the plaster will inevitably scale and blister off, leaving un- 
seemly spots. 

565. The method of Rough-Casting Rubble Stone or Brick Walls is as follows: 
First wash the earth from the gravel or coarse sand, and bring it to a uniform 
size by sifting it, or passing it through a screen; mix the gravel with newly- 
slaked lime and water, to the consistence of thick cream. Having cleaned 
the part of the wall to be operated on with a rough brush, a coat of lime and 
hair is laid on smooth, and, as fast as some two or three square yards are finished, 
the rough-cast is thrown upon it. Some recommend the first coat of lime and 
hair to be allowed to dry, and a second coat put on, upon which the rough-cast is 
finally thrown. , Instead of throwing the rough-cast on, small pebbles may be 
stuck in the mortar while yet in a soft state. This, however, 18 a tedious process. 

566. Mr Downing recommends a strong and durable stucco for the finishing of 
the outside of rough brick and stone walls, as follows: “ Take stone lime fresh 
from the kiln, and of the best quality, such as is known to make a strong and 
durable mortar. Slake it by sprinkling or pouring over it just water enough 
to leave it, when slaked, in the condition of a fine dry powder, and not a paste. 
Set up a 1-inch wire-screen at an inclined plane, and throw this powder against 
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it. What passes through is fit for use; that which remains behind contains the 
core, which would spoil the stucco, and must be rejected. Having obtained the 
sharpest sand to be had, and having washed it so that not a particle of the mud 
and dirt (which destroy the tenacity of most stuccoes) remains, and screened it, to 
give some uniformity to the size, mix it with the lime in powder, in the propor- 
tion of two parts sand to one part lime. This is the best proportion of lime stucco. 
More lime would make a stronger stucco, but one by no means so hard—and 
hardness and tenacity are both needed. The mortar must now be made by add- 
ing water, and working it thoroughly. On the tempering of the mortar greatly 
depends its tenacity. The wall to be stuccoed should be first prepared by 
clearing off all loose dirt, mortar, &c., with a stiff broom. Then apply the mor- 
tar in two coats: the first a rough coat, to cover the inequalities of the wall, 
the second as a finishing coat. The latter, however, should be put on before 
the former is dry, and as soon, indeed, as the first coat is sufficiently firm to 
receive it: the whole should then be well floated, trowelled, and marked off ; and 
if it is to be. coloured in water-colour, the wash should be applied so as to set 
with the stucco. 

567. Whitewash for External Walls.—A cheap wash for the outside of wood 
cottages, outbuildings, &c., is made by slaking fresh quicklime with boiling 
water, and adding some sulphate of zinc—sufficient water being put in to 
bring the whole to the consistence of cream. The addition of the sulphate of 
zinc tends to harden the wash, and make it more durable. The addition of a 
little sulphate of iron will give the wash a warm tint, which will be much more 
agreeable to the eye than the pure white resulting from the above. 

568. A wash useful for brick and stone walls, rough-casted or stuccoed, is 
made by mixing equal quantities of clean, sharp, and rather coarse sand, and of 
fresh-burnt lime, in 6 or 8 gallons of water. This is to be laid on the walls 
with a brush, care being taken to stir the mixture up each time the brush is 
dipt into it, so as to mix the sand well up. 

569. The following is the recipe for making the celebrated stucco white- 
wash used in the President's house at Washington, United States: “ Take 
half a bushel of good unslaked lime, slake it with boiling water, covering 
it during the process to keep in the steam. Strain the liquor through a fine 
sieve or strainer, and add to it a peck of clean salt previously dissolved in warm 
water; three pounds of good rice, ground to a thin paste, and stirred in while 
boiling hot; half-a-pound of powdered Spanish whiting, and a pound of clean 
glue, which has been previously dissolved by first soaking it well, and then 
hanging it over a slow fire in a small kettle, within a large one filled with water. 
Add 5 gallons of hot water to the mixture, stir it well, and let it stand a few 
days covered from dirt. It should be put on quite hot: for this purpose it can 
be kept in a kettle on a portable furnace. It is said that one pint of this mixture 
will cover a square yard upon the outside of a house, if properly applied. . .. - 
It retains its brilliancy for years. Any required tinge can be given to the pre- 
paration by the addition of colouring matter." 

570. A fawn colour may be made by mixing four parts of amber, one of 
Indian red, and half a part of lamp-black, previously dissolved in alcohol. 


571. Section SIXTH.— Finishing of Interior Walls—FPlastering.—In many cot- 
tages, &c., the stucco already described as useful for outside may be adopted for 
inside walls, partitions, &c. Plaster proper is made of gypsum, or sulphate of 
lime; this is burned or calcined in a simple rectangular kiln or enclosure, formed 
of brick walls. The largest lumps or stones of lime are placed on the floor of 
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the kiln, in such a way as to form, as it were, a series of arches, into the space of 
which the firewood or fuel used in calcining is put, the smaller stones being placed 
above. After being calcined, the time for which operation varies according to 
the quantity of lime to be burnt, the lime is powdered either by hand or a mill, 
after which it is protected from the atmosphere until ready to be prepared for 
plaster. This is done by slaking the powder with water, the quantity of water 
depending on the degree of stiffness required in the plaster. 

572. The first coat is laid on the walls in a thinnish state, and left rough to 
take on the next coat, which must be laid on stiff, and smoothed up with a 
hand-trowel, the surface being levelled with a flat rule. For ordinary work, a 
plaster termed “ coarse stuff" may be made of common mortar mixed with 
coarse hair—cattle or horse, from the tanyard—and thoroughly incorporated. 
In laying this on brick or stone walls, the first coat, which is termed “ render- 
. ing,” is to be crossed or made rough with the trowel, in order to form a key to 
the next coat. This not done where the work is “ two coats ” only. 

573. In this case the first coat or *rendering" is left smóoth; the second coat 
is then put above this—the material for the second coat being of pure lime 
slaked with a small quantity of water, more being finally added to bring it to 
the thickness of cream. After being allowed to settle, the water is poured off, 
and the lime allowed to remain, till, by the evaporation, it is brought to a 
proper thickness for working. Where fine stuff is used for ceilings, a little hair 
is mixed with it, the colour of this being white. 

574. Three-coat work is executed by first laying on a coat of coarse stuff, 
crossing it with the trowel; then above this another coat, smooth and floated 
with a rule, and then finished with a “ set,” or smooth coat of fine stuff. 

575, In partitions where laths are placed across the timbers, and in ceilings 
where only one coat of coarse stuff is laid on between the laths, the operation 
is termed “ lath and plaster." A more finished method, where laths are used, 
is by first laying on a coat (leaving it crossed) of coarse stuff, thereafter a coat 
of fine stuff; a still higher kind of finish being—first, a coat of rough stuff, 
crossed ; next, a second coat, smoothed; lastly, a coat of fine stuff. 

576. The tools used in plastering are simple—a variety of trowels, a small 
square board on which to place a quantity of plaster while working, a handle 
being placed on its lower side by which it is held. The float is a rule which 
may be long enough to be worked by two men—it is used for levelling the 
surface. 

577. Painting Distemper.—Plastered walls may be painted in distemper—that 
is, by colours worked up with size instead of oil. The size is formed of a solu- 
tion of glue. A good substitute for this size can be made by preparing potato- 
starch, adding some of it to a mixture of whiting and water. This colour has 
no smell, and makes a beautiful white colouring-wash for ceilings. Where whit- 
ing cannot be procured, chalk may be pounded very fine, and washed with pure 
water. In mixing up whiting and size for this kind of painting, any desired tint 
may be given by adding the colour finely ground. It must be borne in mind, 
however, that the colour will dry on the walls of a lighter tint than when mixed 
up ready to be used. The proper tint can be easily decided on by painting a 
piece of paper, and allowing it to dry. Two coats must be given in painting 
distemper. 

578. Where old plastered walls become steined, and it is desired to have them 
painted in distemper, the surface of the wall should be cleaned, and one coat of 
white lead in oil, with a little turpentine, given to it: after it is dry, the water- 
colour will be taken on smoothly. 
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579. Painting in Oil.—'The basis generally used in preparing colours is white 
lead. The oil used for mixing the colours is linseed—the dilution being effected 
by spirits of turpentine.  Litharge, sugar of lead, &c., are added to facilitate the 
drying. The following recipe is for white paint, used for exterior woodwork : 
seventy-eight parts of white lead, ground in oil, nine parts of boiled oil, nine 
parts of raw oil, and four parts of spirit of turpentine. For a stone colour for the 
exteriors of buildings, window and door facings, &c.: white, lamp-black, and 
a little Venetian red, ground in oil, and mixed with white lead and boiled lin- 
seed-oil. For a fawn-colour: white, yellow-ochre, and Spanish brown. Fors 
drab: white, Venetian red, burnt amber, and a little black. A green paint, 
useful for outside doors, &c., is made with 1 lb. of verdigris, and 2 lb. of white 
lead, ground and diluted in common linseed-oil—the wood being first painted 
with white, and the green in two coats. | 

580. In painting in oil, ‘‘ when bright colours, as white and grey, are ground 
and diluted in oil, it is advisable to make use of the oil of walnuts; but if the 
colours be dark, such as chestnut, or olive, or brown, you must make use of a 
pure linseed-oil." 

581. In painting wood-work, it is necessary to kill the knots which, in pine 
especially, are frequently met with.  'This is effected by covering them with 
fresh-slaked lime—this being rubbed off after twenty-four hours, and painted 
over with white or red lead. The knots will also be prepared to take on the 
colour properly by first giving them a coat of oil mixed with thelitharge. The 
priming coat of white and red lead, well diluted in oil, is next to be put on, 
previously filling up the nail and other holes with putty, composed of whiting 
and linseed-oil. The first coat of white is next to be laid on, which, after it is 
dried, is to be rubbed down with a pumice-stone, to prepare it for the next coat. 
If the final colour is not to be white, the second coat should have some of the 
intended colour mixed up with it. The third coat is of the requisite colour. 

582. In painting plastered walls, it is absolutely necessary that they should 
be dry: in no case will the work be satisfactory if this is not attended to. As 
plaster will take eighteen months or two years to dry, according to circum- 
stances, it will be as well to paint them in distemper first, washing this of 
whenever the walls are judged sufficiently dry. In painting with oils, the walls 
must be first primed: this is done by giving two or three coats, to harden the 
plaster; thereafter lay on two coats of ochre, ground and diluted in linseed-oil ; 
finish with the paint of the desired colour, one or two coats as may be considered 
desirable. ۱ 
. 583. A paint which dries quicker than oil-paint, and has no smell, may be 
made of milk and lime as follows: “ Take of skim-milk nearly 2 quarts, of 
fresh-slaked lime about 6 ounces, of linseed-oil 4 ounces, and of whiting 3 lb.; 
put the lime in a stone vessel, and pour upon it a sufficient quantity of milk to 
form a mixture resembling thin cream; then add the oil, a little at a time, 
stirring it with a small spatula; the remaining milk is then to be added, and 
lastly the whiting. The milk must on no account be sour. Slake the lime by 
dipping the pieces in water, out of which it is to be immediately taken, and left 
to slake in the air. For fine white paint the oil of carraway is the best, because 
colourless; but with ochres, the commonest oils may be used. ‘The oil, when 
mixed with the oil and lime, entirely disappears, and is totally dissolved by the 
lime forming a calcareous soap. The whiting or ochre is to be gently crum 
on the surface of the fluid, which it gradually imbibes, and at last sinks : at this 
period it must be well stirred in. This paint may be coloured like distemper 
or size-colour, with levigated charcoal, yellow-ochre, &c., and used in the same 
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manner. The quantity here prescribed is sufficient to cover 20 square yards 
with the first coat, and will cost three halfpence a-yard. The same paint will do 
for outdoor work, by the addition of 2 ounces of slaked lime, 2 ounces of linseed- 
oil, and 2 ounces of white Burgundy pitch—the pitch to be melted in a gentle 
heat with the oil, and then added to the smooth mixture of the milk and lime. 
In cold weather it must be mixed warm, to facilitate its co-operation with the 
milk.” —(Ssarn’s Art of House- Painting.) 

584. The following is a very durable paint—more so than the ordinary oil— 
recommended by Mr Downing for cottage-work—its hardness increasing by 
time: * Take freshly-burned unslaked lime, and reduce it to powder. To 1 peck 
or bushel of this add the same quantity of fine white sand, or fine coal-ashes, 
and twice as much fresh wood-ashes, all these being sifted through a fine sieve. 
They should then be thoroughly mixed when dry. Afterwards mix them with 
as much common linseed-oil as will make the whole thin enough to work freely 
with a painter's brush. This will make a paint of a light-grey stone-colour, 
nearly white. To make it fawn or drab, add yellow-ochre and Indian red; if 
drab is desired, add burnt amber, Indian red, and a little black; if dark stone- 
colour, add lamp-black ; or if brown stone, then add Spanish brown. All these 
colours should of course be mixed in oil, and then added. This paint is very 
much cheaper than common oil-paint. It is equally well suited to wood, brick, 
or stone. It is better to apply it in two coats—the first thin, the second thick." 

585. The interior woodwork of cottages may be beautifully stained to re- 
semble oak and walnut, by washing the cleaned surface with diluted sulphuric 
acid (1 ounce of sulphuric acid to a pint of warm water); this to be washed, 
when warm, evenly on the surface of the wood to be stained. The next opera-. 
tion is washing over the surface so prepared with a tobacco stain, made by boil-. 
ing a quantity of tobacco with as much water as will cover it, allowing this to 
get dissolved to the consistence of asyrup by gentle boiling—this being strained 
before using. The stain is laid on with a sponge. When the wood is thoroughly 
dry, it is to be brushed over with 8 ounces of bees’-wax, 4 pint of linseed-oil, 
and double the quantity of boiled linseed-oil. 

986. A varnish for finally covering the surface of the wood thus stained is 
prepared by dissolving in a pint of spirits of wine a 4 lb. of seed-lac. Varnishes 
had better be procured ready-made. | 

987. Outside work may be stained by adopting Mr Wheeler's mode: *' Take. 
best rosin tar, or pitcb, in the proportion of 1 gallon to every 4 gallons of the: 
following—turpentine 1} gallon, seed-lac dissolved in alcohol (in the proportion 
of 1 lb. to 1 quart) 2 quarts, cold linseed-oil 4 gallon, boiled oil 4 gallon, bees’- 
wax 6 lb., ox-gall 1 16. : mix all these together, and add the rosin tar first 
named. Lay it on with a large flat brush." 

988. We would recommend the emigrant to provide himself with a quantity 
of Stephens’ dyes for staining wood: they stain the wood beautifully. The oak, , 
mahogany, and satin-wood colours are 8s. per lb., and are simply dissolved in: 
water: this quantity will make a gallon of stain. Being in powder, they are 
ud carried. Address—Mr Henry Stephens, 54 Stamford Street, Blackfriars, 

ndon. 

589. A Durable Paint for Outdoor Work.—Any quantity of charcoal powdered, 
a sufficient quantity of litharge as a drier, to be well levigated with linseed-oil, 
and when used to be thinned with well-boiled linseed-oil. The above forms a 
good black paint, and by adding yellow-ochre an excellent green is produced, 
which is preferable to the bright green used by painters for all garden work, and 
does not fade with the sun. This composition was first used by Dr Parry of. 
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Bath, on some spouts, which, on being examined fourteen years afterwards, were 
found to be as perfect as when first put up. 


590.—Section SEvENTH.— Timber.—All the varieties of Fir timber imported 
into the country are employed in the construction of farm-buildings, and those 
kinds are most used in localities which are obtained from the nearest seaports. 
For example, along the east coast of this country, Memel logs and Baltic battens 
are used for all such purposes, while on the west coast no timber is to be seen 
in the construction of farm-buildings but what is brought from America. 

591. Norway and St Petersburg battens, being cut to proper lengths and 
breadths, form cheap and very durable timber for all farm purposes. The red 
or white wood battens make excellent floors, and plain deal doors for inside use. 
Such flooring is beautifully dressed by planing machinery such as at the mills at 
Leith. 

592. Memel logs are admirably fitted for joisting, windows, outside doors, and 
all outside work, it being composed of strong and durable fibre, surrounded 
with resinous matter. The greatest objection to its use for small purposes is 
its knottiness, on which account the Norway battens make handier small scant- 
lings and cleaner door-work. 

593. The American red pine is excellent.timber, being clean, reedy, and 
resinous. It is seldom or never of so large dimensions as Memel log. It is 
fitted for beams, joists, scantlings, windows, and outside doors. 

594. American yellow pine is well suited to all inside work, and especially 
that which requires the highest finish, such as bound-doors, window-fittings, 
and mantelpieces. There is no wood that receives paint so well. The logs 
are generally of immense sizes, affording great economy of timber in cutting 
them up. 

595. Swedish 11-inch plank is good and useful timber, but its scantlings are 
not very suitable for farm-buildings. Stout joists for granaries are made of it, 
with a § draught taken off the side for sarking. It forms excellent planking 
for wheeling upon, and for gang ways. 

596. In the interior of the country, at a distance from seaports, home timber 
is much used in farm-buildings. Larch forms good scantlings and joists, and is & 
durable timber for rough work; and so does well-grown Scotch fir of good age, 
and cut down in the proper season ; but in its ordinary state its durability is not 
equal to larch or generally any good foreign timber, for rough purposes.* 

597. All the timber referred to is derived from the trees belonging to the 
natural order of Conifere, or cone-bearing trees. The Scotch fir, Pinus syl- 
vestris, is a well-known tree in the forests of this country, and few new plan- 
tations are made without its aid, as a nurse for hardwood trees. In favourable 
situations it grows to a large size, as is evidenced in the Memel log, which is 
just the produce of the Scotch fir from the forests of Lithuania. Aged Scotch fir 
cut down at Ardovie, in Forfarshire, was of as good quality and useful sizes 8 
the best Memel. 

598. The Swedish plank is of the spruce, Abies excelsa or communis, a tree 
which, as it is treated in this country, comes to little value, being rough and 
full of knots. Inspection of a cargo from Sweden, which arrived at Hull in 
1808, convinced Mr Pontey that the white deal, which fetched at that time 


* In vol. ix. p. 165, of the Transactions of the Highland and Agricultural Society will be found 
a long account of the larch plantations of Atholl, drawn up from the papers of the late Duke of 
Atholl ; and in vol. xii. p. 122, of the same work, is an account of the native pine forests of the 
north of Scotland, by Mr John Grigor, Forres. 
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from £14 to £15, 10s. the load of 50 cubic feet, was of common spruce, the 
planks having been recently sawn, and a small branch left attached to one of 
them.* 

599. Whether the Norway pine is the same species as the pine found in some 
of the forests of the north of Scotland, we do not know. Some writers speak of 
the Norway batten as of the Norway spruce, called by them Pinus Abies. It may 
be that the white-wood battens are derived from that tree; but the red-wood 
kind has very probably the same origin as the red-wood of the north of Scotland, 
which is from a variety of the Pinus sylvestris or horizontalis of Don. + 

600. 'The red pine of Canada is the Pinus resinosa. 

601. The yellow pine is the Pinus variabilis or Pinus mitis of Michaux, which 
towers in lofty height far above its compeers. It grows to the gigantic height 
of 150 feet, and must require great labour to square it to the sizes found in the 
British market, large as these sizes unquestionably are. 

602. The larch, Larix Europea, is a native of the ravines of the Alps of the 
Tyrol and Switzerland, where it shoots up, as straight as a rush, to a great. 
height. 

603. Some of the pines of California are highly spoken of as yielding good 
timber for useful purposes, but as yet we have no experience of them as timber. 

604. For agricultural implements two kinds of wood are principally used— 
oak and ash ; oak chiefly in England, ash in Scotland, possibly from ash being 
cheaper in Scotland than oak. Experiments go to prove the superiority of 
ash for purposes where sudden shocks and severe strains are given to the 
implements. 

605. Oak.—'The common English oak, Quercus robur, is deemed the best for 
construction. The grain is straight and fine, and well adapted for purposes 
Where stiffness is required. It splits easily into laths. The Sessile oak is 
considered, from its elasticity and toughness, best for ship-building purposes, 
but is somewhat liable to warp and split. It is not so fine-grained as the Robur 
oak, and is darker in colour. These English oaks take a long period to come 
to maturity—nearly 100 years. The American oak is of more rapid growth than 
the English, but is not so durable. The red Canadian oak is deemed of little 
constructive value. 

606. Oak is adapted to a vast variety of purposes, and when kept in a dry 
situation it may be termed practically imperishable. Even in situations of 
alternate wetness and dryness, it is more durable than other wood used for 
construction. The colour of the best quality is a light brown; when it 
approaches to red, the quality is not so valuable. The heaviest. wood is 
et the strongest, and that grown on clay soil more valuable than that on 
ight. 

607. Ash.—2A hard wood, of compact texture and brownish colour, easily 
worked when young, but tough and hard when seasoned. Its durability is 
great when kept dry, but alternations of wetness and dryness cause it to decay. 
Notwithstanding this defect, it is greatly used for purposes where it is sub- 
jected to severe strains and shocks, from its superiority in toughness and 
elasticity. 

608. The Tree.—If we examine the transverse section of the trunk of a full- 
grown tree, we will find it divided into three parts—the heart, which is the 


° Powrey’s Profitable Planter, p. 41, 4th edition, 1814 ; and at p. 56 he relates an anecdote of 
à person who, though long accustomed to attend on sawyers, was deceived by some Scotch 
fr, which he considered excellent foreign plank. 

t See Quarterly Journal of Agriculture, vol. xi. p. 530. - 
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centre part; the sap-wood, which surrounds the heart; and the bark, which 
forms the outer covering. Of these the heart is the valuable part for con- 
structive purposes, the sap-wood having little strength, and being very liable to 
decay from the amount of fermenting matter contained in it. 

609. The tree should not be felled till it has attained its maturity ; if cut 
before, the timber will not be so strong; if cut after decay has set in, it will 
be less durable and strong than when cut as above mentioned. The commence- 
ment of the decline of a tree is indicated by the decay of the top and the 
topmost branches. There are differences of opinion as to the period of the year 
when timber should be felled—this having reference to the time when the sap 
is not in circulation. If the tree should be felled while this circulates, the 
decay of the tree will be hastened from the highly fermentable nature of the 
sap. The winter months, and the month of July, are considered the best for 
felling, as the sap is then believed to be dormant. The researches, however, 
of M. Boucherie, a gentleman who has devoted much time to investigating the 
properties of timber, point to midsummer and autumn as the time when the sap 
is least active. 

610. Seasoning of Timber.—It is impossible to over-estimate the importance of 
this part of the duties of the machine and implement maker. Unseasoned tim- 
ber, from shrinking and warping, may cause material injury to important struc- 
tures and implements. There are a variety of methods now introduced to effect 
this important purpose. We shall notice three of these: Natural seasoning ; 
Water seasoning ; Hot-air desiccation. 

611. Natural Seasoning.— On felling, the bark and small branches are to be 
removed, and the timber as soon as possible cut into balks of convenient size of 
scantling. These are to be removed at once, and piled under drying sheds, 
where they are subjected to the free circulation of the air, yet protected from the 
direct action of the sun, wind, and rain. The great object to be attained is 
uniform drying of the whole timber; all partial and unequal drying only causes 
warping and shrinking. No timber should be used for constructive purposes 
until it has been subjected at least two years to this seasoning process. For 
the usual purposes of the carpenter, timber is considered sufficiently seasoned 
when it loses about one-fifth of its weight when green. 

612. Water Seasoning.—This consists in placing the timber in water, with a 
view to use the latter as a medium to carry off the soluble matter, which is the 
principal cause of decay. Although much recommended by some, it is consi- 
dered by good authorities of doubtful utility. 

613. Hot-air Desiccation—The best process, and one which has proved itself 
thoroughly successful, is that introduced by Messrs Davison and Symington. 
The following is a brief description of it: The timber to be dried is placed in 
proper positions in a close chamber, into which is forced, by means of fanners, 
a powerful current of highly heated air. This air is heated by passing through 
a series of pipes, which are arched over, and form the upper part of the furnace. 
Some idea may be formed of the complete nature of the process, when we men- 
tion that a violin, which had been in use for many years, and was considered 
thoroughly dry, lost a considerable per-centage of its weight when subjected to 
the action of the currents of heated air. The same result was obtained in sub- 
jecting & piece of wood, which had lain for a great number of years exactly over 
@ smith's forge, which had been in constant use. 

614. Preservation of Wood.—In regard to the composition of wood, and its 
chemical properties, “ it is considered by chemists that dry timber consists, on 
an average, of 96 parts of fibrous and 4 of soluble matter in 100, but that their 
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proportions vary somewhat with the seasons, the soils, and the plant. All kinds 
of wood sink in water when placed in a basin of it under the exhausted receiver 
of an air-pump, showing their specific gravity to be greater than 1.000,” and 
varying from 1.46 (pine) to 1.53 (oak). . . . . “ Wood becomes snow- 
white when exposed to the action of chlorine; digested with sulphuric acid it 
is transformed first into gum, and, by ebullition with water, afterwards into 
grape sugar. . . . . Authenreith stated, some years ago, that he found that 
fine sawdust, mixed with a sufficient quantity of wheat flour, made a cohesive 
dough with water, which formed an excellent food for pigs ; apparently showing 
that the digestive organs of this animal could operate the same sort of change 
upon wood as sulphuric acid does. . . . . The composition of wood has 
been examined by Messrs Gay-Lussac and Thenard, and Dr Prout. According 
to Dr Prout, the oxygen and hydrogen are in the exact proportions to form pure 
water; according to the others, the hydrogen is in excess.” * 

615. * When minutely divided fragments of a trunk or branch of a tree," as 
M. Raspail observes, ** have been treated by cold or boiling water, alcohol, ether, 
diluted acids and alkalies, there remains a spongy substance, of a snow-white 
colour when pure, which none of these reagents have acted on, while they have 
removed the soluble substances that were associated with it. It is this that 
has been called woody matter, a substance which possesses all the physical and 
chemical properties of cotton, of the fibre of flax, or of hemp.” 

616. * On observing this vegetable caput mortuum with the microscope, it is 
perceived to be altogether composed of the cells or vessels which formed the 
basis or skeleton of the living organs of the vegetable. They are either cells 
which, by pressing against each other, give rise to a network with pentagonal 
or hexagonal meshes ; or cells with square surfaces ; or else tubes of greater or 
less length, more or less flattened or contracted by drying ; sometimes free and 
isolated, at other times agglomerated, and connected to each other by a tissue of 
elongated, flattened, and equilateral cells ; or, lastly, tubes of indefinite length, 
each containing within it another tube formed of a single filament spirally rolled 
up against its sides, and capable of being unrolled under the eye of the observer 
simply by tearing the tube which serves to support it. We find the first in all 
young organs, in annual and tender stems, in the pith of those vegetables that 
have a pith, and always in that of the monocotyledons. It is in similar cells 
that the fecula is contained in the potato. The second is met with in all the 
trunks and woody branches of trees. The tubes and the spirals (trachec) are 
found in all the phanerogamous plants. These are the organs which constitute 
the fibre of hemp, of flax,” &c. 

617. * Experiment, in accordance with the testimony of history, proves that, 
if excluded from the contact of moist air, woody matter, like most of the other 
organised substances, may be preserved for an indefinite period." The plants 
found in coal-mines, the wood, linen cloths, bandages, and herbs and seeds 
found in the coffins of Egyptian mummies, have all their characters undecayed, 
and yet these tombs are in many cases nearly 3000 years old. ‘“‘ But if the 
woody matter be not protected against the action of air and moisture, the case is 
very different. By degrees its hydrogen and oxygen are disengaged, and the 
carbon predominates more and more. Thus the particles of the texture are dis- 
integrated gradually, their white colour fades, and passes through all the shades 
till it becomes jet-black; and if this altered woody matter be exposed to heat, it 
is carbonised without flame, because it does not contain a sufficient quantity of 
hydrogen. Observe also, that the cells of woody matter contain different sorts 

* URES Dictionary of the Arts—art. “ Wood." 
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of substances tending to organise, and that these are mixed and modified in many 
different ways." . . . “Woody matter, such as I have defined it, being 
formed of 1 atom of carbon and 1 atom of water, as soon as it is submitted to 
the action of a somewhat elevated temperature, without the contact of air, expe- 
riences an internal reaction, which tends to separate the atom of water from the 
atom of carbon. The water is vaporised, and the carbon remains in the form of 
a black and granular residue." * 

618. Kyan’s Process.—Now, if any means could be devised by which the 
substances in the cells of woody matter could be deprived of their tendency to 
organise when in contact with common air, wood might be rendered as perma- 
nently durable as the grains of wheat which have been found undecayed in 
Egyptian mummies, and even more so. "This discovery seems to have been 
made by Mr Kyan. In contemplating the probability of the use of home tim- 
ber being much extended in the construction of steadings, when the young 
woods at present growing shall have attained their full growth, it may be 
proper that the growers of wood, and the farmers on the estates on which wood 
is grown, be made aware of this mode, and of others, of preventing timber being 
affected by the dry-rot. What the true cause of dry-rot is, has never yet been 
determined, but it frequently shows itself by a species of mildew which covers 
the timber, and the action of which apparently causes the wood to decay, and 
crumble down into powder. The mildew, however, is neither the dry-rot nor its 
cause, but its effect. It is distinctly seen by the microscope to be a fungus; 
and as the fungus itself is so minute as to require the aid of the microscope to 
be distinctly seen, its seeds or spores may be supposed to be so very minute as 
to be taken up by the spongioles of trees. 

619. The principle upon which the chemical action of the corrosive sublimate 
—the substance used by Mr Kyan—upon vegetable matter preserves the timber, 
is easily explained. All plants are composed of cellular tissues, whether in 
the bark, alburnum, or wood. The tissue consists of various-shaped cells; 
and although they may not pass uninterruptedly along the whole length of 
the plant, as M. de Candolle maintains, yet air, water, or a solution of any- 
thing, may be made to pass through the cells in their longitudinal direction. 
Experiments with the air-pump have proved this beyond dispute. Those cells, 
and particularly those of the alburnum, contain the sap of the trees which, in 
its circulation, reaches the leaves, where its watery particles fly off, and the 
enlarging matter of the tree, called the albumen, remains. Albumen is the 
nearest approach in vegetables to animal matter, and is therefore, when by any 
natural means deprived of vitality, very liable to decomposition, particularly 
that which is connected with the alburnum or sap-wood. Now, corrosive sub- 
limate has long been known to preserve animal matter from decay, being used 
to preserve anatomical preparations ; and even the delicate texture of the brain 
is preserved by it in a firm state. "The analogy between animal and vegetable 
albumen being established, there seems no reason to doubt the possibility of 
corrosive sublimate preserving both substances from decay ; and, accordingly, 
the experiments of Mr Kyan with it on albuminous and saccharine solutions 
have confirmed the correctness of this conjecture. The prior experiments of 
Fourcroy, and especially those of Berzelius, in 1813, had established the same 
conclusions, though neither-of these eminent chemists had thought of their 
practical application to the preservation of timber. Berzelius found that the 
addition of the dichloride (corrosive sublimate) to an albuminous solution, pro- 
duced a protochloride of mercury (calomel), which readily combined with albu- 


* RasPAIL's Organic Chemistry, translated by Henderson, p. 141.164. 
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men, and produced an insoluble precipitate. This precipitate fills up all the 
cellular interstices of the wood, and becomes as hard as the fibres. 

620. Ventilation of Timber in Dwellings——Even after timber has been subjected 
to this process, it is requisite to give the air free access to 15 by means of ven- 
tilation, and for that purpose, where timber is covered up, which it is not likely 
to be in a steading, small openings, covered and protected by cast-iron gratings 
in frames, should be made through the outside walls. 

621. Other plans for preserving timber have been introduced, of which the 
four most important are known as Burnett’s, Bethell’s, Payne’s, and Bou- 
cheries : of these we offer a short description. ۱ 

622. Burnett's Process.—The process patented in 1842 by Sir William Bur- 
nett consists in impregnating the timber with a solution of the chloride of zinc. 
From recorded experiments, the process seems to be efficient. The solution is 
prepared in the proportion of 1 pound of chloride of zinc to 10 gallons of water. 

623. Bethell's Process.—In Bethell's process, oil of tar, and other bituminous 
matters containing creosote, are used to impregnate the wood. The wood is not 
only immersed in the solution, but it is forced into the fibres by pressure. The 
wood to be impregnated is placed in close tanks filled with the solution; the 
tanks are then closed up, and the air exhausted from their interior; more solu- 
tion is then pumped in for a period of six or seven hours. "The wood is finally 
taken out thoroughly saturated with the solution, and weighing considerably 
heavier. The process is said to perfectly coagulate “the albumen in the sap, 
thus preventing its putrefaction.” In using the oil of tar it is necessary to 
deprive it of its ammonia, otherwise the wood becomes brown and soon decays. 

624, Timber for farm purposes may be simply Bethellised by painting the 
surface over with the ام۸‎ oil of tar, or by immersing it in a tank of the hot solu- 
tion. This will not give such beneficial results as when impregnated under 
pressure, but will nevertheless tend to preserve the timber for a considerable 
time from atmospheric influences. The cost of the oil, as sold by the patentee, 
is stated at 4d. per gallon. 

625. Payne's Process.—In Payne's process (patented 1841) the wood is im- 
pregnated by pressure with a solution of earthy or metallic substances; and 
these substances, by chemical decomposition, preserved within the material in 
an insoluble state. Thus, if a solution of sulphate of iron is forced into the 
wood, a second solution is forced in of any of the carbonate alkalies, which 
" decomposes the salt, and renders the iron insoluble." * 

626. Boucherie's Process.—This process consists essentially of impregnating 
the wood with a preservativesolution. The solution which is found to answer best 
18 sulphate of copper, or the blue vitriol of commerce, one by weight of which 
is dissolved in 100 by weight of water. The peculiarity of the process, how- 
ever, consists in the method of impregnating the wood with a solution—a method 
which is simple, and easily and inexpensively carried out. The method has 
two objects in view—one the impregnating of the wood with the salt, and one 
the driving out of the natural sap—the salt taking the place of the sap. This 
latter constitutes not the least valuable part of the process; for in other 
systems the sap—the fermentation of which is the chief cause of decay in wood 
—is allowed to remain, while the Boucherie process expells it thoroughly, 
cleansing the tubes or pores from all fermenting matter. The importance of 
having the sap of timber expelled, and its place occupied by the preserving solu- 
tion, has long been recognised; and attempts have been made to secure the ad- 


* See Transactions of the Highland and Agricultural Society for 1857, p. 12—art. “ The Preser- 
vation of Timber.” 
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vantages of this mode of treatment; but the expensiveness of the methods pro- 
posed have completely precluded all prospect of their being generally adopted. 
It has remained for M. Boucherie, as the result of many years’ experimenting on 
the nature of woods, to introduce a mode as simple as it is ingenious and philo- 
sophical. The long series of experiments which M. Boucherie instituted resulted 
in proving that, although the structure of trees is tubular, there is no lateral 
communication between the tubes. To show how completely isolated each tube 
is from the others surrounding it, and how perfect is the longitudinal connection 
of the tube, M. Boucherie has shut off certain tubes at one end of a tree, leaving 
these exposed to form a certain word, and, by means of a coloured liquid forced 
along the tubes, has transferred the word or name from the one end of the tube 
to the other. And so completely is the flow of the liquid through the tubes 
carried out that, at whatever part of the tree a section is made, there the name 
is found. The following is the method of conducting the process : “ Soon after 
the tree is felled a saw-cut is made in the centre, through about 9-10ths of its 
section. The tree is then slightly raised by a lever or wedge at its centre, and 
the saw-cut is then partially opened, as in fig. 145. A piece of string 8 


Fig. 145. 


PREPARA110N OF THE TIMBER FOR RBOZCHERIE'S MEIHOD OF PRESERVING IT. 


then placed round the saw-cut, close to the outer circumference of the tree; the 
support is then withdrawn, and the saw-cut closes on the string, thereby making 
a water-tight joint. An auger hole is then bored obliquely into the saw-cut in - 
the direction shown at a, fig. 146; a wooden tube ù, fig. 146, is then driven into the 
hole, the conical end of 
which is attached to a 
flexible pipe c, which is 
in connection with a 
cistern or reservoir at 
an elevation of from 30 
to 40 feet above the tree 
intended to be preserved. In the case of very long trees the foregoing method 
is slightly modified. When the timber is under operation, the sap runs out from 
the ends in a clear stream, showing the amazing quantity of this fluid which it 
contains; in fact, the preserving fluid will traverse a tree 12 feet in length with 
less pressure than is required to force it laterally through a plank three-quarters 
of an inch in thickness. As the sap is forced out the preservative fluid follows 
it, and its presence at the ends of the wood is ascertained by a chemical test. 
Thus the sap and fermenting juices are completely expelled, and the timber im- 
pregnated throughout its length with the preserving fluid.” 
627. One great advantage possessed by the process, so far as the interest of 
our readers is concerned, is that the least costly woods are the best for the 


Fig. 146. 
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operation. Thus woods which at present are the refuse or least valuable may, 
by the process, be raised to the value of first-class home timbers. From the 
Reports of the French engineers who investigated the process at the request of 
the government, the following extract is given: “ Those kinds of wood which 
posgess most moisture, and, of the same kind, those which have grown in the 
dampest soils, are most easily penetrated. It follows that the least esteemed 
kinds of timber, and consequently the cheapest, are precisely those which afford 
the best results when injected with the sulphate of copper.” They also give 
the following examples, showing the increase of weight in various woods afte 

impregnation :— | 


Beech, . : . increased 209 lb. por 35 ft. cube. 
Oak (sappy part only), . » 551b وو و‎ 
Hornbeam, . : » 46 1b. » و‎ 
Birch, 7 2 lb. 10 oz 5 
Poplar, . 9 79 lb. 5 » 

» 50 Ib. » » 
Alder, » 156 lb. 7 ji 
Ash, 7 50 Ib. 5 و‎ 
Scotch Fir, » 127 lb. » 5i 
White Fir, » 53 1b. 5 h 


628. The sooner the trees are subjected to the process after being cut down 
the better; no time therefore is lost, or expense' incurred, in drying or seasoning 
the timber. Trees felled any time from November to May may be prepared in 
May; but if they are cut down in May, or any month from May to November, 
they ought to be prepared within three weeks from the time of being felled. 

629. From statements furnished by the agent of the company, it appears that 
the cost of the gutta-percha tubing, with every appliance necessary to operate 
upon fifteen trees at once, is £6; on thirty trees, £11, 5s. Full information as 
to prices, &c., may be obtained at the office of the Permanent Way Company, 
26 Great George Street, Westminster, London. 


630. Section EranrH.—Metals.—The metals used in construction are iron, 
copper, brass, zino, and lead. 

631. Iron.—The two varieties of this. material are cast-iron and wrought-iron. 

632. Cast-iron is generally divided into two classes, grey and white, between 
which there exist very marked differences. When of good quality, grey cast- 
iron is slightly malleable, and files easily when the skin or outer crust is 
removed. The fracture presents a granular appearance—grey in colour, and 
metalic in lustre, as if grains of lead were on the surface. Grey is smoother 
and tougher than white cast-iron. 

633. White cast-iron, when broken, presents a fracture of a distinctly-marked 
crystalline character, the colour white, and instead of a metallic it possesses 
a vitreous lustre, or a light somewhat similar to that reflected from a series of 
small crystals. This quality of iron is hard and brittle. 

634. The colour and lustre of iron is usually taken as a test of its strength. 
Where the colour is dark grey, with a high metallic lustre, the iron is of a valu- 
able quality. Where the lustre is less decided, the softness and weakness are 
increased. Where the colour is a light grey, with a high metallic lustre, the 
metal is hard and tenacious. The hardness and brittleness of cast-iron become 
more marked as the colour becomes whiter, and the lustre changes from metallic 
to vitreous. The extreme of the grey variety is where the colour is dark and 
mottled—this gives the softest and weakest iron of this class; and of the white 
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variety, where the colour is of a dull greyish-white, with a high vitreous lustre 
—this giving the hardest and most brittle of this class. 

635. But while colour and lustre are taken as tests of strength, a good autho- 
rity does not think them admissible as tests of the chemical constituents of 
iron; for though dark-coloured iron is usually weak, grey strong, and white 
brittle, yet black iron, when chilled, becomes white, although it must be sup- 
posed to contain the same quantity of carbon. We therefore conclude that the 
colour of iron indicates the treatment to which it has been subjected, and in 
some cases only the quantity of carbon. 

636. As a general rule, the grey cast-iron is most suitable where strength is 
requisite, the white where hardness is required. The best test of the quality 
is to strike the edge of a casting with a hammer. If the blow produces fracture, 
the iron is brittle and comparatively weak; if the blow indents without break- 
ing, the iron is of good quality. 

637. The strength of cast-iron depends upon the quantity of carbon which 
it contains, and its freedom from impurities. In addition to carbon, cast-iron in 
this country contains silica, lime, magnesia, alumina, and occasionally some of 
the phosphates and other admixtures. The iron made from the magnetic ores 
is the best. | 

638. When cast-iron contains 3 per cent of carbon, it is considered to be of 
the strongest quality ; if it contains more than this amount, it is soft and weak ; 
if less, it is hard and brittle. 

639. The quality of iron produced at the iron-works throughout the country 
varies considerably, although, taking an average of the whole, some approach to 
a uniform standard is obtained. As a mixture of the various irons is understood 
to produce the best cast-iron, it is of some practical importance to know the 
* mixtures " recommended by experienced engineers. The object in mixing the 
different varieties is to obtain the proportion of carbon which gives the greatest 
strength with the requisite degree of fluidity; and this proportion is regulated 
by the appearance of the fracture of the several varieties proposed to be used 
for the mixture. 

640. Mr Fairbairn of Manchester, one of our highest practical authorities, 
gives the following as the best mixture, independently of price :— 


Lowmoor, No. 3, . : " 5 i 30 per cent, 
Blaina, or Yorkshire, No. 2, . , 1 1 26 وو‎ 
Shropshire or Derbyshire, No. 3, 5 5 a 2b » 
Good old scrap-iron, . 5 å . 5 20 و‎ 


100 


For large and small castings Mr M. Stirling gives the following mixtures: 
For a heavy casting, several inches in thickness and several hundredweight, 8 
mixture of two proportions of No. 3 to one of No. 1 may be used. When the 
casting is thin and light (say 2 or 3 cwt.), a larger proportion of No. 1 and 8 
smaller proportion of No. 3 may be used. It is difficult to estimate exactly the 
quantity of the various irons from their numbers, as these are very arbitrary, 
the No. 1 of one district differing considerably from the No. 1 of another. 
Attention should therefore be paid to the appearance of fracture of each quality; 
and where great nicety is required, it would be advisable to test the strength of 
each by direct experiment. The London mixture, which by the metropolitan 
founders is considered to be stronger than country mixtures, is equal propor- 
tions, or nearly so, of No. 3 old scrap and No. 1 Scotch hot-blast. Another 
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mixture recommended is, equal proportions of hot-blast iron, old iron, and 
Blaenavon Welsh iron. 

641. Mr M. Stirling’s patented mixture of wrought-iron and cast-iron gives 
“considerably increased powers of resistance to every description of strain, 
when compared with the unmixed irons.” This process of toughening cast- 
iron consists in fusing simultaneously wrought-iron and cast-iron in a cupola or . 
air-furnace. The result of a series of experiments made in connection with this 
toughened iron, showed that the relative value, as regards strength, of the un- 
prepared iron and the prepared was 1 : 1.36—the mean breaking-weight of the 
unprepared being 38.3, and of the prepared 52.3. Other experiments showed a 
higher value, however, than this. Mr Fairbairn reports very favourably upon 
this mixture, and says that, when “judiciously managed and duly proportioned,” 
it “increases the strength about one-third above that of the ordinary cast-iron.” 
With regard to the proportions, Mr Stirling says that “the place from whence 
the iron comes regulates, to a certain extent, the quality, as a goneral rulo. 
Scotch iron, generally speaking, requires more, Staffordshire less, and Welsh 
least of all. The proportions which I should recommend for No. 1 Scotch hot- 
blast, vary from 24 Ib. (of wrought-iron) contained in the ewt., to 40 lb., accord- 
ing to the richness of the iron. No. 2 requires a smaller proportion, say from 
20 lb. to 30 1b., also according to its quality. No.3, generally, I do not recom- 
mend for mixture, as it is very often uncertain in itself, and its mixtures are 
uot 80 certain as the toughened mixtures Nos, 1 and 2. No.3, Scotch hot-blast, 
makes an excellent mixture with from 15 to 20 per cent of malleable iron for 
large castings. The Staffordshire No. 1 will not bear so much as the Scotch, 
and in the same proportion with Nos. 2 and 3; 20 lb. to 30 Ib. would be a high 
proportion for Welsh No. 1. With Staffordshire No. 2, a small proportion in 
the same falling ratio as in the Scotch; and with Welsh No. 2, 10 lb. to 15 Ib. 
per cwt. would be sufficient.” 

642. From the commercial results obtained in the manufacture of cast-iron 
by the use of the hot-blast, the process is now very generally adopted. The 
question, therefore, is possessed of considerable interest to the mechanic, Is the 
strength of cast-iron prepared by the hot-blast less than that prepared by the 
cold? On this point considerable diversity of opinion exists. An interesting 
series of experiments was carried out by Messrs Fairbairn and Hodgkinson, to 
determine the relative strength of hot and cold blast. “From these it was 
found that the hot-blast irons, when taken collectively from a number of works 
in England, Scotland, and Wales, gave results rather in favour of the hot-blast ; 
whereas the cold-blast iron, when taken separately, and compared with others, 
indicated a superior quality of iron to those obtained from the hot-blast.” Tak- 
ing the mean of four kinds of iron experimented upon to ascertain the number 
of pounds required to tear asunder a bar 1 inch square, it was found that, while 
the cold took 16,801 lb., the hot-blast took 15,342 lb.; and that, taking the 
atrength of cold-blast as represented by 1000, the ratio of the strength of the 
hot-blast to it was 928. Again, in ascertaining the force in pounds required to 
crush a prism an inch square on its base, and 1} inch high, it was found 
(taking the mean of four) that while the cold-blast took 99,238 1b., the hot- 
blast iron took 102,777 1b., the ratio of strength being (cold-blast 1000) as 1000 
to 1028. And in the experiments made to ascertain the transverse strength of 
rectangular bars 1 inch square, laid on supports 44 feet wide, and broken by a 
weight in the middle, it was found (taking a mean of eight), that while the cold- 
blast took 456 1b., the hot-blast took 453 1b., the ratio of strength being as 1000 
to 996. “On the whole," says Mr Fairbairn, with reference to the point now 
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under consideration, “I am of opinion that the hot-blast does not improve the 
quality of the Welsh and English irons, but, judging from the experiments, and 
other indications since these experiments were made, that its application to the 
Scotch furnaces in the reduction of the blackband ores is an improvement. I 
am the more confirmed in this opinion from thé fact, that although the Scotch 
irons are not injured by the hot-blast, both the English and the Welsh suffer 
considerably, as may be seen in the case of the Elsicar, Milton, and Buffery 
irons.” As to the effect produced by the hot-blast in the manufacture of iron, 
the same authority remarks, that “it varies considerably with the quality 
of the ore and the fuel, and I believe much depends upon the quantity of 
sulphur present in the coal or coke used. The chemical constituents of the 
fuel and foreign mixtures in the mine, are considerations of importance in 
the use and application of the hot-blast; but, generally speaking, I should 
infer that it has a tendency rather to weaken the iron than otherwise.” A 
large number of experiments were made by the well-known engineer, the late 
Mr Robert Stephenson, at the High-level Bridge, Newcastle, to test the merits of 
the various qualities of hot and cold blast iron. The conclusions to which he 
considered these experiments point were as follows: “4 (1.) That hot-blast is less 
certain in its results than cold-blast ; (2.) Mixtures of cold-blast are more uni- 
form than those of hot-blast ; (3.)Mixture of hot and cold blast give the best 
results; (4.) Simple samples do not run so solid as mixtures; (5.) Simple 
samples sometimes run too hard, and sometimes too soft, for practical pur- 
poses.” 

643. The strength of cast-iron objects depends also much upon their size, 
and in the way in which they are cast. When the object is very large, the iron 
softens with slow cooling. When the thicknesses of which it is composed are 
. unequal, the unequal cooling of the parts renders some more crystallised and 
weaker than others. Hence the endeavour of mechanics to have a uniform 
thickness in the different parts of castings; and hence, also, the rule which 
should be strictly attended to—namely, never to take the castings out of the 
sand while red hot, but to allow them to gradually cool, and to become, in fact, 
annealed in the sand. We are aware that this, in small foundries, cannot under 
all circumstances be done, from want of space, and also from economical rea- 
sons, inasmuch as the portion of the sand in immediate contact with the metal 
is burnt, and rendered useless; but where sound work to be depended upon is 
required, it is essential that the castings should be allowed to remain in the 
sand till cooled, and a “ perfect and compact mass of crystallisation” is ob- 
tained. Mr Fairbairn says that fireproof beams should be allowed to remain in 
the sand never less than ten hours, heavy castings thirty or forty hours. Articles, 
when cast in the direction of their greatest length, are more dense, and are 
freer from impurity, than when in the direction of their shortest length. Mr 
Glynn thinks that castings are strongest when the iron is obtained from an air- 
furnace in dry sand, and that castings in loam are stronger than castings in 
open sand. The air-furnace is preferred by high authorities before the blast 
cupola. Mr Fairbairn states that, in one series of experiments, the iron pro- 
duced in the air-furnace was 2 per cent stronger than that obtained from the 
cupola. 

644. As regards the relative values of Scotch and English iron, the same high 
authority states, that he “thinks the Scotch weaker, and that it runs more fluid 
than the English irons. It is, however, equal in strength and superior in qua- 
lity to some of the Staffordshire irons, but certainly inferior, as respecta strength, 
to the Yorkshire and Welsh cold-blast iron." "The Scotch is generally preferred 
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for the purposes of machinery, as it runs well into the mould, and gives clearly- 
defined edges. 

645. Malleable Cast-Iron.—A variety of cast-iron has been introduced by this 
title, by which all the advantages of a malleability and non-liability to fracture 
possessed by hammered work, are obtained with the cheapness of cost of 
moulded work. Various agents are appointed throughout the country to work 
the patent, which, however, we believe, has not yet been successful as a com- 
mercial speculation. 


646. Wrought-Iron.—The fracture of wrought-iron presents a clear grey colour, 
with a metallic lustre and granular texture. The appearance of the fracture 
gives a strong indication of force having been required to tear the fibres 
asunder. A decided fibrous appearance will be given to the granular fracture, 
if the fractured bar is drawn out into small bars by means of the hammer. 
When the fracture presents a crystalline or laminated appearance, the iron is 
defective. Of defective irons, burnt iron is hard and brittle, of a clear grey 
colour, and of laminated texture. Cold short iron—so called from its breaking 
under the hammer when cold—is similar in appearance to burnt iron, the colour, 
however, being whiter. Hot short iron—so called from its breaking under the 
hammer while hot—is dark in colour, and has no lustre. This latter defect is 
indicated by cracks on the edges. 

647. Wrought-iron of the best quality is divided into two classes, the hard 
and the soft. The soft is weaker than the hard, gives easily to the hammer, and 
presents the fibrous texture in bars of considerable section. The hard is strong 
and ductile, and only presents the fibrous texture when drawn out into small 
rods. In testing wrought-iron, bars of not less than 1 inch square or round, and 
flat bars of not less than 4-inch thick, should be used. If of less section, the 
distinctive features of the fracture will not be sufficiently observable. 

648. With respect to iron cast and wrought, a question of some importance 
has arisen as to whether its internal structure is changed by vibration, or by 
shocks to which the parts may be subjected. On this point a variety of opinions 
was elicited before the Royal Commission—somewhat contradictory, however, in 
their nature. Mr Glynn, in his evidence, states that he considers the structure 
both of wrought and cast iron is altered by a succession of blows—the wrought 
to a crystalline structure, the cast to larger crystals; and that he has observed 
this appearance particularly in axles, mill-shafts, tooth-wheels, crowbars, and 
crane chains. The latter, even when made of strong fibrous iron, require to be 
annealed every three years. Mr Fox considered that an internal change is pro- 
duced in wrought-iron by vibration, and points to an instance when the thread 
of a screw is cut in wrought-iron, and the part broken across at the tapped part 
and at another point distant from this, the tapped part will present the most 
crystallised appearance. Mr Fairbairn points out a fact of some importance, 
that repeatedly making a wrought-iron bar hot, and plunging it into cold water, 
renders it crystalline, and that annealing is required to restore the fibrous tex- 
ture. Although percussion renders the fibres more liable to break off short, he 
thinks that unless it is sufficient to cause a considerable rise in temperature, it 
does not cause change in the internal structure. Mr Stephenson considered 
any change. in the internal structure to be highly improbable; and cited 
one instance of a connecting-rod which vibrated 25,000,000 of times and 
yet remained fibrous. He also pointed to the fact that the iron of an axle 
may not be in the first instance fibrous; for although the drawing out of bars 

one to some twenty feet long necessarily renders the texture fibrous, it 
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does not follow that it will become so when the bars are drawn out only from 
1 to 6 feet. The late Mr Brunel took a still more novel and suggestive view 
of the matter; and, while doubting the change of internal structure, he thought 
that the various appearances of different fractures result as much from the mode 
in which the iron has been broken as from any change of structure. Further, 
that change of temperature will also produce a variation in the fracture ; that 
iron in a cold state presents a more crystallised fracture than the same iron 
warmed a little; that wrought-iron does not actually become crystalline and 
fibrous, but breaks either crystalline or fibrous according to the combination of 
circumstances under which it is broken. The whole subject, although of great 
importance to the practical mechanic, is surrounded with difficulties, and all 
evidence given in connection with it has been more or less conjectural. It is 
right, however, to state that it is a very general opinion amongst mechanics 
and philosophers, that iron repeatedly hammered—and by inference subject to 
repeated vibrations and shocks—becomes completely changed in its internal 
structure. Numerous instances could be brought forward in proof of this, a 
most notable one being that of the “ monster wrought-iron gun” of Mr Na- 
smyth, which was fabricated by the agency of the steam hammer, and which 
burst at the first or second trial, presenting, we believe, all the appearances of 
cast-iron. Parts of machinery are sometimes cold hammered in order that they 
may take a higher polish; but if this generally received opinion is correct, the 
practice is a dangerous one, as they may be much weakened. The same may 
be said of the practice of repeatedly heating and plunging in cold water, forged 
parts of machines. 

649. As regards the durability of iron, and the influence of the atmosphere 
and water upon it, Mr Mallet, in his Report to the British Association, gives 
some valuable remarks. From his close investigation into the nature and pro- 
perties of iron he deduced a variety of hints, of which the following are the 
most useful for our purposes. 

650. That iron placed in clear fresh river-water corrodes less than under any 
other immersion, from the absence of highly corrosive matters, and from the 
coat of oxide which is formed, and which is not so easily washed off as in ses- 
water; that castings made in dry sand and loam are more durable when im- 
mersed in water than those made in green sand ; that cast-iron is more durable 
when the hard crust is allowed to remain, than when it is removed by chipping 
and filing; that the greater the bulk of bars the less is the corrosion; that to 
prevent unequal cooling in castings, the ribs should be made of equal thickness. 

651. The methods in general use to prevent corrosion and decay of iron- 
work, consist in the application of paints, These afford, however, little pro- 
tection ; and a better medium, boiled coal-tar laid on while the iron is hot, 18 
highly recommended. It leaves on the surface a bright varnish, capable of 
resisting for a considerable time corrosive agencies. Painting the surface with 
the hot solution of the oil of tar—Bethellising—is said to be an efficient pre 
servative of iron surfaces. 


652. Copper.—For constructive purposes this metal is principally used in 
form of thin sheets. It is very durable, and it is little affected by atmospheric 
influences. Brass is an alloy of this metal and zinc, and is composed—when 
that kind of it known as British brass of a full yellow colour is wished to be 
made—of 66.18 parts of copper, and 33.82 of zinc. Its specific gravity is 8.299. 
For purposes where copper is too soft, and a metal less corrosive than iron 18 
required, gun-metal may be used. This is an alloy of copper and tin in the 
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proportion of 84.29 of copper to 15.71 of tin. To render these alloys easily 
worked in the various processes of the mechanic, a little lead should be added 
to the brass, and a little zinc to the gun-metal alloy. 


653. The lead of commerce is derived from the ore galena, which is a sul- 
phuret yielding about 87 per cent of lead and 13 of sulphur. Galena is found 
in greatest quantity in transition rocks, and of these the blackish transition 
limestone contains the largest. The ore is more frequent in irregular beds and 
masses than in veins. The galena lead-mines of Derbyshire, Durham, Cumber- 
land, and Yorkshire, are situate in limestone, while those of the Leadhills, in 
Scotland, are in greywacke. Great Britain produces the largest quantity of 
lead of any country in the world, the annual produce being about 32,000 tons, of 
which the English mines supply 20,000. The rest of Europe does not supply 
50,000 tons. The export of lead has fallen off considerably, and its price has 
experienced a corresponding depression for some years past, on account of the 
greatly increased production of the lead mines of Adra in Granada, in Spain. 


654. Zinc is an ore which occurs in considerable quantity in England. It is 
found in two geological localities—in the mountain limestone and in the magne- 
sian limestone. It occurs in veins, and almost always associated with galena 
or lead-glance. It is of the greatest abundance in the shape of a sulphuret or 
blende, or black-jack, as the miners call it. There is also a silicious oxide of 
anc, and a carbonate, both called calamine. In North America, the red oxide 
of zinc is found in abundance in the iron mines of New Jersey. The zinc of 
commerce is derived, in this country, from the blende and calamine. It is 
naturally brittle, but a process has been discovered by which it is rendered 
malleable, and it retains its ductility ever after. It is this assumed ductility 
which renders the metal useful for domestic purposes. ‘It is extensively em- 
ployed for making water-cisterns, baths, spouts, pipes, plates for the zinco- 
grapher, for voltaic batteries, filings for fireworks, covering roofs, and a variety 
of architectural purposes, especially in Berlin; because this metal, after it gets 
covered with a thin film of oxide or carbonate, suffers no further change from 
long exposure to the weather. One capital objection to zinc as a roofing ma- 
tenal is its combustibility.” | 

655. The most malleable zinc is derived from Upper Silesia, under the name 
of spelter, which is sent by inland traffic to Hamburg and Belgium, where it is 
shipped for this country. The zinc of the Veille Montaigne Company enjoys a 
high reputation : it is considered the purest spelter. Zinc is much lighter than 
lead, the density being 7.190, while that of lead is 11.352. The tenacity is 
i سد‎ thus, while lead has & tenacity of 27.7, zinc has a tenacity of 
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, 656. Section FiRsT— Specifications.—W e shall now treat of specifications, 
ها‎ which the disposition in their respective places of the material employed in 
the construction of buildings is fully explained, together with the modes in 
Which the work should be executed and finished. But before giving what may 
be called ** model specifications” adapted to stone and brick structures, we 
deem it advisable to precede them with a list of items which should be con- 
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sidered in the preparation of all specifications for steadings, dwelling-houses, 
and cottages :— 

657. Excavating, by the Cubic Yard.—Dig out and remove surface of ground 
to depth shown in sections. Dig out for cellars, trenches for footings for 
walls, cross-walls, chimney-jambs, piers, fenders. Excavate for cesspools in 
stables, byres, &c., for drains, wells, liquid-manure tanks, and dung-sheds. 
Clear away rubbish, ram, level, fill in. Concrete to be shot from stage 10 feet 
high. | 

658. Bricklaying, per Rod.—Walls round the building with footings. Party- 
walls. Cross-walls. Sleeper-walls and piers for ground joists. Paving, &c. 
Fenders to fireplaces on lowest storey. Chimney-shaft, extra to sailing-course, 
continuing walls up gable. Brickwork under steps. Courses of slate to prevent 
wet rising in cement near ground-line on walls, and sleeper-walls. Bottom 
of liquid-manure tanks. Wells to have invert arches in cement, with arched 
crowns in ditto. 

659. Bricklaying, per Yard Superficial. — Bricknogging. Brickpaving in 
sand. Invert and relieving arches to openings. 

660. Bricklaying, per Foot Superficial.—Half-brick trimmer arches to front 
hearths. Gauged arches set in putty-facings. Yellow malms, white. Suffolk, 
&c. Raking and tuck-pointing. 

661. Bricklaying, per Foot Running. — Drains, stoneware glazed pipes. 
Steining. Cuttings. Splays for shutters. Chamfers. Brick on edge. Cut- 
ting up gables. 

662. Bricklaying, in Numbers.— Cement or other chimney-pots, set with tiles 
in cement. Traps to drains. Brick eyes to drains. Common water-closet, 
stoneware pan. Bedding and pointing to door and window frames. Making 
good to sills. Parget and core flues, set copper stoves, range, &c. Sinks on 
brick piers. Air bricks. 

663. Slating, per Square.—Slates of fir battens, double nailed, with copper 
nails, or composition ditto. Allow 10 inches on all the run of eaves to slips, 
valleys, and gutters. Cement filleting. Saddle slating. Ornamental cruse. 
Slate cisterns bolted together. Shelves to wine-bins. Pantiling laid dry. 
Ditto bedded in mortar. Ditto pointed outside.  Filleting and heading in- 
cluded. Ditto pointed inside. Plain tiling. Four inches to be allowed for 
eaves. Six inches for dripping eaves. One foot for valleys. Three inches for 
all cuttings. In re-tiling, using sound old tiles about 100 new ones are re- 
quired to one square. Verge per foot-run. Slates in cement breaking point at 
plinth line of house, to prevent damp rising in walls. Tiles. Eaves tiles. 

664. Masonry.—Cube stone laid on natural bed. Super-sawing, half ditto. 
Sunk work, ashlar facing, proper bound stones at intervals. Front and other 
stone steps. Landings. Sunk-throated and weathered sills, 4 inches longer 
than opening, project 14 inch from face of wall. Balcony bottom trusses. 
Portico, window, and door dressings. Yorkshire tooled or bunched paving to 
cellars, kitchen, and for travises to byres. Wash-house, areas, &c., laid 
on brick rubbish. Portland rubbed chimney-pieces to bedrooms, &c. Port- 
land or York tooled or rubbed outer and inner hearths. Outer ditto, 18 inches 
longer than opening, 18 inches wide. Sinks, sink-stones, and holes cut. 
Feather-edge coping to walls, &c., throated and set. Rough York stone core 
for cornices run in cement. Templates to iron columns and storey posts. Hook- 
stones for gates. Curb for railing. Holes cut. Stone bases for pillars or 
posts in stable, and byre travises, with upper side chamfered, and hole cut 
2 inches deep to receive heel-posts. String-course caps to chimneys. Marble 
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chimney-pieces. Bath.  Pipe-holes cut. Washers let in. Copper cramps, 
and lead.  Feeding-troughs and benches. Court-gate pillars. Cart-shed do. 
All angles rounded off or splayed. Wall-copings. Causeway for stable and 
byre floors, &c. Man-hole stone cover for well. Liquid-manure tanks. 

665. Carpentry, Cube.—Fir in bond, plates, &c. Old oak sleepers and plates, 
4 inches by 34, to basement floor. Templates to beams. Girders. Fir bond all 
round, with rider to connect at flues. Wood-bricks to doors, windows, skirting, 
9 inches by 4 by 24 inches. Lintels over openings 9 inches hold on wall, each 
side. Pole-plates. 

666. Carpentry, Cube-framed.—Ground joists notched and spiked. Trimming 
joists, fitting in ditto. Common joists. Bridging and ceiling ditto. Girders, 
bressummers, sawn down, reversed, and bolted together. Storey posts. Ceiling 
joists and binders to top storey. Dragon piece and angle tie. Principal rafters 
(pair) Common ditto (pair). Hips and ridge (rolls). Valley-rafters. Tie-beam. 
King and queen posts. Struts. Purlins. Quartering to form soffit of eaves. 
Quarter partitions. Head and sill. Braces and quarters, Door-heads. Posts,. 
puncheons. Filling in quarters. Nogging-pieces. Ashlets.  Heel-posts, for 
stables, byres. 

667. Carpentry, per Foot Superficial.—Gutter-board and bearers. Board- 
ing or Baltic battens to roofs. Eaves boards. Boarding to dormers. Planceer 
and Facia Centres and turning pieces to arches, &c. Bracketing. Sound 
boarding. Boarding for lead-flat. Edges shot.  Firrings. Travises for 
stables, byres. | | 

668. Carpentry, per Running Foot and Numbers.—Rounded rolls. Herring- 
bone strutting. Angle staff. Tilting fillets. Cantilevers. Rebated drips to 
gutter. Cesspools, &c., ditto. 

669. Joinery, per Square. — Floors, best rooms, yellow deal, straight- 
joint, ploughed and tongued headings. Common floors, laid folding. 

670. Joinery, per Foot Superficial. — Double-moulded skirting. Deal-cased 
frames, oak sunk weathered sills, double-hung sashes, brass axle-pulleys, lines 
and weights. Boxing. Shutters, square or splayed. Backs, elbows, and soffits. 
Shutter front moulded, bead, butt, or square. Framed back-flaps, back linings, 
elbow-capping, architrave round window. Beaded lining. Rounded window- 
board. Framed grounds to doors. Double-beaded and rebated door-jambs. 
Doors, square-framed, four or six panel, moulded one or both sides. Bolection 
mouldings to entrance-door. Coach-house and stable doors, framed, ledged, and 
braced. Sash-doors. Marginal squares, Movable shutter, Folding and sliding 
doors to drawing-rooms. Shutters hung with lines and weights, with proper 
boxing and frames, beads, &c. Moulding round ditto, deal moulded front, flap 
to shut over shutters, flush rings, turned knob, lines and weights. | ۱ 

671. Joinery, per Foot Running.—Mitred borders to hearths, torus and square 
skirting, narrow grounds, mouldings, beaded capping. Staircase, dog-legged, 
or well-hole, Fir-carriages, brackets. Wall-string cut, and mitred inner string, 
ramped or wreathed. Circular strings. Return hosings. Steps and risers 
rounded or moulded, glued, blocked, and bracketed, ploughed and feathered- 
tongued. Curtail step. Housings to strings. Plain cut brackets. Windows. 
landing and joists to ditto. Lining to joists top of well-hole Working 
hosing and hollow moulding to landing. Facia. Balusters, turned or square— 
iron one every fifth step. Iron newel Turned ditto. Hand-rail rounded or 
Moulded. Ramp, swan’s-neck, wreathed, scroll end, raking, moulding to wall- 
string, sometimes beaded capping.  Mitred caps, pendants, fixing iron newel 
and baluster extra. Joiut-screws to hand-rail. Closet fronts, correct to stairs. 
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Pump casing. Soil-pipe casing to water-closet. Water-cistern dovetailed. 
Seat and riser. Hole cut and dished. Beaded-handle hole. Clamped flap and 
beaded frame. Mahogany skirting to ditto. Floor and skirting to water-closet. 
Dresser. Tongued-drawer bottoms. Dovetailed runs. Beaded drawer-fronts. 
Dresser-top, ploughed and tongued. Rounded pot-board and bearers. Shelves 
and standards. Turned legs. Glued sliders. Turned knobs. Flat-rail and 
pegs. Saddle-brackets, and pins in stable. 

672. Ironmongery. — Hinges and fastenings. Brass mortice-locks. Iron 
rim-locks, striking-plates, finger-plates, bolts, latches, turn-buckles. Bolts and 
screws for shutters, strap-hinges to back flaps. Bolts and screws for doors, brass 
or iron. Sash-fasteners. Flush-rings. Flush-bolts, barrel-bolts. Draw-back 
lock and chain. Shutter-bars. Brass shutter-knobs. China-ware or glass, 
door furniture. Casement stay cross-garnets, cabin-hooks, outside shutter-stays, 
shutter lifts. Grates, range, copper. 

673. Smith-work and Founding. — Wrought-iron ties, straps, king-bolts, 
screws, nuts, bolts, cramps, chimney-bars, saddle-bars. Flitches to strengthen 
beams.  Hoop-iron bond. Tyerman’s patent notched ditto. Top rail of rail- 
ing. Metal bars for skylights, casements, or sashes. Cast-iron girders, 
columns, rain-water pipes, newel and balusters, heads and shoes, stink-traps, 
air-bricks, railing, standards, cantilevers, stable-racks and mangers, gates, eaves- 
shoot, coal-plates, gratings, pumps, balconies, verandahs, knocker, scrapers. 

674. Plumbing. — Cover lead-flats. Lead-rolls, 4 feet 6 inches apart, of 
cast-lead ; 5 feet of milled ditto. Ten inches extra width to each roll. Cover 
hips and ridges, valleys, dormers, gutters, gutters behind chimney. Gutters to 
have one drip every 10 feet; 12 inch fall in ditto. Raking-step flashing; flash- 
ink to skylights, chimneys. Line cisterns. Sink to housemaid’s closet. Extra 
soldered angles per foot run. Service and waste-pipes to cisterns, sink, water- 
closet; water-closet apparatus; lead soil-pipe. D-traps. Lead for mason 
and smith’s work. Brass bell grates, washers and wastes, valves, ferrols, bosses, 
stop-cocks, square or round water-way, ball-cocks, basin with plug-hole. 

675. Plastering, per Yard Superficial.—Lath, plaster, float, and set ceilings. 
Deduct chimney breast. Lath, plaster, float, and set quarter partitions, deduct 
doors and skirting, unless plaster continued to floors. Lath, plaster, set, soffit of 
staircase. Render, float, and set walls and bricknogged partitions. Deduct 
chimney, window, and door openings. Lath, plaster soffit of eaves. 

676. Plastering, per Foot Superficial.—Cornices, plain or enriched, compo- 
skirting, pugging with lime and hair, and chopped-hay, two coats, or on fir 
laths with lime, sand, and hair. 

677. Plastering, per Foot Running. — Cement window and door dressing- 
strings, reveals, arrises, quirks, &c. 

678. Plastering, per Yard Superficial—Washing and stopping. Clearcoling. 
Whiting, &c., in distemper. Colouring. Ditto in distemper. Centre flowers, 
trusses, vases, balustrades, ornaments generally. 

679. Painter and Glazier, per Yard Superficial.—Paint all outside new work 
four oils. Inside ditto, three oils. Graining and varnishing, two coats. Flat- 
ting, various tints. 

680. Painter and Glazier, per Foot Running. — Wire-edges, bars, rails, staf- 
beads, narrow-skirtings, bands, hand-rail or newel-strings. Rail and piers 
Pipe-trunk. Chain. Coping-edge. Cornice (small girt). 

681. Painter and Glazier, Numbers.—Frames. Venetian ditto. Dormer 
ditto, squares, per dozen. Small metal ditto. Casements. Sills, 3 feet 6 
inches long, each. Reveals, pegs, brackets, saddle-bars, legs, bearers, scrapers, 
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balusters, newels. Towel-roller and bracket, chain, sets of beads and pulley- 
pieces. Step and riser each side carpet. 

682. Painter and Glazier, per Foot Superfictal.—Trellis-work, close ditto, 
ornamental railing, balcony-fronts, glaze-sashes, specify kind of glass, ditto to 
fanlights, skylights, sash-doors. Measure glass to sashes 3 inches less than 
width of brickwork, and 7 inches less in height. Glaze dormers and bull's- 
eye lights. | 


683. SECTION Seconp—Specification adapted to a Steading of Stone—The ex- 
ample which we shall give of a particular specification applicable to a steading 
constructed of stone, is that which was drawn up for building the steading of 
Dramkilbo, in Forfarshire, belonging to Lord Wharncliffe, and a plan of which 
is given in Plate XII. 

684. Mason Work.—The tracks for the foundations of walls are to be dug to 
the depth of 18 inches below the level of door-sills, and to such a width as 
there will be 6 inches of a scarcement on each side of the walls. The footings 
to be of large flat stones, not less than 6 inches in thickness, and to meet in 
the tails, so as there shall be no small stones between them. The footings 
to form a scarcement of 6 inches on each side of the walls. 

685. The stone walls, unless otherwise described, to be of good common 
rubble work. The whole of the stones to be fair dressed in face and beds, and 
to be well banded, bedded, jointed, packed, and pointed with good lime mortar, 
mixed with a due proportion of clean sharp sand. The lime, after being 
properly slaked, to be passed through a common sand-nddle, and to be 
properly mixed with water, and well wrought before being used. Sleeper-walls 
to be built under all the partitions, and wherever it is necessary; all the 
gables to be carried up within 3 inches of the sarking, and all the walls, where 
necessary, to be beam-filled with stone and lime. 

686. There is to be a cesspool under each grating in byres and stables. 
The cesspools to be at least 2 feet 6 inches in deptb, and not less than 14 
inches square, and to be built and paved with brick; also, at all the junctions 
of the urine-pipes there are to be eyes of brick at the necessary depths of the 
pipes 9 inches square. Urine-tank to be of brickwork at the depth shown on 
the section. 

687. All the corners, gate-pilars, and door and window rybats to have 
2-inch droved margins, droved breasts, checks to the necessary depths, and 
pick-dressed in the tail, and the sizes already described, except the following 
corners and openings, which will be formed of hammer-dressed scunscions, 
long stones, or brick, viz. :—Cattle-shed, doors, and other openings and corners 
to be formed of brick; but where there are to be doors hung, two stones of a 
sufficient size are to be built into the wall, and the crooks sufficiently batted 
into them. The openings into the two large courts are to be formed with long 
stones, to be at least 3 feet below the surface of the ground, and to be of such 
a breadth as cover in the end of the dyke, and not less than 8 inches thick, 
and to finish with the cope of the dyke, and to be neatly hammer-dressed. 
Cart-shed pillars to be 22 inches square, two stones to form a course, except 
the last course, which must be in one stone. The lintels to be at least 13 
inches in height, and not less than 9 inches in thickness, and to be built hard 
together at the ends, to be neatly hammer-dressed, a chamfer to be taken off 
all round the pillars. All the other openings for doors to have either cheeks 
for post or giblet checks. Mill-shed openings to be formed with hammer- 
dressed scunscions, to be set double and single alternately, and to finish with 
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a double one at least 18 inches in breadth. The lintels are to be provided by 
the carpenter. Two stones, 2 feet square by 10 inches in thickness, to be set 
on wall, at the level of cross-beam, and one of stone, of the same dimensions, 
set for supporting horse-wheel; also two stones, 18 inches square by 8 inches 
in thickness, to be built into the wall 6 feet below the top of wall, and a recess 
made into the wall for an iron rod for fixing down the beam. The position will 
be pointed out during the progress of the work. 

688. Feeding Troughs Benches.—The feeding benches in courts are to be 
built with brick, and covered with faced and jointed pavement, having all the 
necessary bolt-holes, &c.; those in loose-boxes to be of the same description. 
Feeding troughs in byres to be as’ shown on the plan and section, having sides 
3 inches in thickness, and not less than 18 inches in depth. All to be dressed 
straight, and close-jointed; bottoms to be paved with brick, bedded and jointed 
with lime. Division stones to be from 3 to 4 inches in thickness, and to be 
4 feet 6 inches square, having a proper hold of the ground. Thirty-two fixings 
for cattle to be provided, and fixed to the stones and walls. Fixings to be of 
1 inch diameter, and not less than 20 inches in length. 

689. Travise Stones.—Thirteen stones for horse travises, to be 9 feet by 2 
feet 9 inches, and 3 inches in thickness, and to have 6 inches of hold tn the 
ground and 2 in the wall, and chamfered as shown on the section. There will 
be five stones for supports in cart-shed, 18 inches square by 8 inches in thick- 
ness. Also ten stones for partition in straw-barn 12 inches square by 6 
inches thick. Six stones for supporting feeding-shed roof, to be 8 feet long, 
and 12 inches by 9, resting in socket-stones 20 inches by 20, and 9 inches 
thick, and let into the timber lintel. (See section.) A stone, with a sunk panel, 
to be set above arch in south elevation, as shown on the plan. 

690. Paving.—The stables, byres, loose boxes, and turnip-shed are all to be 
paved with small boulders, bedded in sand, and laid to the proper falls. Stables 
and byres to have curb-stones, as shown on the section. Ten 8-inch bell-traps 
to be provided, and fitted into stones 18 by 18 by 6, to be placed above each 
cesspool. The bell-traps to be strong made, and close fitted on to the stone. 
The urine-pipes will be provided .by the proprietor, but the contractor is to 
open the trench, and lay them to the proper falls towards the tank, as shown 
by dotted lines. The passages in byres and feeding-shed passage to be laid 
with jointed pavement. _ | 

691. Bothy, harness-room, gig-house, boiler-house, and passage in straw- 
barn to be laid with jointed pavement.  Hiding-stable to be paved where 
coloured blue, and cut as shown on the plan.  Coal-house and privy to be 
paved, and to have pavement roofs. Privy to have a pavement front for seat. 
Hen-house, urine-tank, girnal-house, shed, potato-house, workshop, guano store, 
and chaff-house to be paved with brick on bed, laid on lime, and grosited full 
in the joints with lime. Urine-tank to be covered with strong covers, a hole 
12 inches diameter to be made in the cover for the pump. Also a part of the 
court dyke coped with flat stones for working the pump, and stone steps for 
getting up to it. 

692. Cisterns.—Three stone cisterns to be placed as shown on the plan. The 
two in shed to be 6 feet by 2, and 1 foot 6 inches; the other to be 14 feet by 
2, and by 1 foot 6 inches ; or, if the contractor prefers, he can make it in two. 
They are to be properly cheeked and jointed with white lead, and bolted toge- 
ther, and made completely water-tight ; and scullery to be laid with faced and 
jointed pavement, bedded on sand and jointed with lime. Dairy shelving to be 
of polished pavement, and to have atleast 2 inches of wall-hold; the pave- 
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ment under shelving to be laid 2 inches above the floor on section. Coal-house 
to be paved with brick on bed, laid on lime as aforesaid. The spence to be laid 
with jointed pavement, bedded on sand and worked with lime. 

693. Jobbing.—The contractor is to execute all necessary jobbing belonging 
to his department of the work, such as cutting raglets, bolt-holes, and fitting 
in crooks for hanging doors, and running them in with lead, sloping for get- 
ting in pipes, &c.; but the contractor furnishes no lead except what is 
wanted for the cattle-fixings—the lead for bolts and crooks being to be all 
provided by the carpenter. 

694. General Conditions—The contractor to get all the materials in the 
present steading and pigeon-house, belonging to his department of the works, 
and must take down the walls at such times as the tenant may find it conve- 
nient. Brick will be provided by the proprietor for all the work specified to be 
brick. The contractor will have Kinpurney quarry, free of lordships, for all 
the stones necessary for the completion of the works shown on the plans and 
set forth in this specification. The quarry must be well wrought. All rubbish 
to be removed out of the way, so as not to interfere with the working of the 
quarry afterwards. The contractor will have the use of the rafters and joist- 
ing for scaffolding; but if in any way damaged by him and not fit to be used, 
he must pay full value for it to the contractor for carpenter and joiner-work. 
The contractor is to furnish all the materials except brick, as aforesaid, but if 
sand cannot be got without stripping off the soil, he must do that, and at such 
times as there will always be as much cleared as allow the tenant free access 
to the pit. The tenant will perform all necessary carriages. Stones from 
Kinpurney quarry. Pavement and lime from Meigle Station. 

695. The whole is to be finished in a most complete and tradesmeniiko 
manner, and to the entire satisfaction of Christopher Kerr, Esquire, factor on 
the estate, or any person appointed by him to superintend the works. 

696. Carpentry—Steading Lintels.—All the doors, windows, and other open- 
ings to have safe lintels, as already described. Cart-shed lintels to be in one 
length. — Lintels over mill-shed posts to be 8 inches thick, and of’ such a 
breadth as carry the couples. The cross-beams in mill-shed to be 14 inches by 
7, to have 18 inches of wall-hold at each end, and to be bolted down to a stone 
block by a #-inch iron rod at least 6 feet in length, to have a good thread and 
strong nut. The other two beams to be of the same dimensions, to be well 
secured together by j-inch travelling bolts. The beams over pillars for carry- 
ing cattle feeding-shed roof to be in one length, and to be 11 inches by 9, 
having 12 inches of wall-hold at each end. 

697. Joists and Sleepers.—Granary and sheaf-loft joists to be 104 inches by 
2}, laid on wall-plates 8 inches by 11. Joists to be set 19 inches apart from 
centres, and to be properly bridled for machinery. Stair-bridling to be 103 
inches by 44, to be dovetailed and screwed together with j-inch iron bolts, 
and the whole of the floors to be laid with 14-inch white wood ploughed and 
tongued flooring well nailed down.  Corn-room to be laid with sleepers 6j 
inches by 24 on wall-plates 6 feet by 1 inch, and clad with flooring as afore- 
eaid. Bothy bedroom to be laid with sleepers and flooring. 

698. Hoofing.— West and north ranges to be roofed with couples to the sizes 
marked on the section, and all to be properly checked and well nailed, as afore- 
said, and set on wall-plates. Not to be more than 20 inches apart from centres, 
and to be clad with §-inch white wood sarking, as described. Mill-shed roof 
to be constructed as shown on the section, having ten rafters going to the top. 
All the rafters to be set on wall-plates sawed to the circle. The wall-plate to 
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be in two, thickness making 2 inches, to be overlapped and well nailed toge- 
ther, and nailed down to the wood lintels. The other courses of plates to be 
6 inches by 3, sawn to the circle, and fitted into a half check in rafters. A deal, 
6 inches by 4, to be bent round the outside of each plate. A detailed drawing 
will be given for this roof during the progress of the work. The rafters to be 
covered with §-inch sarking, as aforesaid. Bothy roof to have couples placed 
18 inches apart from centres, and covered with sarking. Stable range to be 
roofed as described for west and north range. All the byres and cattle-sheds 
to have couples made as described, and placed 20 inches apart from centres, 
and clad with lath 2 inches by £, at the distance to suit the courses of the 
slates (the slates to be, if they can be got, 14 inches by 8); ridge-battens 
to be supported on iron spikes on every second couple; fillets to be put 
on where necessary. Projections to be cleaned, and covered with iron, as 
described. 

699. Windows.—The windows in south and west elevations to be sash and 
case, and primed as aforesaid. Stables and byres to have windows with 
sparred sliding-shuts, upper half to be glazed. Corn-room to have sash and 
case windows, as aforesaid. Granary to have twelve opening frames, all to have 
suitable hinges and fasteners. The proprietor will provide wire-screens for 
these windows, but the contractor is to fix them. Six skylights to be glazed. 

700. Lathing.— The bothy ceiling to be lathed in the manner already de- 
scribed for lathing. Two beds to be fitted up in bothy, having forestock and 
bottom, &c.  Granary floor to be supported by a beam running the whole 
length. Beam to be 6 inches by 6, supported by five uprights the same dimen- 
sions, resting into a stone. The beam to have 9 inches of wall-hold at each 
end. Corn-room partitions to be of standards 44 inches by 2, and clad with 
-inch beaded, ploughed, and tongued lining, having doors where necessary. 
Granary stair to have 14-inch treads. Straw-barn to be divided, as shown, by a 
wood partition, posts to be 64 inches by 24, having a runner 64 inches by 14 
at top and bottom, and clad with rails 34 inches by 1}, nailed on 12 inches 
apart. Rails to be of larch. 

701. Cattle-Racks.—Substantial racks to be fitted up above all the feeding- 
troughs in byres and loose-boxes. A runner, 3 inches by 3, to be stretched 
along the top of division-stones the whole length of byres, to be checked down 
on top of stones at least 1 inch, having all the necessary upright posts for 
supporting racks, &c. The space between runner and top of feeding-troughs 
is to be closed in by a door formed of j-inch ploughed and tongued deals, with 
two cross-bars on the back, and will be either hung with hinges or made to 
slide up and down, having the necessary fixings. Racks to be fitted up in 
court sheds to the extent of 118 lineal feet. 

702. Feeding-Troughs.—Troughs in feeding-shed to be formed, as shown on 
the section, by planks 8 inches by 3, bolted down to the pavement-soles with 
4-inch iron bolts, not more than 6 feet apart. The sides next to passage to 
have uprights 3 feet by 2, placed not more than 5 feet apart, properly fixed to 
the side of troughs, and to have a runner 3 inches by 2 at top nailed to the 
baulks. A sliding door, 24 feet in height, formed of }-inch ploughed and 
tongued deals, with two cross-bars on the back, to be placed between each 
upright, and to slide in grooves and into uprights. Each door to have an iron 
slip-bolt, and two lifters made of hardwood. Privy-seat to be covered with 
wood. | 

703. Travises.—The stables to be fitted up with travises having high and 
low racks, heel and shoulder posts, and fire-clay feeding-troughs, having a row 
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of harness pegs fixed into a plat of wood, to extend the whole length of the 
stables. Heel-posts to be 7 inches by 7, having a chamfer taken off each corner, 
and to be set down into stone 2 inches, and well nailed to a runner above 7 feet 
by 2. Division boards to be 2 inches thick, having two dowels into each joint, 
and covered on top by -inch hoops of iron, fixed by countersunk screw-nails. 
The feeding-boxes to be 2 feet 3 inches long by 1 foot 3 inches wide by 1 foot deep, 
inside measurement. A press to be fitted up in the angle of riding-horse stable, 
having shelves, and a plain door with a lock and key. The walls of harness- 
room to be lined on straps with #-inch beaded, ploughed, and tongued lin- 
ing, having a plate of wood round all the house, with all the necessary 
bridl-pegs and saddletrees fixed into it. The ceiling to be lathed. The 
hen-house to be fitted up with roost and roosting-poles. Roost to be covered 
with sarking, close jointed, and nailed down. 

704. Doors.—There will be ten large doors in two halves, to be formed of 
18-inch beaded, ploughed, and tongued deals in narrow pieces, with three 
cross-bars on the back, and to be hung with strong crook and band hinges, 
batted into the beds of the stone with lead, and bolted to the doors. Sheaf- 
loft door to be in two halves; to be 6 feet by 6, to be hung on posts, and to 
open to the inside, having fourteen cross-tailed hinges, slip-bolt, and stay-band. 
All the two-leaved doors to have stay-bands, and a hardwood revolving bar 
outside. All the other outside doors to be formed as already described; the 
doors having rebates checked inside, to be hung on posts by fourteen cross-tailed 
hinges, and those doors opening out to be hung with crook and band hinges, 
as already described, Inside doors to be of 2-inch wood, and hung with twelve 
cross-tailed hinges. 

105. Locks and Latches.—The doors in west, north, and stable ranges all to 
have stock locks of the best description. The small doors to have good latches, 
and all tho doors opening out to have latches fixed into the stone wall, to keep 
them back to the wall when open. The keys for stable and byre doors to have 
a falling ring. 

706. Gates.—There will be seven 10-feet gates, each gate to be in two 

halves, having stiles 4 inches by 23, rails 4 inches by 14, spars 34 inches by 
1, placed 3 inches apart. Gates to have diagonal or centre rails. Two small 
gates of a similar description. All to be hung with strong crook and band 
hinges, as already described. These gates to have suitable slip-bolta, bolted 
on foot of stiles, and a swivel bar on centres, and all the necessary catches 
and latches to keep them open or shut, as the case may be. 
- 107. Skirting.—Bothy and harness-room to have skirting 44 inches by $. 
Corn-room, sheaf-loft, and granary to have skirting fixed all round the walls 
and partitions; thus the floor-line to be nailed to dowels driven into the wall. 
Bothy and barness-room to have plain mantelpieces. The two recesses in 
bothy to be fitted up with shelves, one of them to get a plain door. 

708. Jobbings.—The contractor is to execute all jobbing necessary for the 
completion of his department of the works, also to forward and give all the 
necessary assistance for the laying and bedding of the beams, &c. All minor 
parta to be included, and the whole and every department of the works must 
be finished in strict accordance with the plans, and equal to other works of a 
similar class. Although everything may not be particularly and minutely 
described, such must be considered to fall under the contract, as no extras will 
be allowed unless specially ordered. 

709. Materials.— All the timber for the carpenter-work to be of the beast 
Swedish fir. The flooring and sarking to be of Baltic white-wood, and the 
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finishings to be all of the best Quebec or St John’s yellow pine. The whole 
must be the best of their respective kinds, free from softwood, shakes, or large 
knots, and to stand the sizes when finished. 

710. General Conditions.—The builder is to get the use of the joists and 
couples for scaffolding. The contractor is to take the couples and lath of the 
existing buildings at Drumkilbo, consisting of pigeon-house, stable, byres, 
barn, cart-shed, and mill-shed. The contractor is to get all the wood in mill- 
shed, consisting of upright posts and beams, for carrying roof and roofing. 
All are of new wood, and can be used in the steading. The contractor is 
to furnish all other materials necessary to complete his department of the 
works ; but the tenant will perform all necessary carriage from Meigle Station, 
or any similar distance. The whole works must be finished in a most com- 
plete and tradesmanlike manner, to the entire satisfaction of Christopher Kerr, 
Esq., factor on the estate, or any person that may be appointed by him to 
superintend the works. The factor, as aforesaid, reserves full power to make 
any additions to or deductions from the foregoing works, without any way 
affecting the terms of the contract, the value of which will be added to or de- 
ducted from the contract price by the architect of the works. No part or por- 
tion of the works will be allowed to be sublet without an order from the factor 
aforesaid. 

711. Slater and Plumber Work.—'The roofs to be covered with dark blue slates. 
Byres and cattle-sheds to be covered with 14 inch by 8 slates. Byres and 
sheds to be hung on lath. Cottages and all the other roofs to be covered with 
slates 13 inches by 7. All to have full and sufficient cover, averaging 21 inches 
at bottom, and diminishing regularly to 14 inches at top; to be square dressed, 
regularly sized, and hung to the sarking by galvanised iron nails. Every 
third course to be double nailed. The joints of sarking on house and cottages 
to be properly filled up with plaster-lime, mixed with hair, and all the raglets 
to be pointed with mastic. 

712. Plumber-Work.—All the roans, valleys, ridges, hips, and conductors, to 
be of 18-inch zino flashings, to be of 5-lb. lead: 44-inch roans to be round all 
the eaves of farmhouse, and all the roofs falling into the cattle-courts : 
34-inch roans to be round all the eaves of kitchen and dairy ranges. There 
will be two 3-inch conductors from farmhouse, one from dairy, and three 2-inch 
conductors from kitchen-range, and two lj-inch ditto from porch, and 
six 24-inch conductors for cattle-courts. A 2-inch roan to be round eaves 
of porch. The roans to be supported by strong iron hooks, well nailed 
to the sarking or lath, not to be more than 27 inches apart from centres, all to 
be laid to the proper falls. Each conductor to have a 6-feet cast-iron length to 
enter the drains 12 inches below the surface.  Ridges, hips, and valleys to be 
12 inches in breadth, all to fit their respective places. Lead flashings, 8 inches 
broad, to be properly ragleted on porch roof. All the chimney-tops to have 
lead flashings 8 inches broad. 

713. Skylights.—There will be six cast-iron skylights; two to open, the 
others to be dead. All to have zinc soles—two skylights No. 4, and four 
No. 3. 

714. Ventilators.—There will be twenty double ventilators of zinc. The 
position of them will be pointed out during the progress of the work. (See 
north elevation in Plate XII. for sketch of ventilators.) A spire to be fixed on 
top of mill-shed roof with a weathercock, to be of sheet copper. The spire to 
be a rod of 1-inch round iron, to be fixed 3 feet below the top of roof, having à 
shoulder and a nut properly screwed, and to be firmly braced up. The cock to 
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be 5 feet above roof. The whole to be finished in a most complete and tradesman- 
like manner, to the entire satisfaction of Christopher Kerr, Esq., or any 
person appointed to superintend the works. The contractor is to uphold the 
roofs against wind and weather, and keep them completely water-tight, for 
twelve months after the completion of the whole works, and leave them in good 
condition at that period. The contractor is to take the slates off the present 
steading-house and pigeon-house, and put them carefully aside, so as to be 
entirely clear of all the buildings, &c., having no further claim on them. The 
contractor is to furnish all materials necessary for the completion of his de- 
partment of the works; but the tenant will perform all carriages from Meigle 
Station, or any similar distance. All minor parts to be included; and the 
whole and every department of the works must be finished in strict accordance 
with the plans, and equal to other works of a similar class. Although every- 
thing may not be particularly and minutely described, such must be considered 
to fall under the contract, as no extras will be allowed unless specially 
ordered. 

715. Plaster -Work.—Bothy walls, partitions, and ceiling, to receive two 
coats of plaster. Ceiling of harness-room to get two coats of plaster. Granary, 
sheaf-loft, and corn-room walls to receive one coat of plaster. The windows to 
be bedded and pointed with lime. The plaster is to consist of lime and clean 
sharp sand, mixed with a due proportion of good fresh hair, to be well mixed 
and properly wrought, and the whole to be of the best description when 
finished, free from cracks, blisters, or water-marks of every description. The 
contractor is to provide all materials necessary for the completion of the works ; 
but the tenant will perform all carriages of lime from Meigle Station, and sand 
from the pit. The whole to be finished to the entire satisfaction of Christopher 
Kerr, Esq., factor on the estate, or any person appointed to superintend the 
works, All minor parts to be included, and the whole and every department 
of the works must be finished in strict accordance with the plaus, and equal to 
other works of a similar class. Although everything may not be particularly 
and minutely described, such must be considered to fall under the contract, as 
no extras will be allowed unless specially ordered. 

716. What is contained on this 1 preceding pages are the specifica- 
tions referred to in a minute of agreement, executed of equal date herewith, 
between Christopher Kerr, conjunct town-clerk of Dundee, as factor and com- 
missioner for the Right Hon. Lord Wharncliffe, of the first part, and David 
Milne, mason, Kirriemuir; Robert Dow, wright, Blairgowrie; Andrew Ander- 
son, slater, Coupar-Angus; and Alexander Mitchell, plasterer, Alyth; and 
David Smith, manufacturer, Alyth, as cautioner for and with the said Alex- 
ander Mitchell, all of the second part.—In witness whereof, this docquet, 
written upon this page by James Moir, clerk to Christopher Kerr and Com- 
pany, writers in Dundee, by whom the said specifications are also written, are 
subscribed, along with the said specifications, by all the parties, as follows— 
viz, by the said David Milne, Andrew Anderson, Alexander Mitchell, and 
David Smith, all at Dundee, on the twentieth day of March eighteen hundred 
and fifty-seven, before these witnesses— Christopher Webster Kerr, residing in 
Dundee, and Andrew Hutton, clerk to the said Christopher Kerr and Company ; 
by the said Robert Dow, on the twenty-seventh day of the said month of 
March, before these witnesses—the said Christopher Webster Kerr and Andrew 
Hutton; and by the said Christopher Kerr, also at Dundee, on the said twenty- 
seventh day of the said month of March, before these witnesses—the said 
Christopher Webster Kerr and the said Andrew Hutton. 
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717. Specification adapted to a Steading of Brick.—The following is an example 
of a specification for a brick-built farm-steading :— 

718. General Conditions.—The several contractors for the farm-buildings are 
required to provide all materials, tools, tackle, and all other requisites necessary 
for completing the work. The whole of the materials to be the very best of 
their several kinds, sound and well seasoned, and to be applied in the most 
workmanlike and substantial manner, under the direction and to the complete 
satisfaction of the architect, or the clerk of works, duly appointed to superin- 
tend the erection of the building. 

719. The drawings are strictly to be adhered to, and to be considered equally 
binding with the specification. Should anything appear to have been omitted 
in either the drawings or the specification which is usually inserted in these, or 
which may reasonably be inferred from the said drawings and specification, 
the contractors shall not be free to obtain any advantage from these omissions. 
On the contrary, it is clearly understood that they shall provide and apply 
whatever material or labour, or both, which may be wanting to complete the 
works in accordance with the true intent and meaning of the said drawings and 
specification, and with the general conditions ; and the directions for their cor- 
rect performance, as given from time to time by the architect or clerk of the 
works, are strictly to be adhered to. 

720. Where any ambiguity exists with reference to the measurements shown 
in, or taken from, the drawing from the scale attached thereto, figures are in all 
cases to be preferred to the drawings. Any doubtful or disputed point, or ques- 
tion arising on this or any other subject, is to be decided by the architect, whose 
decision in writing shall be final and without appeal. 

721. Any dispute or disputes that may arise in connection with the work, 
whether on account of extra or unfinished works of the drawings or specification, 
or otherwise, of whatever kind, shall be referred to the architect, whose decision 
or valuation, as the case may be, shall be final, and biuding upon all parties. 

722. Any extra work which is required to be done, is to be contracted for 
before the same is commenced to; and should any of the contractors omit to 
make such previous agreement or contract, the architect, or person appointed 
by him, shall measure the work done, and value the same, and this valuation is 
to be final and binding. 

723. Should any of the several works herein specified or shown on the draw- 
ings be ordered to be omitted and not carried out, then the architect, or person 
appointed by him, shall measure the portions so ordered to be omitted, and 
value them according to the rates or prices at which he considers the contractor 
or contractors to have founded his or their contracts; and the amount 0 
valued shall be deducted from the sum due to the contractor. 

724, The payments to the bricklayer, mason, and carpenter, to be made in 
three instalments, in sums not less than 20 per cent upon the amount of the 
respective contracts—upon producing a certificate from the architect that the 
amount of the sums applied for do not exceed three-fourths of the value of the 
works then executed and performed. The value to be computed after the same 
ratio at which the architect conceives each contractor’s estimate or tender has 
been formed. 

725. The plasterer, slater, plumber, painter, and paperhanger to be paid when 
the whole of their work is completed to the satisfaction of the architect or clerk 
of works. 

726. The proprietor, through his architect, reserves to himself the power of 
making any alterations or additions to the several works as they proceed, with- 


SPECIFICATIONS FOR A STEADING OF BRICK. 177 


out multiplying or invalidating the contracts; but the architect will not feel 
himself bound by any order given, or which may be said to have been given, 
verbally for any such alterations and additions; consequently no allowances 
will be made for such work, except the contractor or contractors can and do 
produce a written order authorising the addition or alterations, signed by the 
architect. No deviations, therefore, are to be made from the drawings, with- 
out a written order from the architect. 

727. The building, the ground attached, and materials placed thereon, from 
the commencement to the finishing thereof, are to be considered in the posses- 
sion of the proprietor, without tending to make void or to invalidate any of 
the foregoing conditions, or to make him liable for any accident, risk, or 
damage whatsoever, that may occur to the same. None of the materials to be 
removed without the permission of the architect. 

728. Should any of the contractors perform any improper and untradesman- 
like workmanship, or provide any improper materials, they shall be immediately 
replaced by good workmanship and materials, upon the architect requiring the 
same to be done. And should any of the contractors in such case refuse to 
carry out the requirements of the architect within the space of twenty-four 
hours after a written notice has been given of the same, it shall be lawful for 
the architect to re-let the work to other contractors, and cause to be replaced by 
good workmanship and materials the said defective workmanship and mate- 
rials, according to the terms of this specification; and this at the cost of the 
original contractor or contractors whom it may concern. 

729. From the commencement to the finishing of every part of the respective 
works, the care of the same, and whatsoever appertains thereto, is to be with 
the several contractors, who are in each of their respective departments to pro- 
tect and preserve the same ; and in case of any damage or injury happening to 
any portion of the said works by the artificers employed—by the inclemency of 
the weather, by fire, or by any accident whatever—the contractor or contrac- 
tors whom it may concern shall repair the same at his or their costs, so that at 
the conclusion of the several works every part may be complete and perfect. 

730. No portion of the works will be allowed to be sublet on any account, 
unless the architect shall fully approve of the same. 

731. The buildings are to be erected ready for the slater and plumber in 

weeks from the date of an order from the architect to commence the 
works; in default of which the bricklayer, mason, and carpenter are all and 
each of them severally to perfect and pay to the proprietor the sum of per 
week, for each and every week, until the work shall be so built up, from the 
aforesaid date; anything whatsoever to the contrary notwithstanding to be 
recovered from them as and for liquidated damages, or to be deducted from the 
amount due to the said contractors. 

732. The whole of the slating and plumbing to the roofs, cisterns, and gut- 


ters are to be thoroughly finished in days after an order has been given 
by the architect to commence ; in default of which the plumber and slater shall 
each and both pay the sum of per day to the proprietor, for each and 


every day, until the said work shall be completed, from the aforesaid date, to 
be deducted from the amount due to the said contractor. 
183. The whole of the works to be entirely completed, to the full extent 


herein specified, in weeks after the roof is covered in; in default of 
which the contractors are all and each severally (with the exception of the 
slater) to forfeit and pay to the aforesaid proprietor the sum of for 


each and every week, until the aforesaid work shall be so completed, from the 
M 
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aforesaid date; the amount thus forfeited to be deducted from the amount due 
to the said contractors. 

734, Each contractor to clear and cart away all rubbish accumulated from 
time to time in connection with his work as the architect shall direct. 

735. The several contractors are to be prepared with the names and resi- 
dences of two respectable sureties each at the signing of the contract. 

736. Excavator.—Make all the necessary excavations for footings, drains, 
wells, liquid-manure tanks, and dung-stances, to the depth and in the position 
shown in the drawings. All water, soil, &c., settling in these trenches, to be 
drawn off, and this drainage to be effectually completed before the brick-work is 
commenced. Level and ram down hard the beds of all footings, and consoli- 
date the earth about the same, and also against all walls, drains, &c., if the 
nature of the foundation soil requires it.—(See Section on Foundations, Book 
Second.) Lay under the external walls round building a course of good lime 
concrete (see Concrete); the depth of this to be 18 inches, and width 1 foot 
wider than the width of lower course of footings. The concrete to be thrown 
into the trenches from a stage at least 6 feet above their level. Any other 
work upon the site of the whole building which may be required to level and 
render it complete to be duly executed; and all rubbish and superfluous soil 
that may accumulate during the progress of the work to be removed, and all 
left clean and perfect, to the satisfaction of the architect or the clerk of works. 

737. Bricklayer.—The brick-work to commence on the concrete (if used), the 
first course to be laid and well bedded in mortar. 

738. All the walls to have two to three courses of footing, and to be con- 
structed of the several thicknesses shown upon the drawings, of the best hard 
well-burnt, sound stock-bricks, to be laid in old English bond, and to be carried 
up regularly. No four courses of brick to rise more than } inch beyond the 
collected height of the bricks; every course to be filled in and fully flushed up 
with mortar, and well grouted with liquid mortar of hot lime and sand every 
second course up to level of ground line, and every fourth course above this. 
No variation to be made between the inside and outside work. The joints 
inside of the apartments which are required to be plastered to be left rough. 
Where plastering is not required, the inside joints to be finished with a neat 
ruled joint in putty or cement. To prevent damp rising, lay all round the 
walls, at ground level, a course of countess slates, laid in cement, or a layer of 
a composition formed of coal-tar and sand, to be carefully laid on with a hard 
brush, and well worked into the joints before flushing. 9-inch relieving arches 
to be turned over all voids, window, door, and chimney openings. Turn arches 
in brick-and-half work to liquid-manure tanks. Drains to be laid down in drain 
tubes or in brick drains as directed. (Here fill in description of drains to be em- 
ployed.—See Drains.) Bed in mortar all bond timber, plates, lintels, wood-bricks, 
templates, and other wood-work required to be set in the brick-work. Bed and 
point round all window and door frames with lime-and-hair mortar, and bed the 
sash-sills with white lead. Cut all splays, chamfers, &c., where required. Set 
the boilers in boiling-houses with seconds bricks, and with bull-nose corners— 
the fireplaces to be set with fire-bricks of the best quality. The flues to be 14 
inches by 9 for fireplaces in wool-room, and 9 inches square for single boilers 
in boiling-houses, the inside to be pargeted with well-made cow-dung par- 
geting. 

739. The floors of the several apartments (here name them) to be laid with 
brick on edge, or Minton’s encaustic tiles, as directed.—(See Section on Floors.) 
Make good all necessary openings to drains. Build cesspools in 9-inch work 
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laid in cement in cow-house, stables, feeding-boxes, &c., where required. Build 
foundation to mangers in byres, and to feeding-troughs in cattle-courts. Set in 
brick-work, where required, water-troughs for cattle. All the angles of doors 
and gates to be splayed or made bull-nosed. Provide all necessary scaffolding, 
and appurtenances to carry on the work, and to attend on the masons, plum- 
bers, carpenters, and smiths, aiding and making good after them; and to per- 
form all jobbing necessary to carry out the works; and to leave all in a perfect 
state of completion, to the full satisfaction of the architect or the clerk of works. 
To set in brick-work, where required, all parts of the steam-engine and boiler- 
house, and the steam-boiler chimney, according to the plans specially provided 
for this department by the engineer. To set foundation, &c., where required, 
for all machines, as directed by the engineer. 

140. Mason. — Provide and fix to the windows throughout stone sills, 
weathered and throated, 4 inches deep on face, 44 inches on back, 84 inches wide, 
and 4 inches longer than the width of window-opening. Provide and fix to 
each door two stone blocks, width of thickness of brick-work, and 6 inches deep, 
and to mortise the same for the leading of iron bends to receive doors; also 
to each door a stone block with mortise-hole to receive fastening of door. 
Provide and fix to all the doors of all apartments named stone sills, 9 inches 
by 3, with mortise-holes to receive door-posts. Provide and fix coping to all 
the walls of courtyards, and jambs to gates of the same. Provide coping for 
steam-engine chimney-shaft, and all stone-work required by the engineer for the 
fitting up of the machinery department, according to drawings and directions 
famished by the same. Provide and fix stone blocks to the number required, 
as shown in the drawings, to fix stall-posts in stable, travise-posts in cow-house, 
and pillars of shelter-sheds in courtyards, each block to be 9 inches square 
and 6 inches deep, and properly mortised and chamfered at top. Provide and 
fix curb-stones between stall divisions of stable and cow-house, with groove on 
upper surface to receive travis-boards. Provide and fix stone blocks 12 inches 
square and 9 inches deep; cut on upper surface to receive gratings and stench- 
traps. (Where the byres are to be fitted up with stone travises.)—Provide and 
fix stone travises to cow-byre, 6 feet long, 4 feet wide, and 3 inches thick ; to 
be 12 inches sunk below the floors. "The angles to be rounded off, to prevent 
injury to the cattle. Pavement to be provided for all apartments named (here 
name apartments), to be faced and jointed, and tool-dressed on upper surface, 
and laid in sand with cemented joints. (Where a horse-wheel is used as the 
motive power).—To provide for horse-wheel-house lintels with a 12-inch hold on 
the walls, also two stones 14 inches square and 9 inches thick, to place centre- 
beam upon; each stone to have 14-inch bolt-hole in centre (see mode of fixing 
beam in Section treating of iron and woodwork combined). To provide and fix 
feeding-bench bottoms 3 inches thick, with holes cut along the front-edge, at 
intervals of 6 feet, to receive posts to retain wood front. To provide and fix in 
apartments named (here name them) causeway of small stone boulders laid in 
sand. To provide and fix man-hole-door pavements and covers to liquid-manure 
tanks; the latter to have a 4-inch hole cut to receive barrel of pump. To cut 
all holes and notchings, and to provide all cramps, lead, cement, &c.; to attend 
smith, and to clean down all stone-work at finish, to the complete satisfaction of 
the architect or clerk of works. 

741. Carpenter and Joiner.—'The whole of the timber to be used to be of good 
(here name the quality or qualities to be used)—all of approved quality, well 
seasoned, free from all sap, shakes, large or unsound knots; all to be cut die- 
square, and true to the several dimensions shown on the drawings, and herein 
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described. None of the timber to be set more than 14 inches apart, and to 
have bearings not less than 6 inches on the wall. 

742. Provide and fix all necessary centring, and turning-pieces, stops, fillets, 
backings, blocks, firrings, &c., and all other articles necessary to the perfect 
and efficient completion of the various works described under the various heads 
of bricklayer, mason, carpenter, joiner, slater, and plumber. The centring to be 
eased, and finally struck when directed by the architect. 

743. Provide all necessary wood-bricks, with every required preparation for 
firring grounds, battens, and joinery. 

744, Provide and fix good and sound lintels of timber over all doors, 
windows, and openings generally. The lintels to have a vertical depth of 
1 inch for each foot of opening, and to have a bearing on the walls at each 
end of not less than 9 inches. The beam over cart-shed posts to be in one 
length, 12 inches by 8, and to have a bearing on wall of 12 inches at each 
end. 

745. The flooring-joists, in apartments where boarded floors are required, to 
be 5 inches by 24, laid on cross sleeper-walls, carried up from footings. The 
joists of granaries over cart-sheds and barn to be 9 inches by 3, placed 14 
inches apart from centre to centre. Trimmer-joists for thrashing-mill machinery 
to be 12 inches by 6. Flooring to be inch red pine, properly tongued and 
grooved.—(See Section on Floors.) 

746. The roofs to be turned as shown in drawings, and of the following scant- 
lings.—(See Section on Roofs for scantlings of various dimensions. ) 

747. Form hatches as shown in upper barn-floor. Staircases to have 9-inch 
treads, and 74-inch risers, formed of inch red pine, with inch square balusters, 
and deal handrail. The partitions to chaff-room, &c., to be made as directed.— 
(See Section on Partitions. ) 

748. The stable travises to be fitted up as shown in drawings, with heel-posts 
6 inches by 6, with runner at top, 6 inches by 3. The heel-posts to be cham- 
fered at corners, and let in to the stone blocks at least 2 inches. Travis or 
division boards to be 2 inches thick, tongued, or grooved, or dowelled; the 
upper board to be finished on edge with j&-inch hoop-iron, screwed on with 
countersunk screw-nails. To provide racks, mangers, &c., as described.— 
(See Section on Wood Fittings of the Farm-Steading.) 

749. To provide and fix doors and windows as described.—(See Wood Fittings 
of the Farm-Steading. ) 

750. Slater.—All the roofs to be covered with duchess slates, laid on bat- 
tens, with proper lap, and secured with two copper or galvanised iron nails to 
each slate. The whole to be left perfectly water-tight at completion. 

151. Plumber.—Cover the ridge and hips with 5-Ib. lead, secured with lead- 
headed nails. Flashings to be of 5-lb. lead. Cast-iron spouting and down- 
pipes leading to drains, carrying rain-water to horse-pond, or rain-water tank for 
dairy purposes, to be provided to all the roof. Ventilators of zinc to be pro- 
vided and fixed in roof of stable and cow-byres where directed. 

752. Plasterer.—'To plaster with lime-and-hair plaster the walls of granary ; 
and provide a solid skirting of cement, 9 inches deep all round, to prevent 
entrance of rats. Walls of riding-horse stable and of harness-room to be 
plastered. 


153. Smith.—To provide boilers to boiling-house, and all locks, hinges 
Btaples, &c. 


754. Painter.—To give three coats of good colour to all outside work, and 
to inside work where directed. 
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755. Glazier—To provide and fix to all windows, as directed, squares of the 
best glass. The whole to be left clean on completion. 


756. Specifications adapted to a Farmhouse of Brick.—The following are speci- 
fications of the various works to be executed in erecting a farmhouse of brick 
of the first class. | 

757. Excavator.— Dig out the ground where necessary for the several 
walls, cellars, drains, cisterns, &c., as shown in plans, and fill in and well-ram 
the same as the different works are brought up. Cart away all superfluous 
earth, and deposit it upon any portion of the ground as may be directed from 
time to time. The whole of the surface earth (if suitable) to be reserved, and 
afterwards spread uniformly and evenly over garden. 

758. All water that may rise from springs, rain, or other cause, must be 
pumped out or baled as soon as discovered. The concrete under all walls to be in 
no part less than 1 foot thick, and double the width of the lowest course of foot- 
ings. The concrete to consist of perfectly clean gravel, with a proper propor- 
tion of large and small stones (none of these, however, to be larger than will 
pass through a ring 14 inch in diameter), and fresh-burnt grey-stone lime, in 
the proportion of five parts of gravel and stones to one of lime. The whole to 
be thoroughly incorporated in a dry state; the water to be added by degrees, 
and not at once. 

159. The concrete thus made to be lifted from the highest possible point 
into the trenches. 

760. Bricklayer.—The whole of the bricks used throughout the building to be 
of the best, description of grey stock-bricks, sound, hard, and well burnt ; no pluce 
or soft unsound bricks to be used in any part of the building. The mortar to 
consist of grey-stone lime, and clean, sharp, screened river sand, free from all im- 
purities, in the proportion of three parts of sand to one of lime. The lime and 
sand to be well mixed together, in the first place, in the dry state, and after- 
wards passed through a pug-mill two or three times, in order that the ingred- 
ients may be thoroughly incorporated. 

761. The walls are to be built in regular courses, Flemish bond, and of the differ- 
ent lengths and thicknesses shown upon the drawings. No four of the courses 
to exceed 13 inches in height. The whole to be carried up in a regular manner. 
The mortar used throughout to be of such consistency that the workmen may be 
able to flush up each joint full and sound, course by course. No toothing to 
connect the walls to be left; but the walls are to be racked back and properly 
bonded. The footings are to be in three courses; the bottom one must be twice 
the thickness of the wall to be built over it. The bricks to be used in the con- 
Btruction of the footings to be selected from the hardest and best burnt; no un- 
sound bricks to be used in any case. 

162. The window splays to be neatly cut, and all quoins accurately formed ; 
the walls on top floor to be splayed back to receive the timber of roof. All putty 
holes to be filled in; and if, after the completion of the works, any efflorescence 
be discovered, the defective bricks displaying such efflorescence to be removed 
and sound bricks substituted. 

763. Form all projections for strings, plinths, and cement runnings, and 
securely tie in the same; bring out all corbellings for fireplaces, and bearings of 
timber ; properly bed and secure all lintels, wall-plates, and templates. 

764. Turn 9-inch arches over all lintels and openings, in }-inch rings, with 
joints properly broken. Turn 9-inch arches in cement over cellars and cis- 
terns, and fill in spandrils with hard dry rubble. Properly form, cover, and 
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carefully parget all flues; the sizes of the same to be not less than 14 inches 
by 9, all of one uniform size. 44-inch arches to be turned to all fireplaces, and 
trimmer arches to all hearth-stones, except those in basement floor. Fix boiler 
and furnace in scullery with all necessary fire-bricks, the external face to be 
carried up with hard sound bricks neatly pointed. Fix all grates throughout 
the house, finding and setting in loam all necessary lumps and fire-bricks. 
Provide and lay from water-closet 6-inch glazed stoneware drain-pipes, pro- 
perly jointed in cement and well puddled in clay bed. The fall throughout 
length of pipes to be 2 inches in every 10 feet. The termination to be securely 
connected with liquid-manure tank. The remainder of the drain-pipes employed 
to be of 4 inches diameter. All necessary bends, junction, syphons, &c., to 
be provided and properly fixed and laid. The cellar to be paved with hard 
dry bricks laid in mortar, on a properly prepared bed of hard dry rubble. 

765. Mason.—All stone used throughout the building to be of the best descrip- 
tion of its kind, sound, and free from all sand-holes, vents, veins, or other de- 
fects. The steps leading to cellar to be of tooled York stone, 2 inches thick, 
set on brick risers and properly bedded in mortar. The steps to front entrance 
to be of Portland stone, 11 inches in the tread, 7-inch risers, with moulded 
risings, and properly weathered. Tooled Yorkshire stone steps to be placed at 
back-door leading from milk-house and cheese-room to garden, with 10-inch 
treads and 7-inch risers. The kitchen, scullery, larder, milk-house, and cheese- 
room, to be laid with Yorkshire stone paving, tooled on one face, and pro- 
perly jointed and bedded in mortar; no stone to be less than 9 feet in super- 
ficies. 

766. 2-inch rubbed Portland stone hearth-slabs to be laid in drawing-room 
and parlourand dining-room fireplaces, of the requisite length and width. Tooled 
slabs and inner hearths to be provided to kitchen and bedrooms, firmly bedded 
in mortar. Provide and fix in scullery a York stone sink, 4 feet long, 1 foot 6 
inches wide, and 6 inches deep, with hole cut at one corner for bell-trap. The 
larder and milk-house to have 1-inch tooled slate shelves, supported on iron 
brackets. 

767. À Portland stone chimney-piece to be provided and fixed in kitchen, 
with 12-inch jambs and mantel, and 9-inch shelf The chimney-piece in 
drawing-room to be of marble—say of the value of £8; that in the parlour or 
dining-room of enamelled slate—say of the value of £3. The chimney-pieces 
in bedrooms to be of Portland stone, with 7-inch jambs, and moulded trusses 
and plinths. Yorkshire stone sills, rebated, weathered, and throated, to be 
placed to all window openings, 12 inches wide, 44 inches thick at heel edge, 
and 3 inches at nose; the whole to be firmly bedded in mortar. Provide and fix 
a York stone barb, with hole cut in centre to receive coal-plate or grid. 

768. Carpenter and Joiner—The timber (except where otherwise particularly 
specified) is to be of red pine, of the best quality, free from sap, shakes, 
. large or dead knots, and all other defects. 

769. All joists or other timbers bearing on the walls are to rest upon plates 
4 by 3, with templates 2 feet 6 inches long where necessary, the plates to be in 
long lengths, halved together, with an overlap of 12 inches, and securely nailed 

770. Lintels to all door-ways and windows 4 inches thick at least, and bear- 
ing 9 inches on each quoin. 

771. The joists of ground floor are to be 6 by 2 inches, laid on sleepers 4 by 
3 inches, those of upper floor 9 by 2 inches, except to cheese-room, which are 
to be 11 by 2 inches. The whole to be securely nailed to the plates, and 
strengthened with cross-braced strainers, one row to each room on chamber floor. 
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772. The joists are to be trimmed round the fireplaces and stairs; the 
trimmers and trimming-joists to have an extra thickness of 1 inch. 

773. The joists, generally, rafters, &c., are not to be placed more than 
12 inches apart. 

774. The bedrooms, passage, and nursery are to be floored with best 1-inch 
spruce prepared boards 7 inches wide. 

775. The dining and drawing rooms, office, store-room, and water-closet, to be 
floored with 1}-inch prepared red floors, 54 inches wide. 

776. The cheese-room to be laid with 14-inch rough spruce flooring. The 
whole to be straight jointed and well nailed. 

777, The sashes throughout, where practicable, are to be double hung; they 
are to be 2 inches astragal and hollow, well dowelled and mitred, hung in 
proper boxed frames, with mullions and transom, behind freestone ditto, with 
pitchpine sills rebated to lie on freestone sill, brass-faced axle-pulleys, patent 
lines, and iron weights complete. 

718. Angle-staves to be put to all external angles on the several floors. 

779. The door-frames are to be properly built into the walls, with horns and 
side arms, and secured to stone plinths by iron strap tenons. 

780. Ground Floor .—The inside doors to offices to be 14 inch thick, square 
framed, six panelled (7 feet by 3) hung by 34-inch butts to 12-inch rebated 
and rounded recesses, grooved to receive plastering. 

781. The external door at back to be 2-inch bead and flush, 7 feet by 3, 
hung by 4-inch butts and screws to 4 by 3 inch red deal rebated and beaded 
frame. 

782. The doors to sitting-rooms and office to be 18-inch thick (7 feet by 
3), in six panels, double-worked, moulded, and filletted, hung to 13-inch 
rebated jamb-linings by 34-inch butts and screws, with 7-inch double-sunk 
architraves and grounds. 

783. 2-inch moulded glazed screen in entrance-hall, to correspond with 
best doors. 

784. Provide and fix to the doors of offices 7-inch three-bolt iron rim-locks— 
to the back-door approved spring-latch and two 12-inch bolts. The sitting- 
room and office doors and screen to have best mortise-locks, and plain china 
furniture. 

785. The front entrance-door to be 24 inches thick, moulded and raised out- 
side, and bead and flush inside, hung by 4-inch butts, to 4 by 3 inch rebated 
and beaded frame, with transom curved head, as shown on elevation, and 
2-inch fanlight. To provide and fix to this door Chubb's patent latch, and two 
12-inch bolts. 

786. The dresser in kitchen to have 13-inch rounded and sunk top, and 
bearers, with 14-inch deal cupboard and 4-inch drawer fronts, the drawers to 
have #-inch dovetailed rims and bottoms. No. 3, ğ-inch shelves, small cornice, 
turned uprights, &c., complete. 

787. Double pinned cover, and handle to boiler with elm curb. 

788. The windows of sitting-rooms and office to have 1$-inch moulded, 
square framed, panelled shutters, with {-inch square framed back-flaps, and 14- 
inch framed soffits, plain 2-inch back linings, 14-inch framed, and moulded backs 
and elbows, with beaded capping, and 7-inch architraves to match doors. 

789. 14-inch square framed shutters to offices, with square framed back-flaps, 
soft, &c., and {-inch rounded window-boards on proper bearers. 

790. Hang the shutters with 3-inch butts, and the back-flaps with 14-inch 
back-flap hinges. 
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791. 14-inch moulded steps and l-inch tongued risers of red deal to stair- 
cases, with two rows of 5 by 3 inch carriages. Principal stairs to have 
1}-inch moulded steps and risers, housed into 14-inch. Sunk and moulded 
outer storey, 12 inches wide, deal chamfered balusters 2 by 1 inch, moulded 
oak hand-rail, 4 by 3 inches, chamfered newel, 5 by 5 inches, with raised lozenge 
and trenail, and raking moulded skirting complete. 

792. The water-closets to be fitted up with l-inch moulded mahogany seat 
and riser, with back and returns, 18 inches high, and 24-inch moulded capping, 
$-inch clean white deal under seat, paper box, flush ring, and brass hinges com- 
plete, 14-inch deal cistern, over upper water-closet, 3 by 2 feet 6 inches, and 
2 feet deep, on 5 by 3 inch bearers, 4-inch beaded pipe-casing where necessary. 

793. The flat over water-closets and brick door to be covered with 1-inch 
rough boarding, on 4 by 2 inch bearers, to receive zinc. 

794. Form the “lift” to cheese-room in position shown in drawing, with 3 
by 2 inch framing, cased with 2-inch wrought and beaded boarding, and pro- 
vide all necessary guide pieces, lines, weights, hooks, &c., complete. Provide 
and fix 100 feet, run 1-inch shelves, 12 inches wide, and bearers to store-room 
and linen-closet. 

195. Chamber Floor.—The doors are to be 18-inch thick (7 by 3 feet), double 
worked in six panels, hung to 13-inch rebated jamb linings, by 34-inch butts and 
screws, with 6-inch double sunk architraves and grounds; 6-inch rim-locks to 
these doors. 

796. The partitions on false bearings to be 4 by 2 inches, trussed with head 
4 by 4 inches, and sill 5 by 4 inches, and filled in with quarters, not exceeding 
12 inches apart. 

797. Form a trap-door to gain access to roofs, with ğ-inch beaded casing, 
hung with 2-inch butts and screws, and two 4-inch flush-bolts. 

798. The window-sashes and frames to be as described for ground floor. 

799. Window boards to be provided and fixed where required, and chamber 
windows to have 3-inch band moulding round same. 

800. The skylight to be formed of the size shown on plan, with 8 by 4 inch 
curb, and to have 2-inch moulded lights, one compartment hinged, with pulley 
and line to open, $-inch beaded casing to ditto. 

801. The cheese-room to be fitted up with shelves and divisions, the uprights, 
back, and front, and cross bearer, to be 3 by 2 inches wrought and beaded. The 
shelves to be in two tiers 1j-inch thick, planed both sides, and with rounded 
edge. 

802. The roofs are to be framed, and with timbers of the following dimensions, 
of Memel or Riga timber, well seasoned, and free from all defects :— 


Tie-beams, . 7 by Sinches. | Rafters, . 4 by 2 inches. | Struts, . 4byS inches 
Purlins, . 6by4 وو‎ Ceiling joists, 8 by2 , Ridge, . Thyld بر‎ 
Hips and valleys, 8 by2  ,, Principals, . 5 795 ور‎ Wall-plate,. 4by3 رو‎ 


803. Provide and fix l-inch deal gutter and valley boards on 3 by 2 inch 
bearers, with 8-inch side boards, 7 inches wide, laid with a current of 2 inches 
in 12 feet, and 14 inch drips. 

804. Tiler and Plasterer.—The roofs are to be covered with dun-coloured plain 
tiles, having alternate courses laid ornamentally, to be secured to Baltic deal 
battens, 2 by 1 inch. | 

805. Ornamental creese to be put to the ridges, carefully set in cement. 

806. The gables, and where else the roofs abutt against walls, are to have neat 
tile in cement filletting. 
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807. The ceilings, partitions, and soffits of stairs to be lathed with Baltic 
laths, once and a-half the usual thickness, each lath separately nailed and not 
lapping, and the bond broken every 18 inches, to be rendered and floated in 
good hair mortar, and set in fine stuff. 

808. The walls of the whole of the rooms to be rendered and floated in hair 
mortar and set in fine stuff, except to offices, cheese-room, and milk-houses, 
which are to be plastered one coat in hair mortar, and set in fine stuff. 

809. Plaster cornices, 12 inches girt with two enrichments, to be run round 
office, hall, and staircase. Ditto, 18 inches girt with 3 enrichments, to dining 
and drawing rooms, and 6-inch plain cornices to the whole of the bedrooms. 

810. Enriched flowers, 3 feet in diameter, to the two principal rooms, with 4 
corner flowers to the drawing-room, value 10s. each. 

811. The three sitting-rooms, hall, and office, are to be skirted with moulded 
base and plinth, 15 inches high, executed in Keene’s cement, the bedrooms and 
chamber floor throughout to have moulded skirting 9 inches high in same mate- 
ral and all other floors to have chamfered cement skirting 6 inches high, in 
Portland cement. 

812. The cement floors are described in mason’s specification. 

813. Painter.—The whole of the wood, iron, and other work usually painted, 
is to have four coats of good oil colour, properly knotted, stopped, and rubbed 
down between. the coats. The shelves in cheese-room are not to be painted. 
The external wood-work to be grained, branched, and twice varnished, in imita- 
tion of oak in the best manner. 

814. Clean off with fine sandpaper, and French polish the seats of water- 
closets and hand-rail of stairs. 

815. Plumber—The gutters and valleys are to be laid with the best milled 
lead, weighing 6 pounds per foot superficial, not less than 8 inches in the nar- 
rowest part, turning 8 inches up the rafters, with drips and cesspools where 
necessary, and flashings of lead, 5 pounds to the foot. Similar flashings, 12 
inches wide, to chimney-stacks and round skylight, also where roofs abutt against 
walls, forming concealed gutters under tiles. 

816. Line the cistern over water-closet with 6-pound lead, properly soldered 
and rounded at the angles. 

817. The water-closets to be fitted up with the best apparatus, ivory handle, 
blue basin, copper pan, iron container, &c., complete, with $-inch lead supply- 
Pipe and service-box to the same, 4-inch soil-pipe, weighing 7 pounds per foot 
superficial, with lead eject shoe, and necessary bends from water-closets to drain. 

818. Lay the flat over water-closet with zinc, 16 ounces to the foot superficial. 

819. Provide and fix 5-inches semicircular eaves gutters, as shown on eleva- 
tions, with clip stays turning over edge of shutes. Cast-iron down-pipes fixed 
with ring stays where required, having cast-iron cistern-heads and snow-boxes 
complete, and connected at foot with drain. 

820. Glazier.—The sashes of main fronts are to be glazed with the best crown 
glass, securely fixed and made water-tight, that in the sitting-rooms being fluted ; 
the remainder to be glazed with the best seconds crown glass, well bedded in 
patty and neatly back-puttied. The screen in hall and skylight to be glazed 
with ribbed glass. The whole of the glass to be cleaned down on completion, 
and all damages made good. 

821. Paperhanger.—Prepare the walls, and provide and hang the dining and 
drawing rooms with paper of the value of 4s. per piece, the hall and office with 
ditto, value 2s. 6d. per piece; and the bedrooms, landing, passages, &c., with 
paper of the value of 18. 6d. per piece. The hall to be twice varnished. 
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. 822. Bellhanger.—Hang the following bells, of the best bright metal and of 
different sounds, with pendulums—to have proper wires in concealed tubes, with 
all necessary cranks, &c., complete: front door, 1 bronzed handle, with bell in 
kitchen; back door, ditto; office, 1 lever, value 2s. 6d., with bell to kitchen; 
drawing-room, 2 levers, value 5s. each, with bell to ditto; dining-room, ditto; 
nursery and four bedrooms, 1 pull each, with bell to ditto. Provide and fix 14- 
inch wrought and beaded bell-board for the above. 

823. Chimney-pieces of the following values to be provided and fixed: bed- 
rooms, £1 each; nursery, 15s.; kitchen, £2; drawing-room, £6; dining-room, 
£4; office, £2, 10s. 

824. Grates of the following values to be provided and fixed: bedrooms and 
nursery, 10s. each; drawing-room, £4; dining-room, £3; office, £1, 108.; kitchen- 
range, £8; a 20-gallon boiler to be fixed in scullery. 


825. Where the house is to be built of stone, the specification will be as fol- 
lows; all the portions relating to the carpenter, joiner, slater, &c., being the 
same as already given above :— 

826. Excavator.— The ground is to be excavated to the extent and depth 
necessary for carrying the proposed plans into execution; the trenches for 
foundations and drains being made sufficiently wide for the mason to build 
therein, and afterwards properly filled in with dry screenings, well rammed, and 
levelled. The whole of the earth excavated, together with all rubble created 
by the building, is to be deposited on the ground where directed. 

827. Mason.—The walls are to be built of the several depths, heights, and 
thicknesses, shown on the plans, such as are more than 9 inches thick are to be 
of stone, well bonded, true, and perpendicular, and those less are to be of brick. 
The walls are to be carried up in a regular manner, and made level every 4 feet 
in height. 

828. The wall-stones are to be good, fluted, bedded, large size stones of the 
district, not being mountain limestone or lias; the external faces to be neatly 
polled, and laid in regular courses, to be pointed on completion with a narrow 
tuck joint of properly prepared pointing mortar. 

829. The bricks are to be the best hard burnt Stocks. 

830. The mortar is to be made from fresh slaked lime and well screened 
coal-ashes, properly mixed and tempered together, in the proportion of three 
bushels of lime to five of ashes or sand, mixed in a pug-mill, and no more made 
at one time than a day’s consumption. 

831. The foundation and cellar walls to be built of brown lime, to the level 
of plinth-course. 

832. Lay a course of j-inch slate slabs between two beds of cement, all 
round house, the whole width of walls at level of plinth-course. 

833. Brick trimmer arches to be turned, to receive all slabs in front of fire- 
places, on boarded floors. 

834. The said slabs are to be of planed slate, 2 inches thick, and 18 inches 
wider than the several openings, and projecting before the same 2 feet at least. 

835. The flues are to be built of equal sizes throughout, not less than 12 by 
9 inches, smoothly pargeted with cow-dung mortar. They must be properly 
cored after the building is completed, and left in a perfect state, free from 
every obstruction. 

836. Stone or 9-inch brick arches are to be turned over all openings, whether 


with lintels or otherwise, through the whole thickness of the several 
where the plan will admit of it. | 
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837. The sills, jambs, heads, mullions, &c., of windows and doors, the 
coping to gables, string courses, corbels, tablings, and chimney-stalks, are to 
be executed in freestone from approved quarries, free from all defects, and laid 
in its natural bed, and to be cleaned off with a fine drag upon completion—to 
be cramped where necessary with galvanised wrought-iron cramps, run in 
with lead, and grooves for flashings to be made where required. 

838. All plates, bond or other timbers, door-frames, window-frames, and 
blocks, to receive joiner’s work, are to be properly bedded in the walls, at the 
levels required. 

839. The grates, range, and boiler (of the values hereafter named), are to be 
provided and fixed with all necessary slips and coves. Also fix chimney-pieces 
as hereafter specified. 

840. Put solid, benched, square-nosed, hard-stone steps, to front and back 
doors. 

841. Erect in scullery, on solid stalk, a Yorkshire stone sink, of the size 
shown, and 6 inches deep, with 6 inches iron grating, and bell-trap, and pro- 
perly trunked into drain. 

842. Provide and fix approved glazed earthenware pipes 6 inches diameter 
from soil-pipes and sink, and 4 inches diameter from down-pipes, with all neces- 
sary bends, junctions, &c.; the whole well bedded in brown lime mortar, and 
the joints cemented. 

843. The kitchen, scullery and larder, passage, milk-house, and pantry, to be 
paved with paving-stone, not less than 24 inches thick, and no stone less than 
3 feet superficial; the whole to be close-jointed, and ‘well bedded in brown 
lime mortar. 

844. The hall floor and entrance lobby, to be laid with 14-inch Portland 
cement and rough sand, finished with Keene’s cement 2 inch thick, marked in 
squares with black dots at the intersections. 

845. The larder and milk-house to have 1-inch tooled slate shelves, in position 
shown on plan, supported on iron brackets. 

846. Provide and fix No. 6 cast-iron gratings, 12 by 4, for ventilation under 
floors, neatly let into plinth. 

847. Build in copper where shown on plan, forming flue, and providing 
furnace-door and bars complete. 


848. The following is a Schedule of Measurements, or Bills of Quantities, 
for a Farmhouse, of which we have given the specifications for stone :— 


Yards. Feet. EXOAVATOR. £ s d. 


208 Cube excavating surface of ground and trenches, 000 and نس‎ 
into ditto, and removing surplus earth, 


Carried to summary, £ 


MASON. 


132 Cube of rubble walling in random courses in mortar, j £ 
227 Run flues, cored and pargeted, . : 
81 Superficial 18-inch discharging bricks, 
34 5 44-inch trimmer walls, 
370 3 lrinch slate slabs, set in cement and bedded in walls, 
108 5 2-inch planed slate- hearths and brick-heartbs, 
7 Polling and pointing walls with blue ash mortar, 


Carry forward, £‏ ا 


188 SPECIFICATIONS OF BUILDINGS. 


Yards. Feet. Brought forward,  £ 
140 Superficial Hardstone paving, 14 inch thick, 
Building stack for sink in scullery, do. for copper or 
boiler, and setting same, with all T fire- 
bricks, burrs, &c., 
21 Run 12 by 6 inches solid equare-nosed stepp ing, well bedded, " 
No. 1 solid sunk Yorkshire sink, 4 feet by 2, 8 inches thick, with 
“ Bell-trap," grating, &c., complete, 5 
70 Run 6-inch glazed earthenware pipe and joints cemented, and includ- 
ing digging of trench for same, and well puddling with clay, 


170 ,, 4-inch do. do. do., 
No. 3, 4-inch bends, . ١ 5 ١ 5 
No. 5, 4-inch junction, . 5 ‘ s 


84 Superficial l-inch tooled slate shelves, 
No. 6 vacui gratings, let into plinth course for ventilation of 
tim 
No. 2 ecrapers, let into stone-work and run with lead, one at front 
and one at back entrance, . 

1081 Cube freestone, from approved quarry, free from all defects, includ- 
ing sunk and splayed labour thereon as to windows, &c., and 
with proper beds and joints, 

999 - , Do. do. including moulded labour thereon, as to strings, 
courses, chimney, &c., as per detail اوہ جوا‎ and with 
proper beds and joints, ; 

Extra to turning two finials, : ; « 
Setting No. 9 chimney-pieces, i : 
» No. 8 grates, and one range, . , 
Finding all Decem slips, cover, and fire-bricks, &c., to the 
same, : : 


Carried to summary, £ 


sd 
Squares. Feet. CARPENTER AND JOINER. 
332 Cube fir in lintels, wall-plates, and joists, . : : £ 
237 » Fir framed in roof, í 5 à 
274 Superficial labour and nails to roof, ; 5 A 
70 » Quarter partitions, à : : 
109 Run herring-bone strainers, ‘ 1 
7 84 Superficial 1}-inch red flooring, well nailed, ] : 
5 44 وو‎ 14-inch spruce flooring, rough, . . . 
18 86 $i l-inch prepared do. do, . 5 
65 " l-inch rough boarding to trough gutter, ; 
168 » j-inch valley boards, . 
871 9 2-inch astragal and hollow sashes i in deal-cased frames, 


with pitchpine sills, brass-faced axle-pulleys, patent 
lines, and iron weights, complete, 


224 » 13-inch square-framed, moulded, and chamfered shutter- 
fronts, and j-inch square-framed back-flaps, . 
245 pe d 2 inch Square-framed shutters, 8 
82 و‎ llinch do. do. chamfered and moulded 
backs and elbows, 5 
941 » 1}-inch framed, chamfered, and splayed soffita, 
1014 5 3-inch plain back-linings, à 
614 l-inch rounded window-boards and bearers, 


476 Run 3-inch band mouldings, s 
$28  , 6-inch double-sash moulded architraves and grounds, : 
288  , inch angle bead, 5 
170 ہو‎ 4 by 3 inches solid, rebated, and beaded door-frames, : 
238 ,, 13-inch double, rebated, and beaded jamb-linings, 


26 „ 23-inch moulded outside, and bead-flush inside front door, with 
transom and fanlight over, 5 : 
22} Superficial 2-inch framed, ledged, and beaded door, . 
105 7 1§-inch 6-panel double-worked, moulded, and filletted doors, 
189 » 13-inch 4-panel square-framed doors, : R 
210 - lj-inch 4-panel moulded do. do., é . 
No. 1 Beaded bell-board, 6 by 9 inches, . . . 
Mp 


Carry forward, £ 


Squares, Feet. 


16 
28 


374 


320 
126 
84 


SCHEDULE OF MEASUREMENTS. 


Brought forward, 

No. 1 Dresser in kitchen, 8 feet long, with 14-inch rounded sunk top, 

with 1}-inch deal cupboard front; and j-inch chamfered fronta, 
with j-inch dovetailed runs and bottom, . 

No. 3 j-inch shelves, small HM and turned uprights, &c. , complete, 

No. 1 Vent to copper, . ; 

No. 1 Double cover to do., 1 

Superficial ee moulded glazed screen, “to correspond with beat 

oors, . 
l-inch risers to stair, housed into wall- -strings, 
7 Moulded deal treads, housed to strings, . 
5 14-inch boldly moulded, sunk, and beaded into string, 
5 13-inch beaded inner string, . 
Run chamfered bar balusters, 2 by 1 inch, 
„ Gothic moulded mahogany hand-rail, 5 by 3 inches, 
„ 6 by 6 inches moulded, chamfered, stopped, and newels, with 
raised lozenge, and ornamental caps and pee š 
» 1}-inch deal string-board, 
» l-inch deal steps and risers, with rounded nosing, housed into 
string, 

Praag up two water-closets, with 1-inch mahogany seat and riser, 
clamped flap, and beaded frame, with backs and returns, 18 inches 
high; j-inch clean deal white underseat, paper box, flush ring, 
and hinges complete, 

No. 2 small cistern over ditto, 3 feet by 2 feet 6 inches, 2 feet deep, 

Run 1}inch framed and ledged trap-door to roof, . à 

» inch beaded boxing, ; : í . 

» 2inch moulded skylight, . 

„ 3 by 2 inch moulded and beaded standards, and cross-ties to 
cheese-room, 

Superficial ما‎ shelves, wrought both sides, shelves with rounded 

e8, . 
5 l-inch shelves, on proper bearers, to linen-room, : 

Constructing “ lift,” as shown in plan in cheese-room, with 3 by 2 
inch studding, 3 inch beaded and matched, 

Casing, with lines, guides, and counterbalancing weights, complete, 


Carried to Summary, 


IRONMONGER. 


No. 8 Cast-iron buckets, 2 feet long, 
6 inches deep tailing, 9 ‘inches into wall, with caulkings at end, 
2 pairs 4-inch butts, . 

23 pairs 38-inch do, . á 

18 „ 2ginch do, . . 


28 ,, back-fla 


ps, 
2 shutter-bars, 6 feet long, 


10 7 41 feet long, 


5 3 feet long, 


8 
56 sash-fasteners, " 3 


5 mortise-locks, , , . : 
15 ا‎ i 5 1 i 5 
2 patent latches, . . : 1 à 
4 10-inch berrel-bolts, . 
1 chimney-bar of wrought-iron to Biche 10 feet by à inch, 
1 furnace-door, and bars to poner; 
2 door-scrapers, à 


Carried to Summary, 


TILER AND PLASTERER. 


Dun-colour plain tiles, on 2 by 1 inch نف‎ 
Run batting to valleys, à 
»  Creese set in cement, 
Superficial lath plaster, float and set ceilings, 
"S binder float and set walls, . 


Carry forward, 


189 
£ 
£ 

p 
£ 
£ 

[s 
£ 
£ 


Superficial twice lime-whiting and stopping, 
Run 18-inch cornice, with 3 enrichments, . 
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Brought forward, 


» 12-inch do, with 2 
» §8-inch plain cornices, 


do, 


No. 2 centre flowers to drawing and dining-rooms, l 
No. 4 angle pieces, j 
Run 15-inch Keene's cement skirting moulded, 


» 9-inch do. do. do., í s 
ہم‎ O-inch do. do. do., , " 


Superficial Keene's cement floor on 14 inch, 
Portland cement of rough sand, marked in EDU with black dota at 


the intersections, e 
Carried to Summary, 


PLUMBER AND SMITE. 
Lead in gutters and valleys, 1 ; 5 


$14 Superficial zinc in float, 


190 
Squares. Feet. 
337 
144 
110 
370 
120 
394 
312 
23 
Cwt. Qr 
17 EA 
185 
145 
877 
87 
Yda. 
532 
11 


Extra to soldering angles of two small cisterns, 


No. 2 water-closet apparatus, with blue Panis; v with j-inch lead supply- 
pipe from cisterns; 4 inch lead soil-pipe, eject, iis complete, 


Run 5-inch semicircular eaves gutters, 
No. 6 heads and shoes, , 
Run 3-inch drain-pipe, 


Carried to Summary, 
GLAZIER. 
Superficial 21-ounce crown glass, ; : 5 
» Ribbed glass for skylight, : i 5 
Carried to Summary, 
PAINTER. 
Superficial painting in three oils, ; : 


Graining oak and varnishing, . 
Fronch-polishing hand-rail and water-closet seats, &c., 


Carried to Summary, 


Chimney-pieces. 
] Freestone chimney-piece i in kitchen, , 
1 Do. drawing-room, of value £ 
] Do. do. dining-room, of value £ 
1 library, of value £ 5 
5 bedrooms, of value £ . 


Carried to Summary, 


Grates. 
1 Grate in drawing-room, value £ . 8 : 
1 Do. dining-room, value £ 
1 Do. library, value £ 
b Do. bedrooms, value £ 
] Kitchen-range, value £ ; . 
1 Boiler or copper, 2 ft. diameter, value > i . 


Carried to Summary, 


BELLHANGER. 


Including all necessary wires, tubes, cranks, pendants, &c., 


No. 2 bells from front and back doors, with شون‎ ental bronzed "pulls, 


No. 1 bell in drawing-room, with two levers or “ pulls," 


Carry forward, 


£ 


£ 


£ 


£ 


pe umm 


£ 
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Brought forward, £ 


No. 1 bell in dining-room, with two levers or “ pulls, ٠ 
No.1 do. library, and No. 1 lever, 
No. 5 do. bedrooms, and No. 5 pulls, 


Carried to Summary, £ 


‘Saree a 
SUMMARY. 
EXCAVATOR, £ 
MASON, 


CARPENTER AND J OINER, 
IRONMONGER, : 
TILER AND PLASTERER, 

. PLUMBER AND SMITH, . 


‘Estimate, £ 


el 


849. Specifications adapted to a Farmhouse of Stone.—The following are specifi- 
cations adapted to a farmhouse built of stone, after the Scotch building 
customs; the last specification in brick given being adapted to English 
customs :— 

850. Mason Work : Digging.— The tracks for the foundations of walls to be 
dug at least 15 inches below the present surface of the ground or deeper if 
necessary to obtain a good foundation. 

851. Building.—'The walls to be founded with large flat bedded stones, at least 
6 inches thick, and brought up to the thickness shown in the drawings. The 
whole of the walls to be of good common rubble work, the stones to be well 
dressed, bedded, and bonded, and laid on their flat; to be well bedded, jointed, 
packed, and pointed with good lime mortar. | 

852. Mortar.—The mortar to consist of lime, mixed with a due pro- 
portion of clean sharp pit or fresh-water sand, to be well mixed together. 

853. All the corners, door and window rebates, to have 4-inch droved mar- 
gins, and to be neatly pick-dressed in the tail; rebates to have droved breasta 
and cheeks to the necessary depths. Sills of windows to project 14 inch over 
face of wall. Corners and rebates to be 2 feet in length, 8 inches in thickness, 
and not less than 11 inches in height or more than 13. 

854. Kitchen jambs to be 4 feet in height, and set 4 feet 6 inches apart. 
Parlour and dining-room jambs to be 3 feet 2 inches in height, and set 3 feet 2 
inches apart. All the bedroom jams to be 3 feet in height, and set 2 feet 
9 inches apart. All the vents to be regularly taken into the dimensions before 
mentioned, as no quick bends or turns will be allowed. A brick arch to be over 
each jamb lintel, and under each hearth-stone in upper flat. Chimney-heads to 
be formed of droved ashlar, having a base course and projecting cope. The 
brigs to be of brick on bed, and to be ragleted into the chimney-head ; ashlar 
on both gides, at least 2 inches. Chimney-head cope to be firmly batted toge- 
ther with iron batts run in with lead. 

855. All the vents must be properly swept after the chimney-heads are 
finished, so as all the lime that may have collected in them during the progress 
of the work may be dislodged. 

856. Jambs to be set 3 feet 2 inches apart, and not less than 3 feet 2 inches 
in height. Door and window sills, and lintels, and chimney-head cope to be of 
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stone and to be droved. Chimneys to be carried up as aforesaid, and to have - 
droved hearths of Glammiss or Forfar pavement. Kitchen to have a faced 
hearth. Dining-room, parlour, and bedrooms to have polished hearths, and all 
to be of such a length as cover in the jambs and mantel-pieces, and of such 8 
breadth as be 1 foot 10 inches beyond the finished wall, having back hearths 
the necessary breadths. 

857. Floor of porch and door flat to be of polished pavement. Dairy pas- 
sage, kitchen, and scullery to be laid with faced and jointed pavement, laid in 
sand and jointed with cement. 

858. Carpenter and Joiner Work.—All the doors, windows, and other open- 
ings to have safe lintels, to be 1 inch in thickness for every foot of span, and to 
fit close to the back of stone lintels, having 9 inches of wall hold at each end. 

859. Bond Timber—Bond timber to be provided for all the stone walls in 
house, except store-room and kitchen-range. Bond timber to be 4 inches by 1}, 
placed not more than 22 inches apart from centres, and all the height to suit 
the foot base. Wall-plates for sleepers to be 6 inches by 1, for joists 8 inches 
by 1, and for couples 6 inches by 1}. 

860. Joists and Sleepers.—Sleepers to be 63 inches by 24, joists to be 10} 
inches by 23, and to be properly bridled for the stair. Kitchen-range joists 
to be 8 inches by 24, placed not more than 18 inches apart from centres, and all 
to be clad with 1} inch white wood, ploughed and tongued flooring, well nailed 
down, all by wood to be dressed off. 

861. Deafening.—All the upper flat to be deafened with billet wood, resting 
on fillets 14 inch by 1, and to have two rows of cross dwangs properly keyed 
up the whole length of the house. 

862. Hoofing.—The couples to be made of scantlings, to the sizes marked on 
Section, and to be properly checked to fit the wall-plates, and well nailed 
together with long wrought-iron nails, and set not more than 18 inches apart 
from centres (to be dressed and set as shown in west elevation); all the pro- 
jections to be clad with flooring, laid with the dressed side down. The couples 
to be clad with §-inch sarking, not more than 9 inches in breadth. Each 
Barking board to have three nails in each couple, all to be close jointed in ends 
and edges. Ridge battens to be 14 feet diameter, supported on iron spikes 
every 3 feet. Fillets to be put on for the slates where necessary. 

863. Partitions.—The house to be divided as shown in the plan. The part- 
tions coloured yellow are to be formed of standards 34 inches by 2, placed 15 
inches apart from centres, having runners the same dimensions at top and 
bottom. Warpings are to be provided for brick partitions, to be placed not more 
than 2 feet 6 inches apart, and at the height of the foot base, and to be nailed 
to the door-posts. Door-posts to be 5 inches by 2}, to go to the ceiling. 

864. Strapping.—All the stone walls in house to be strapped, except store- 
room and kitchen-range. Straps to be 14 inch by 3, placed not more than 15 
inches apart from centres. 

865. Stairs.— Main stair to have 14-inch treads and 1-inch breasts—treads to 
project over breasts, and ends forming a bottle and fillet. Width of stair when 
finished to be 3 feet 10 inches. Stair to have ornamented cast-iron balusters, 
and a solid mahogany hand-rail. Kitchen to have a common stair, with treads 
and risers. 

866. Lathing.— All the strapped walls, wood partitions, back of main stair, 
ceiling and servants’ beds, window-soffits and ingoes, to be lathed with the best 
Baltic split-lath ; not to be more than 14 inch in breadth, or less than 3-16ths 

in thickness, and fixed with cast-iron nails; the bond to be broken every two 
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feet on all the ceilings, and on both sides of the partitions; the lath all to meet 
in the ends, or to be overlapped; two beds to be fitted up in servants’ bedroom, 
with standards to go to the ceiling, all to be complete. 

867. Windows.—' The window-sashes to be framed 2 inches thick, having § 
astragals, to be hung in cases made of 1}-inch wood; all the windows in main 
house to be double-hung, kitchen windows to be single-hung—all to be hung with 
bleached sash-cord line, having brass-faced axle-pulley boxes and metal weights, 
and all the necessary facings, beads, and batten-rods, sash-lifters, and counter 
check-fasteners; dairy and coal-house windows to be opening frames. 

868. Struts.—Parlour and dining-room windows to have bound struts, breasts, 
elbows, and soffits, with raised planted mouldings; bedroom and other windows 
to have bound struts, breasts, elbows, and soffits, with sunk mouldings—all to 
have shutter-knobs, &c.; struts to be framed 1g inch, back folds, §; kitchen- 
range windows to have plain deal struts, with cross heads. 

869. Doors.—Front-door to be margin style, framed, 21 inches thick, having 
raised planted mouldings outside—inside to be sunk; lobby-door to be framed, 
2 inches thick, having raised planted mouldings on both sides—upper half to 
be glazed with plate glass; the doors in lobby of first floor to be framed 1} 
inch thick, having raised planted mouldings on both sides; the other doors 
to be framed, 12 inches thick, having sunk mouldings; kitchen outside door to 
be in two halves, framed, 1} inch thick, and clad with }-inch bedded, ploughed, 
and tongued lining in narrow pieces; dairy and kitchen inside doors to be 
formed of 2}-inch beaded, ploughed, and tongued deals, with three cross bars 
on the back; kitchen outside door to have a stay-band, and all the necessary 
slip-bolts. 

870. Presses.—Dining-room to have two presses, as shown; parlour to have 
one, the doors to be framed, 14 inch thick, having raised planted mouldings 
outside—inside to be sunk; bedroom press-doors to have sunk mouldings; all 
the presses to be lined with wood inside, and to have four heights of shelving 
as described. 

871. Shelving.— One course of shelving to be fitted up all round dairy, sup- 
ported on brackets, and forty feet of shelving to be fitted up in kitchen and 
scullery ; dairy shelving to be 14 inches by 14; kitchen and scullery shelving 
to be 12 inches by 1. 

872. Water-closet.—A water-closet to be fitted up as shown, having seat, and 
breast, and hinge-flap; the closet walls to be lined round with §-inch lining, 
not less than 5 feet in height ; cistern to be 3 feet by 2, by 2 within, made of 
13-inch wood. 

873. Foot-base.—Dining-room, parlour, and lobby, to have a foot-base plate 
9 inches, with a 14-inch moulding on top; the other rooms and upper lobby to 
have a foot-base plate 6 inches by 3, with a moulding on the top; kitchen- 
range and dairy to have skirting 44 inches by §, with a moulding on the top; 
skirting to be round all the floor and shelving in dairy, and all to be properly 
fixed to hooks driven into the walls. 

874. Architraves.—A]l the doors and windows in main house to have archi- 
traves set on blocks; window architraves 63 inches, door architraves 54 inches; 
parlour and dining-room to be double-faced on both sides; the other doors to be 
single; kitchen and dairy range all to have facings 44 inches by £, with a 
moulding on both sides; corner beads to be put up where necessary. 

875. Mantelpieces.—Dining-room and parlour to have marble pattern mantel- 
pieces ; the other rooms to have jamb moulds, with frieze and shelf; kitchen to 
have a plain mantelpiece; closet in second flat to have 15 feet of shelving 
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fitted up, 15 inches by 1}, and one row of pegs fixed into a plate of wood on 
the opposite side. : 

876. Glazing.—All the windows to be primed with lead, mixed with linseed 
oil, glazed with the best crown glass, puttied and back puttied. 

877. Ironmongery.—The front-door to be hung with 7-inch double-jointed 
edge hinges, having a 9-inch rim-lock of the best quality; the inside bound 
doors to be hung with 6-inch double-jointed edge hinges, and to have 7-inch 
rim-locks of the best quality; lobby-door to have a mortise-lock ; parlour and 
dining-room doors to have 7-inch mortise-locks; kitchen outside door to be 
hung with double-jointed edge hinges, having a good stock-lock and strong 
thumb-latch and stay-band; the plain doors to have 12-inch cross-tailed hinges, 
and good pull-back locks, and strong thumb-latches ; press-doors and window- 
struts to have suitable hinges, and all the presses to have locks; water-closet 
door to have a spring latch. 

878. We conclude this department by giving specifications suitable to the 
different classes of Cottages we bave illustrated. 

879. Specifications adapted to Single-Storeyed Detached Cottages of Brick.—In 
single-storeyed detached cottages, built of brick, the following specifications 
will serve as an example :— 

880. Excavator.—Dig out the ground for the several footings, drains, 826. Dig 
out the earth to the depth of 18 inches under the whole of the floors. Fill in 
and ram around foundations, and remove all superfluous rubbish. 

881. Bricklayer.—The whole of the brick to be of the best hard burnt stocks 
laid in mortar. The mortar to be composed of one-third stone lime and two 
thirds clean sharp river sand. The fronts to be finished with a neat rule joint. 
A course of slate, bedded in cement, to be laid round external walls at level of 

joists. All openings over fireplaces to be formed with counter-arches over the 
same. All the flues to be carried up, of diameter not less than 9 inches of cir- 
cular, and 14 feet by 9 of rectangular. The interior of all flues to be properly 
cored and finished. All plates, lintels, wood-bricks, stone, or other work 
requiring to be set in the brick-work, to be well bedded in mortar, and pointed 
with hair-lime. All door and window frames to be mortared. Boiler in 
scullery, and all grates, to be properly set with fire-brick. Build dwarf walls, 
piers, &c., to receive sills of partitions and joists for floors. Build brick piers 
in scullery to support sink or slop-stone. 5-inch drain-pipes to be laid from 
sink in sculleries and water-closets in yard to liquid-manure tank in garden. 

882. Mason.—Provide and fix to all chimney openings rubbed York mantel- 
pieces, jambs, shelves, tooled back hearths, and rubbed front hearths to same. 
Pave porches and sculleries with 14-inch paving, or fire-bricks set on edge. 
Provide 3-inch step treads to all front-doors, with mortises for door-posts. 
Sculleries to be provided with a 6-inch York slop-stone or sink. 

883. Carpenter and Jotner.—The whole of the timbers used to be of the best 
Memel, Riga, or Danzig fir, well seasoned, and free from knots, shakes, or 
other defects. The floors of living-rooms and bedrooms to be laid with 1-inch 
white deal flooring on joists 4 inches by 2, or oak sleepers 4 inches by 2. The 
partitions to have heads and sills 4 inches by 3, posts 4 inches by 4, quarters 
and braces 4 inches by 2. The roof to have ceiling joists 3 inches by 2, 
rafters 4 inches by 2, wall-plates 4 inches by 4. The whole of the floors to be 
laid with 1-inch white deal, straight jointed. The whole of the windows to 
be deal, solid, moulded, and rebated sashes, prepared to receive zinc casements, 
and to be fitted with 14-inch deal bead butt shutters, hung with hinges, and 
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fastened with bow latch sash-fasteners complete. The external doors to be 
1}-inch deal, four-panel, square framed, moulded on one side, and hung with 
34-inch butts to solid, rebated, and beaded frame. Back-doors (where used) to 
be fitted with a 14-inch proper beaded and ledged door, hung to solid frame. 
External doors to have thumb-latches and barrel-bolts. The internal doors to 
rooms to be of 14-inch deal, four panel, square framed, hung with 3-inch butts 
to 1]-inch wrought, rounded, and rebated linings, and to be fastened with rim- 
locks. Cupboards to be fitted to recesses at sides of fireplaces in living- 
rooms ; to have 1}-inch deal beaded cupboard front, with 1}-inch four-panel 
square framed door, hung with 24-inch butts, and fastened with turn-buckle 
fastener. Provide and fix round living-rooms a truss skirting, moulded 7 inches 
high, and round bedrooms a square skirting 6 inches high. The privy-seat 
and riser to have proper bearers, seat-hole cut and dished, with movable cover. 
The doors to all outhouses to be 13-inch deal beaded and ledged, hung to 
1}-inch linings. Doors to coal-stores and food-stores to be provided with locks. 

884. Plasterer.—Render two coats, float, set, and white the walls and lath; 
float, set, and white the partitions throughout; and lath, plaster, and twice 
white the ceilings. 

885. Slater.—The whole of the roof to be covered with countess slates (or 
tiles), laid to a proper gauge, on 3-inch battens, nailed with zinc nails. 

886. Plumber.—The sinks in sculleries to have 3-inch iron waste-pipes, with 
grating and trap; and to have #-inch service-pipe, with bib-cock, led from 
rain-water butt or cistern; the whole well secured with wall-hooks. The 
rdges to be covered with 5-lb. lead, 12 inches wide, well dressed down, 
and fastened to proper deal ridge-rolls. Valleys to be laid with 5-lb: lead, 
turned up at least 7 inches under slates on each side, and properly secured. 
Provide proper flashings of 5-lb. lead to chimney-shafts. Lead and labour 
to be found for fixing all stone and iron-work where required. 

887. Painter.—All the wood-work required to be done to be painted four coats 
in good colour. Entrance-doors to be grained wainscoat, and varnished. 


888. Specifications for Detached Single-Storeyed Double Cottages of Brick, 
The following specifications may be taken as an example :— 

889. Bricklayer.—To excavate the ground for foundations to the depths and 
widths shown in the drawings, also for all drains, and all other digging and 
removal of earth is to be done as required. The ground beneath stone floors 
to be made hard and firm; and, after the foundations are laid, the earth to be 
filled in and around the same, and well rammed. The whole of the walls and 
partitions shown in plans are to be built of good hard burnt stock-bricks ; 
the fronts of a bright and uniform colour, carried up regularly, and no four 
courses to rise more than 1} inch above the height of four courses laid dry. 
All work to be done in English bond, with the vertical joints neatly drawn, 
and pointed with dark mortar. The angle-groins and arches to doors and win- 
dows to be executed in red bricks; and the chimney-headings, eaves course, 
and along gable-ends, to be executed in the same set in angle, as shown in ele- 
vation All the flues are to be carried up separately, and to be cored and par- 
geted. All the mortar used to be compounded of one-third part fresh burnt 
stone-lime and two-thirds clean sharp river sand. Provide and fix in entrance- 
door tooled York stone steps, 12 inches by 8. The windows to have freestone 
sills, 9 inches by 4, weathered and throated, and freestone keystone to window- 
arch, also to arch of doorway. -The living-room and scullery to be paved with 
large Yorkshire tooled paving, well bedded in brown lime-mortar. Fix in scul- 
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lery solid sink on brick stack, with 4-inch trap trunked into drain. Provide and 
fix chamfered freestone chimney-pieces and shelves to all fireplaces, with 2-inch 
tooled hearthstones. The drain from sink to liquid-manure tank to be 4-inch 
earthenware, laid where directed, with bends and junctions wherever necessary. 

890. Carpenter and Joiner.—The timber employed throughout to be good 
American or Baltic, free from all defects. The joists, rafters, and quarters in 
partitions to be placed not more than 13 inches apart from centre to centre. 
34-inch lintels to be provided for all doors and windows, bearing not less 
than 9 inches on each groin, the full thickness of the wall ^ Wood-bricks, 
4 inches by 3, and 9 inches long, to be built into the walls at proper intervals to 
receive joiner's work. The roof to be framed according to section, the rafters 
being notched down upon the plates ; and purlins and ceiling-joists to be notched 
up to the beam, and well nailed. The sleeping-room to have joists, 6 inches 
by 2, resting on oak sleepers, 4 inches by 3, and to be laid with 1-inch spruce 
flooring boards, 7 inches wide, and to have §-inch truss skirting round room, 6 
inches high. The front-door to be of red deal, 14 inch thick, rebated, beaded, 
and ledged, hung with 18-inch hinges to 4 inches by 3 rebated and beaded 
frame, with {-inch drawback-lock and two strong bolts. The internal doors 
to be {-inch rebated, beaded, and ledged, hung to 1-inch plain jamb linings, 
with fillet, 2 inches by } inch, nailed to same, to form rebate, and to be hung 
with 3-inch butts, and to have 6-inch iron rim-locks. The windows to be 
13 inch thick, double-hung, with fir sills, iron pulleys, lines, weights, and fasten- 
ings complete; glazed with 16 oz. crown glass; to have {-inch bead round 
sash-frame inside, to stop the plastering, and 14-inch rounded window-board 
on proper bearers. Provide and fix to the front windows l-inch beaded and 
ledged outside shutters, with 8-inch barrel-bolt to fasten the same, hung with 
parliament hinges. Fit up the closets, where shown, with three tier of 1-inch 
shelves, and the pantry with ditto, 9 inches wide, and 6 feet of meat-rail with 
turned hooks. 

891. Slater, Plasterer, and Patnter.—'The roof to be covered with duchess 
slates on deal battens, 14 inch by ? inch, secured with zinc nails. 5-Ib. lead 
flashings to chimney-stacks, and cement verge to gable-ends. The ridge to be 
covered with ornamental creese, set in cement. The ceilings and partitions to 
be lathed with single laths, separately nailed and not lapping, and plastered one 
coat in good hair mortar, and set in fine stuff. The walls to be plastered two 
coats, finished in fine stuff, 4-inch cast-iron skirting to eaves, and 24-inch iron 
drain-pipes and cistern-heads where necessary. Chamfered cement skirting, 7 
inches high, to be run round living-room and passage. All the wood-work usually 
painted to have four coats of good oil-colour. Lancashire grate or oven in 
kitchen, sham register-grate in bedrooms. 


892. Specifications for Detached Two-Storeyed Cottages in Brick.—Vor two- 
storeyed detached cottages built of brick, the following specifications will serve 
as an example :— 

893. Excavator.—Dig out and cart away ground for the foundations, to the 
depth from ground-line as in the section; also for drains, liquid-manure tank, 
&c. The excavations for drains to be made with a sufficient fall to liquid- 
manure tank. To dig out the ground under front living-room and lobby for 
cellar, to the depth shown in section; also under floors of kitchen and scullery, 
to the depth of 1 foot below floors. Fill in and ram all the foundations and 
other walls, and cart away all superfluous earth and rubbish. 

894. Bricklayer.—Carry up all the walls, external and party, 9 inches in 
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thickness, to the several heights shown in the section; the mortar to be well 
mixed and tempered together, in the proportion of 1 bushel of good stone-lime 
to 2 of good, clean, sharp river or other approved sand. The bricks to be of 
quality and kind as decided by the landlord, or easiest obtainable in the 
neighbourhood. Lay the whole of the brick-work in old English bond—the 
exterior to be worked fair, and finished with a flat-ruled joint; the interior 
to be left rough for plastering. Turn half-brick trimmer-arches to all the 
openings of fireplaces, and carefully carry up same at a proper angle. Make 
air-chamber at back of fireplaces in living-room and kitchen; make circular 
openings, 9 inches in diameter, communicating with same, above skirting in 
room, and close to fireplace jamb. Provide and lay in 4-inch drain-tube, glazed, 
communicating with the interior of air-chamber at back of fireplace and the 
external atmosphere. Provide, in like manner, a 2-inch pipe leading to cavity 
beneath hearthstone, to supply fireplace with air. Run up at back of fireplaces 
pipes to serve as “ dust draughts ;” or build in brickwork a 2-inch drain tube, 
communicating with ash-pit and chimney. Carry up 9-inch circular chimney- 
tubes for flues, or ventilating chimney-tubes. If the flues are preferred to be 
run up in the brick-work, they should be made oblong, with the corners rounded 
off. The chimney-bearer in all the fireplaces to be of wrought-iron. If venti- 
lating chimney-tubes are not used, air-flues, 4 inches broad by width of flue, 
to be run up alongside of chimney-flues, opening below ceiling to commu- 
nicate therewith. If circular tubes are used for the chimney-flues, provide and 
run up alongside of these 3-inch drain-tubes, properly jointed, to serve as ven- 
tilating tubes. If the air-siphon ventilation is used, provide a flat zinc pipe, 
3 inches by 24, and let same into brick-work in chimney-breast—one end com- 
municating with the flue by a circular bend, the other with an aperture near 
ceiling. The same to be provided to the front and back bedrooms. The 
children’s bedrooms to have air-flues in wall leading to space between ceiling 
of bedrooms and external roof, formed of 3-inch drain-tube—the opening in 
room to be beneath the ceiling. The chimney-shafts to be set angularly, and 
carried up as in elevation and detail drawings, and to be finished externally 
with a neat trowel joint. Construct two liquid-manure tanks behind fence wall, 
at the points of the division wall of yards, with filtering divisions ; size, 6 feet 
square by 6 feet deep (internal dimensions); face inside with 4-inch brickwork 
set in Roman cement, and done over with half-brick arch; provide man-hole, 
and cover same with stone slab, to be luted at the edges with clay to prevent 
escape of gas—or a rebated edge, 1 inch deep and 2 broad, may be cut round 
the man-hole, in which to lay slab cover. If preferred, the interior of tank to 
be formed of strong deal boarding lined with gutta-percha. Construct over 
privy and ash-pit to right and left hand corner houses, cisterns in 9-inch brick- 
work, external dimensions 9 feet by 5, and 4 feet deep, lined with slate slab, or 
glazed flat tiles, to hold rain water; or, if preferred, internally deal-boarded, 
and lined with gutta-percha. Construct above privies and ash-pits to centre- 
houses, a rain-water tank as above—external dimensions 9 feet by 9, and 4 feet 
deep. Provide and fix with proper fall 4-inch drain-tubes with conical joints, 
leading from sink in scullery and from privies to cesspools. Where bends or 
junctions are required, provide and lay circular ones. Provide a soil-pan with 
trap to privies, connected with tube leading to cesspool. All grates and ranges 
provided by the smith to be properly set and fixed. Bed in mortar all wood, 
bricks, bond-timbers, and point well with lime-and-hair mortar all door and 
window frames. Pave the privies with hard and well-burnt bricks set on edge 
in mortar laid on dry ashes or smiths’ cinders. Pave kitchen and scullery with 
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flat paving-tiles in mortar or dry ashes. Pave lobby with flat tiles parti-coloured, 
in simple pattern or lozenge shape. 

895. Jfason.—The whole of the stone-work in external walls, consisting of 
heads, jambs, and sills to doorways and windows, to be of the best (here describe 
stone most conveniently obtained in the neighbourhood), properly worked in 
beds, joints, and faces, and set with chamfered angles and stopped ends, as shown 
in the drawings. (If the lobby is preferred paved instead of flat-tiled as 
above, pave all entrance passages with 2-inch paving laid to a close joint on 
brick sleeper-walls, well stopped in composition.) Provide and fix 3-inch treads 
to doors, and properly mortise the same to receive the door-posts. Provide and 
fix rubbed stone-slabs and back hearths to all the fireplaces; the slabs to pro- 
ject 20 inches from the face of the chimney-breast. The fireplaces throughout 
to he fitted up with 1}-inch rubbed Portland jambs (or slate or other suitable 
material easily obtained in the neighbourhood); mantels and shelf with rounded 
corners, each 6 inches in width, well cramped and secured together. Cut in 
centre of hearthstone above cavity communicating with the air-flue to supply 
fireplace, an aperture, 4 inches by 2, with rebated edge to lay grating in; the 
inner edge to be not more than 3 inches from line of fireplace bars. Provide 
and fix in scullery a stone sink or slop-stone on brick bearers, of the size shown 
in plans, 6 inches in depth; and cut hole in same to receive waste-pipe (lead- 
ing to drains) and trap. Provide a slab of stone, 2 inches in thickness and 2 
feet square, to cover man-hole of liquid-manure tank. Provide and fix in cellar, 
close up to wall opposite window, a stone slab 4 feet by 2 feet, 2 inches thick, 
on which to place meat, milk, &c., to keep cool, on brick bearers 30 inches high. 
Cut all holes, &c., for iron and other works, where required. 

896. Carpenter.—All the timber to be used to be good, sound, well-grown Baltic, . 
Danzig, or Riga fir, well seasoned, and free from sap-shakes, or large and un- 
sound knots, cut square and true to the several dimensions and lengths required; 
and no timbers to be fixed more than 12 inches apart, or to have a less bearing 
than clear 4 inches on the plates, &c. Provide a sufficiency of wood-bricks for 
joinery, to be inserted where required ; also all centerings and turning-pieces 
for chimney openings. The quarter partitions throughout to consist of heads 
and sills 4 inches by 7; posts 4 inches by 4; door heads, quarters, and braces, 
4 inches by 2, with the exception of the centre partition, which is to be as 
follows: heads and sills, 5 inches by 4, quarters and braces 5 inches by 3. 
The interstices to be filled in with brick-work in mortar. The joists in living- 
room ground-floor to be 74 inches by 23, 12 inches apart, having a clear bear- 
ing of 4 inches in walls. The whole of the joists in first or chamber floor to be 
74 inches by 12; trimmers, 74 inches by 21; wall-plates, 4 inches by 2}. 
The joists on this floor, when truly fixed, to have (if desirable) a row of herring- 
bone strutting, and to be properly fixed underneath for lathing. The roof 
timbers to be 12 inches apart, and to consist of rafters 3] inches by 2, ceiling 
joists 3 inches by 2, wall-plate 4 inches by 23, ridge 6 inches by 2, valley 
rafters 7 inches by 2. Prepare the whole of the roofs for slates with 24-inch 
by 3-inch battens, well nailed to rafters. If zinc roofing is preferred, provide 
and nail to rafters single slabs to lay zinc plates on. 

897. Joiner.—Lay the floors of living-room on ground floor, and of all the 
bedrooms, with l-inch yellow Christiana deals, not more than 9 inches wide, 
with close joints, and well nailed, and bordered to slabs or hearthstone; the 
whole to finish clean up to the brick faces. Provide and fix 3-inch skirting 6 
inches high, with proper grounds to receive the same in all the rooms. The 
whole of the sashes to be 24-inch deal, chamfer moulded and rebated to receive 
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casements; l-inch deal rounded linings and window-board ploughed to receive 
plastering. The shutters in lower storey to be 14-inch deal, bead, butt, and 
square, hung with hinges in two leaves, and folding back against wall on the in- 
side, and fastened with bow-latch spring fastening complete. Provide and fix 
to all external doors a proper fir door-frame, mortised to heads of steps, and 
fitted with 14-inch deal ledged door, hung with 3-inch butts, and to have two 
l-inch rod bolts and iron rim drawback-lock and key. The inner doors to be 
1}-inch deal, square-framed, hung with 24-inch butts and rounded linings, with 
stop grooved for plastering, and to be fitted with a 6-inch iron rim-lock. Pro- 
vide and fix in recess on side of fireplace in living-room nearest the window a 
tier of 1-inch deal shelves on proper bearers, for books, &c.; and at other recess, 
a small cupboard 30 inches high, with flat deal top moulded at edge. Provide 
and fix between ehimney-breasts and walls in kitchen a small dresser with 
lj-inch deal top, with sliders and runners for drawers, with l-inch deal fronts, 
return beaded §-inch deal rims and 4-inch bottoms. Provide and fix above this 
three tier of l-inch deal shelves on proper bearers, with plate fillet attached ; 
also a 2-inch deal pot-board and skirting complete. : The drawers to be fitted 
with common black handles fixed with screws, and good drawer locks and keys. 
Provide and fix to closet on the other side of fireplace 1}-inch beaded closet 
fronts, with 1-inch deal, two-panel, square-framed doors, hung with 24-inch butts, 
and fastened with turn-buckle fastening and cupboard locks complete; to have 
]-inch deal tops, 1-inch deal rounded tops, and three tier of 1-inch deal shelves 
inside. The stairs to have l-inch deal treads and deal risers, framed into 14- 
inch strings, with proper carriages, and blocked with rounded end to bottom 
step; deal framed and turned newels, with deal elliptical band-rail, and square 
bar balusters. The spandril to be filled in with 1}-inch deal framing. Provide 
and fix in recess in side of fireplace next window, in front bedrooms, a two- 
basined wash-stand ; basins to be fixtures, and communicate with drains by 
linch pipes. Fix one-basined stand in back bedroom. Provide and fix in 
other recess a neat plain wardrobe with folding doors, and fitted with shelves as 
desired. Provide and fix to cellars sash or French windows, opening inwards, 
as may be desired. Provide and fix to privies 1}-inch deal proper ledged doors, 
with stop and rounded linings, hung with 3-inch butts, and fitted with thumb- 
latch and bolt complete. Provide and fix in privies 1-inch deal seat and riser, 
with clamped flap and beaded frame. Provide and fix $-inch deal skirting round 
seat, 4 inches wide; cut hole in seat for handle in cock for supply of water to 
sol-pan. Provide and fix a hinged door to ash-pit hole, 2 feet square. Provide 
and fix in gable of roof & proper oak frame, grooved at 45 deg. angle, to receive 
luffer boarding fitted in ditto, and ornamented with a wave line. Provide and 
fix in bedroom ceiling a small sliding trap-door, with frame rounded and grooved 
to receive the same, to facilitate ventilation. 

898. Plasterer.— Render two coats, float and set all the walls internally, and 
lath-plaster two coats; float and set the partitions throughout, and colour the 
same in kitchen and scullery. Lath-plaster, float, and set all the ceiling, and 
twice lime-white the same. 

899. Paperhanger.—Query—(A neat light paper in sitting-rooms and bed- 
rooms much recommended.) 

900. Painter.—Stain and varnish the whole of the wood-work, except in living- 
room, to be painted of a suitable light colour. The back-door to yard, and door 
to ash-pit and privy, to be painted a light green internally and externally. 

901. Glazier.—The whole of the sashes to be glazed with diamond-shaped 
quarries of the best Newcastle crown glass. Provide and fix in window of bed- 
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room and children’s room Lochead’s perforated glass near top, to admit fresh air, 
the perforations to be angular, and so placed as to throw the air towards 
ceiling. Provide and fix the same to top of cellar window. 

902. Plumber.—Provide to sink in scullery a 2-inch iron waste-pipe into 
drain, with proper trap and grating complete. Lead a 1-inch pipe from bottom 
of rain-water tank filtering department to scullery, near end of slop-stone of 
sink, and 15 inches above it, to allow utensil to be placed beneath to withdraw 
water. Also same size pipe from unfiltered department of cistern to seat of water- 
closet, and provided with stop-cock to flush soil-pan with. Lead a 1-inch pipe 
from wash-stand basins in bedrooms to back of soil-pan in water-closet, using at 
each stand, beneath basin, a simple trap to prevent ascent of foul air. Lay the 
valleys of roof with 5-lb. lead, to turn up at least 7 inches under the slates on 
each side, and properly secured. Provide and fix 5-15. lead flashing to chimneys 
and gables wherever requisite. Provide and fix to roof proper zinc gutters on 
iron brackets, with cistern heads of neat design, and pipes complete, leading to 
unfiltered department of rain-water tank. Provide and fix ventilating zinc 
siphon tubes for ventilation of rooms where required. Provide and fix circular 
valves to apertures in living-room and kitchen, for regulating supply of air from 
warm-air chambers. Provide and fix perforated zinc plate with moulded edge 
to all ventilating apertures near ceiling. Provide and fix iron wash-hand basins, 
lined with glass, with stopper and chain complete, with trap connected with pipe 
leading to water-closet soil-pan. 

903. Smith.—Provide and fix wrought-iron chimney-bars 24 by 4 inch, 1-inch 
camber running throughall the jambs to fireplaces on basement. Provide grat- 
ing to cellar-windows, also to all air-Hues at external walls. Provide bow-latch 
spring shutter bars to all the shutters. Provide and fix, if required, a boiler at 
back of fireplace in kitchen, to supply neat pedestal tube in bedrooms with warm 
water, with feed and return pipes complete. 


904. Specifications adapted to Cottages of Stone.—For cottages built of stone, 
the following specifications, taken from the “ First Annual Report of the 
Association for promoting Improvement in the Dwellings and Domestic 
Condition of Agricultural Labourers in Scotland,” will serve as an example for 
practice :— 

905. “ Mason-Work.— The depth of foundations is shown on the section; and 
the whole area of building, with a space 18 inches wide beyond the face of walls, 
will be excavated to that depth, or further if necessary, to secure a solid and 
equal bearing for the walls. The 18-inch space will be afterwards filled in with 
dry stone. A drain will be formed, from 3 to 4 feet from outside face of walls 
all round, with two cross drains running into it. These drains will be at least 
12 inches below the foundations, executed with large drain-tiles, covered with 
loose stones to within 10 inches of the surface. Where sinks are used in scul- 
leries, a drain will be formed at the back of the cottages, with 6-inch clay tubes, 
having spigot and faucit, or saddle joints, with a fall of 2 inches in every 10 
feet, jointed with Roman cement, and have junctions and bends where necessary. 
The rain-water pipes will be led into this drain (unless in those cases where 
tanks are constructed for collecting either the rain-water or liquid-manure, or 
both), and also the subsoil-drain already described. Where there are no sinks 
in sculleries, the drain may be in front; and at each end of cottage an iron 
grating and cesspool, 9 to 10 inches diameter, will be placed, communicating 
with the drain, and fitted into a stone hollowed out for the purpose. The found- 
ations will be laid with large flat-bedded stones, having the joints packed with 
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stone shivers and grouted, forming a 6-inch scarcement on each side. The whole 
of the walls will be of the best rubble-work, carried regularly up, with headers 
in every foot of height, and 5 to 6 feet apart; the beds and joints well squared, 
and the whole exterior face of walls square hammer-dressed, having the joints 
carefully pointed and drawn in. The inside of walls will also be carefully pointed. 
The vents will be executed with hammer-dressed stone, free of pinnings on the 
joints, carefully contracted over fireplaces, and plastered with fine lime. Those 
for kitchens will be 11 inches square, and for bedrooms 10 inches square. If 
executed with fire-clay vent linings, they will be carefully jointed with fine 
lime, closely packed all round, and the joints cleaned off. A ventilating flue, 
8 inches square, will be formed close to the kitchen-flue, commencing about 12 
inches below kitchen ceiling, and terminating in an opening, 12 by 8 inches, 
under cope of chimney-stalk, covered with a cast-iron grating. The partitions 
on ground-floor will be of 43-inch brick on bed, on 12-inch stone footings. 
Ventilating openings, from 8 to 10 inches square, will be left in the outside 
walls, under floors of bedrooms, on the ground-floor, covered with cast-iron 
gratings. The chimney-stalks will be executed with hammer-dressed stone, 
well squared on the beds. The corners of building and chimney-stalks will not 
be less than 20 inches long, and 9 to 10 inches on the head. The rebates of 
doors and windows will be of similar dimensions, the inbands extending through 
the walls, and neither rebates nor corners will exceed 14 inches in height. A 
2-inch droved margin will be worked on corners, rebates,-sills, and lintels, the 
parts beyond being made to correspond with the rubble. The ingoings of rebates 
and lintels, the whole of projecting sills, skews of gables and attic windows, 
jambs, hearths, and door-steps, will also be clean droved. ‘Fhe floors of kitchen, 
scullery, pantry, and lobby, will be laid with well-burned fire-clay paving tiles,* 
9 inches square, on a layer of broken stone at least 9 inches deep, hard beat 
down, bedded with lime, and the joints afterwards grouted with thin lime. The 
scarcements of walls in bedrooms on ground-floor will be brought up to the 
level of under side of sleeper joists. The hearths in kitchens will be 3 feet, and 
in bedrooms 1 foot 6 inches in front of jambs, all extending to the back of fire- 
places, of Arbroath stone, not less than 24 inches thick, bedded on lime. The 
stone required for the building will be quarried by the contractor from the 
—— —— quarry, free of lordship. It must be worked in a regular manner, to the 
satisfaction of the proprietor, or the person appointed to superintend the work, 
and left ina proper working state and clear of rubbish when the work is finished. 
All the stones will be laid on their natural beds. The lime will be mixed with 
a due proportion of clean sharp pit or river sand, and properly worked together. 
The mason will cut all bat-holes, raglets for slates, &c., and do all jobbings re- 
quired by the other tradesmen in carrying on the work. The contractor will 
provide all the materials except that above-mentioned, also all tressels, scaffold- 
ing, &c.; but the carriages will be performed by the tenant, the contractor pay- 
Ing the tolls. 

906. 1“ Carpenter and Joiner Work.—The safe lintels will be 4 inches thick, 
and of the requisite breadth, having 9 inches of wall-hold at each end. The 
rafters and baulks of roof will be 64 inches by 24; those for roofs of scullery 
and attic windows will be 5 inches by 2, all placed 20 inches apart from centre 
to centre, on wall- plates 7 inches by 14; and the whole will be strongly 
put together, well secured to the wall-plates, and covered with #-inch deal 


* In those parts of the country where Arbroath or Caithness pavement can be had at the same 
price as the above, it will be preferred ; it will be square jointed, and laid in a similar manner, 
and not be less than 24 inches thick. 
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sarking closely jointed—the ridge batten will be 2 inches diameter, secured 
to the rafters with strong spikes. The sleeper joists will be 64 inches by 2], 
and 20 inches apart from centre to centre, laid on dwarf walls. The joists of 
upper floor will be 7 inches by 24, 18 inches apart from centre to centre, on 
wall-plates 7 inches by 14, having 9 inches of wall-hold at each end. None 
of the timbers will be placed within 9 inches of any of the smoke-flues. All 
the bedroom floors will be laid with 14-inch deal, grooved and tongued on the 
edges. The inside of all the exterior walls will be prepared for lath, the straps 
being 1 inch square and 14 inches apart from centre to centre, fixed to the 
walls by malleable iron holdfasts, not exceeding 2 feet apart; and these walls, 
and also standard partitions, ceilings, &c., will be covered with the best Baltic 
split lath, not more than 1} inches broad, nor less than 3-16ths of an inch thick, 
each split.^ The door-standards will be 6 inches by 2; those for outside 
doors will be fixed to the stone by strong split bats. The partition-standards 
in upper floors will be 34 inches by 14, placed 16 inches apart from centre to 
centre, having sill and runtree of similar dimensions. The outside doors will 
be framed, the styles being 4 inches by 2, the top-rail 4 inches by 1}, and the 
other two 7 inches by 1], lined on the outside with j-inch grooved, tongued, 
and beaded deal, not more than 4 inches broad, hung with strong crose-tail 
hinges, and have a strong thumb-latch, also a strong stock-lock, of the value 
of 4s.; and each of these doors will have a fanlight placed over it. The 
inside doors will be of plain deal, 7-8ths of an inch thick, with three strong 
back-bars, hung with 14-inch cross-tailed hinges, and have good thumb- 
latches; the pantry and press doors will have good press-locks. ll the 
doors will have facings and stops 5-8ths of an inch thick—the latter will be 
4 inches broad, and beaded, and each apartment will have a 44-inch skirting, 
also 5-8ths of an inch thick. The window-cases will be of 7-8th inch wood, 
with a 4-inch sill, and the sashes of 2-inch wood, and 5-8th inch astragals, the 
latter put together with a mixture of white lead and glue well boiled. All the 
windows will be single-hung, with iron-faced axle-pulleys, cast-iron weights, 
and the best sash-line, and glazed with third crown glass; those on the ground- 
floor having strong sash fasteners. All the exterior timber-work will receive 
three coats of oil-paint, and the windows will be primed before being glazed. 
The pantry and press in kitchen will have three shelves of 1-inch deal, sup- 
ported in the former on framed brackets. A shelf, 8 inches broad and 1} inch 
thick, will be fixed over the lintel of jambs in each bedroom. The breasts and 
elbows of windows in kitchen and bedrooms will be lined with j-inch deal, 
grooved, tongued, and beaded on the joints; and the angles of all the windows, 
and other angles where necessary, will have 7-8th inch corner beads. Each 
window will have a blind-roller, fitted with the best common mounting. The 
treads of stair will be 1} inch, and the breasts $ of an inch thick, strongly 
secnred to the string-boards, which will be 1 inch thick. The skylights will 
be of cast-iron or zinc, with strong hinges and quadrant, and glazed with 
strong sheet glass. A box about 6 inches square will be fitted into the ceiling, 
or into the wall close to the ceiling of each bedroom, open on the under side, 
and covered with a perforated zinc or metal grating; and a tube, 6 by 3 inches, 


* Hollow tiles are recommended for kitchens, &c., instead of lath and plaster, not being liable 
to be broken. | 
t In some cases, where the entrance-lobby is small, it will be found more convenient to make 
these doors in two leaves. 
f If shutters are preferred on ground-floor windows, they may be of plain deal }ths of an inch 
Mice baving croes-heads, hung with 3-inch edge hinges, and finisbed with facings similar to tbe 
oors. 
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will be fitted into it, extending to the ventilating flue, formed as already 
described, beside the kitchen chimney. These tubes will be framed of 4-inch 
wood, and made perfectly air-tight.* The whole of the timber must be of the 
very best description, free from all defects, and thoroughly seasoned before 
being used. That for roofing, joisting, safe-lintels, wall-straps, windows, and 
exterior doors, will be of Memel, or red wood Baltic plank, or battens:+} the 
interior doors, flooring deals, lining, and stair, may be of red or white wood 
Baltic plank or battens, and the other finishings of American yellow pine. The 
carpenter will allow the other tradesmen the use of part of the roof-timbers 
and sleepers for scaffolding, provide moulds, and do all jobbing required 
during the execution of the work. The contractor will provide all materials, 
and the carriages will be performed by the tenant, the contractor paying 
the tolls. 

907. “ Plumber-Work.—A 4-inch cast-iron roan will be carried along the 
eaves of roof, supported on malleable-iron straps placed 3 feet apart; the rain- 
water pipes will also be of cast-iron, 3 inches diameter, having cast-iron waste- 
heads, and all will be well lacquered before being put up. The small valleys at 
attic windows will be executed with zinc, 8 inches broad, turned over a round 
on each edge; the ridge of roof will be covered with zinc 14 inches broad, over 
a roll 2 inches diameter. The zino will weigh 18 oz. to the superficial foot. 
The sinks in sculleries may be of cast-iron or Welsh slate, having cesspool, 
table-washer, and chain complete. The contractor will provide all materials 
and scaffolding, and the carriages will be performed by the tenant, as before 
mentioned. 

908. ‘* Slater-Work.—The roofs will be covered with the best Easdale or 
Ballachulish, Birnam, Glenalmond, or Welsh slates, having 3 inches of cover, 
laid in good bond, shouldered with haired lime, and hung with malleable iron 
nails, weighing 10 lb. per thousand, steeped in linseed oil when red-hot. The 
slates will be ragleted into the stone where they come in contact, and all the 
skews will be carefully pointed with Roman cement. The contractor will pro- 
vide all materials and scaffolding, and the carriages will be performed by the 
tenant, as before mentioned. 

909. ** Plaster-Work.—All the walls, ceilings, and partitions will be finished 
with the best two-coat plaster hard rubbed in, and free of cracks and blisters. 
The whole of the windows will be bedded with plaster lime, and pointed with 
mastic after being hung. All broken plaster must be mended after the other 
tradesmen are finished. All the carriages required by the several contractors 
wil be performed by the tenant, the contractors paying the tolls; and such 
materials as require to be brought from a distance, will be laid down by the 
contractors at the railway-station. The whole of the works herein 
described will be executed in the most perfect, substantial, and tradesmanlike 
manner, in strict accordance with the plans and specification, and to the satis- 
faction of the proprietor, or the person who may be appointed to inspect the 
work, either during its progress or after it has been completed. Contractors 
will be bound to maintain their respective departments of work in a state of 


* In one-storey cottages, and on upper floors of two-storey ones, these tubes may be placed on 
s top of ceiling joists; on the ground-floor of two-storey cottages they will be conveyed acroes 
where most convenient. 
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efficiency for a period of three years after the work has been taken off their 
hands. Separate estimates will be given in for each department of work, as 
follows: first, the Mason-work; second, the Carpenter and Joiner-work; 
third, the Plumber-work; fourth, the Slater-work; and fifth, the Plaster- 
work. The proprietor does not bind himself to accept the lowest, or any of the 
offers given in, unless in other respects satisfactory." 


910. Contracts.—Specifications must form the basis of all contracts for the 
construction of buildings. 

911. There are just three forms of contracts in which the construction of 
buildings founded on specifications must be based. One is, that one party con- 
tracts for the construction of the entire buildings for a slump sum, and on a 
fixed plan. 

912. The advantages of contracting for a slump sum are, that the employer 
has to do business with, and make payment only to, one party ; that the proba- 
bility is, that the entire contract, having been undertaken by one party, will be 
done at a smaller sum than if it had been undertaken by several parties, because 
it is reasonable to expect that the different classes of mechanics, in doing their 
respective parts, will work into one another's hands more cordially in a common 
contract than if they had separate interests. 

913. One of the disadvantages of contracting for a slump sum is, that one 
part of the work may be done in an inferior manner to another : for example, 
the masonry, which is so palpable to every observer, may be done in a 
superior manner, and at greater cost than the contractor has calculated to do it, 
but that the carpentry, the bulk of which is out of sight, may be executed in 
such an inferior manner, and with so much less &mount of material than the 
specifications direct, as to make up for the loss sustained, and even more, by 
the superior masonry. Another disadvantage is, that it renders any improve- 
ment of the plan, while the work is proceeding, nugatory, for wherever a change 
is insisted on by the employer, in the plan supplied by himself, the contractor 
considers that his agreement is abandoned to that extent; and the employer 
is thus so far placed at the mercy of the contractor, who may charge for the 
altered portion of the plan whatever he may choose to demaud. 

914. Another form of contract is of a separate contractor executing each de- 
partment of the work—for example, one contractor for the masonry, another 
for the carpentry, and so on for the slater-work, the plumber-work, the glazier 
and painter work. 

915. The advantages of separate contracts is, that as each contractor has to 
do only his part of the work, he will do it to the best of his ability for the sake 
of his own character as a tradesman; and hence each sort of work may be well 
done, and better done than when undertaken for a slump sum. 

916. The disadvantages of separate contracts are, that having separate in- 
terests, the contractors will not work into one another's hands for the benefit of 
the entire work ; that the separate contracts will not be undertaken at so low à 
sum as in one contract for a slump sum ; that the plan being a fixed one, no 
alteration can take place in it without an abandonment of the contract so far, 
and a consequent obligation of payment by the employer to the contractor to 
whatever extent the contractor may choose to demand. 

917. A third form of contract is by measurement. The rate per foot or yard, 
running or superficial, is fixed between the employer and contractor, and after 
its execution the work is measured by an ordained surveyor, and the entire 
cost is calculated according to the rates fixed on in each department of the work. 
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918. The advantages of this form of contract are, that the work is specially 
surveyed after its execution, and its quality tested in terms of the specifications ; 
that the plan is not so fixed and absolute but that alterations may be made in it 
as the work proceeds, according to the matured wishes of the employer; that 
the contract may be undertaken by one party for the entire work, or by a party 
for one or more parts of the work, with equal advantage to the work itself; that 
it is the most equitable form of agreement both for employer and contractor ; 
and that it affords the most satisfaction of any to the employer in the end. 

919. There are no disadvantages attending this form of contract that we are 
aware of; the contractor receiving the value of the work he has executed at the 
rates he himself had agreed to accept, and the employer having the option of 
change in the plan. 

920. A superintendent should be appointed by the employer to inspect the 
work in its progress, and to see that the terms of the specifications are strictly 
attended to by the contractor. 

921. Payments are made by the employer to the contractor at periods agreed 
on, but which are generally never equal to the value of the work done by 
20 or 25 per cent until the final settlement. 


DIVISION THIRD.—PRACTICAL CONSTRUCTION. 


922. Section First—Foundations.—It is impossible to over-estimate the 
importance of a good foundation, for on its being carried out in a proper 
manner depends obviously the stability of the superstructure. The term 
"foundation" has a twofold meaning, having reference, first —to the prepara- 
tion of the ground on which the materials rest ; and, secondly, to the arrange- 
ment of the materials forming the lower part of the substructure resting on the 
ground so prepared. Our remarks, therefore, are naturally divided into two 
classes— 1. The choice and preparation of the ground; 2. The arrangement 
and construction of the “ footings,” by which name the lower part of walls is 
designated. 

923. Choice and Preparation of the Ground.—The best foundations are in 
compact gravelly soils. This soil is inconipressible, dry, little affected by the 
atmospheric influences, and yields very little laterally. In a soil of this kind 
the foundation is easily formed; all that is necessary is to dig a trench con- 
siderably wider than the width of the walls of the building, and of depth not 
less than 3 feet. In some instances, a soil of this kind may not be uni- 
formly good, but may present places where the soil is defective, being soft and 
yielding. When these parts are met with, a simple method to secure a good 
foundation for structures of no great weight is to dig out the bad earth till 
good is met with, filling up tbe holes so made with sand; or the patches of 
yielding soil may be rammed well up with layers of &mall broken stones, as 
angular in their form as obtainable. The more firmly these patches are rammed 
the better. 

924. In the preparation of foundations in compact clayey soils, great care 
must be taken, as they form treacherous foundations, in consequence of their 
being 80 subject to atmospheric influences. 'Thus a blue shale may be so difficult 
to work as in some cases to require blasting with gunpowder, yet so susceptible 
. that in a short time the influence of the atmosphere may reduce it to a thin 
sludge. In soils, therefore, of this nature, it is essentially requisite to secure 
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the foundation from the action of the air. To attain this the trenches should 
be dug deep, if possible, to reach the sound compact substratum ; the depth 
should not be less than 30 inches. Before commencing to lay the bottom- 
courses of the walls, a layer of concrete should be laid along the trenches. The 
preparation of this material, and the advantages obtained by its use, has been 
described in par. 534. 

925. Firm compact beds of sand form good foundations, but only in circum- 
stances where the sand has no tendency to move laterally—that is, slide from 
under the foundation. As this lateral tendency cannot in all cases be traced, 
and as, however firm an examination may show the soil to be, the action of 
springs, or even of surface water, may give at any time this lateral tendency, 
it is deemed advisable, in the majority of cases where sand is met with, to adopt 
special arrangements. These are as follows :— 

926. First, simply extend the bearing surfaces on which the walls rest. 
This is easiest done by making the trenches considerably wider than the width 
of intended wall, and laying broad and thick flagstones on the surface of the 
trenches. The width of the stone for a single-storeyed building should be such 
as to project a foot beyond the lowest course of the wall—the thickness of 
the flagstone 3 inches. If the building is to have two storeys, add 3 inches 
to the above breadth and 1 inch to the thickness. It is of essential importance 
that the stones should have a fair and flat bedding, to prevent unequal settle- 
ment. In some cases this extension of bearing surface is given by laying a 
platform of wood on the sand forming the foundation, this being confined with 
walls of masonry or brickwork. A much better plan, however, is to dig sub- 
sidiary trenches, completely surrounding the main trenches. The main trenches 
are filled up to the level with concrete, and the subsidiary trenches also. These 
subsidiary trenches should be deeper than the main trenches. By this arrange- 
ment the sand is greatly prevented from sliding laterally from under the founda- 
tion-courses. In some cases a firm unyielding soil is found below the bed of 
sand on which it is proposed to build. In this case piles may be driven down 
to the solid soil, and the whole of the piles sawn off level. A timber platform 
may then be put on the piles, on which to rest the superstructure. If possible 
to be carried out, the better plan will be to dig out the sand, filling up the 
spaces with concrete or beton (par. 536). 

927. To secure a good foundation in soils of a very soft, yielding character, 
having a tendency to lateral displacement in almost every direction, it will be 
necessary to surround the whole area of the foundations with a row of piles 
driven close together, the heads of the piles sawn off at a level, and to spread 
over the surface of the soil enclosed by the piles, and over the soil, to some 
distance beyond the piles, a layer of concrete or beton. 

928. In some of the constructions of the farm it may be necessary—as in the 
case of throwing a bridge across a stream—to make a foundation under or on 
a space surrounded by water. In many cases this species of foundation demands 
the exertion of the utmost degree of skill on the part of the architect and 
engineer; but in the majority of cases, in farm operations, the simplest me- 
thods of carrying out and constructing foundations of this class may be available. 

929. Where the water is shallow, and is either stagnant or its velocity of 
flow of small amount, a foundation useful enough for many structures will be 
obtained by throwing in heavy stones, leaving them to settle into a mass of 
their own accord. Where the soil or river-bottom is soft and yielding, this 
method will not be eligible, as the action of the water will carry off the soil 
from under the stones, and cause unequal settlement in the mass. In this case, 
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if the circumstances will admit of it, a space surrounding the spot on which the ` 
foundation is required should be enclosed with a dam or wall of clay well 
rammed together; the water should be pumped out of this enclosed space, and 
the foundation-trench dug, and the lower courses built up. After this is done, 
the dam should be removed, and in order to prevent as much as possible the 
action of the water on the foundation-courses, 8 mass of stones should be placed 
against them, sloping downwards from the pier to the water. 

930. Where the velocity of the stream is considerable, the space on which 
the foundation is to be built will require to be enclosed by more permanent 
materials than the clay mentioned in last paragraph. A suitable form of 
" coffer-dam " may be erected by driving in piles on each side of the enclosed 
space, giving these a hold of the ground according to the nature of the soil. 
The piles should project some distance above the highest flood water-mark. 
The strong planking should be nailed closely on the outside and inside of the 
piles, and the space between them well “ puddled”—that is, rammed up with 
clay and sand. The water should then be pumped out, and the foundation 
prepared according to the nature of the soil 
met with. On the removal of the coffer- 
dam, the “ apron ” of stones, as described 
in last paragraph, should surround the pier. 
In cases where the action of the water is 
rapid to a more than usual degree in small 
rvulets, it will be advisable to construct 
this “apron” as in fig. 147, where a a is 
the pier; d d, c c short piles driven in 
obliquely, between and surrounding which “774 FIM 
the stones are thrown in. It may be use- PIER AWD PROTEOTING APRON, 8UALE § INCH TO 
ful here to append a sketch showing a form شی سیت‎ 
of *coffer-dam " adapted to cases presenting greater difficulties of execution 
than those referred to in preceding paragraphs. In fig. 148, a a and a a are 
the main piles, the distance between them 
laterally from centre to centre being 4 feet. 
The piles are connected by horizontal 
pieces called “ string-pieces," or “ wales,” 
ee, cc, and these again by cross pieces, 
bb, notched on to the wales. These pre- 
vent the piles from spreading out laterally. 
The smaller piles driven in juxtaposition : 
with the larger ones, as © d, are termed 
“sheeting piles." Interior “ wales’’ are 
placed inside the piles a a, which sup- J 4 
port the sheeting piles d d. The floor- SECTION 2 COFFER-DAM—BSCALE, | INCH TO THE FOOT. 
ing is supported by the cross pieces Û 5. l , 
The puddling is rammed into the spaces A h, h h; the water-level is at tt; 
o represents the mass of concrete or beton on which the pier is built. When 
the depth does not exceed 10 feet, a width or thickness of equal extent is 
given to the dam; as the depth is increased, a foot of additional thickness 
should be given for every addition of 3 feet to the depth. When the interior 
excavated space is completed, a pressure is exerted on the sheeting-piles d d, 
tending to drive them inwards; to prevent this, cross pieces may be stretched 
across the dam from string-piece to string-piece, e to e; g is the footing and 
base of the pier of the bridge. 


Fig. 147. 
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931. In commencing work on the most secure, yet the most difficult class of 
foundations to work—namely, rock—care should be taken to level all tlie trenches 
perfectly throughout, to fill up all rents either with concrete or masonry, and 
specially to note that the trenches are deep enough to get rid of all portions 
which have been subjected to the influence of the weather. Where the ground 
is unequal, the foundation will require to be “benched out," or cut into a 
terrace form, as it were. Where the level of these benches varies much, to 
insure equal settlement of the superstructure, it is recommended to have the 
whole built up to the same level by courses of masonry. 

932. In digging foundations the material should be economically dealt with ; 
that is, the “sod ” should be cut carefully off, and removed to some distance; 
the same with the surface-soil or mould. Sand, if met with, should be retained 
for mortar, gravel to make concrete with, and clay for puddling purposes. The 
digging should commence and be carried out, so that, when the excavation is 
finished, the floor may be as uniform and undisturbed as possible. The whole 
should then be carefully gone over with a rammer, and the unsound parts 
excavated, and filled up with concrete or sand. The sand used in this way 


possesses many advantages, in cases where it is not allowed to slide laterally. 
Indeed, where this lateral movement can be prevented, sand is recommended in 
preference to wood for piles, inasmuch as it is capable of yielding and assuming 
new positions according to the pressure—the lateral pressure which it exerts 
tending to relieve the vertical on the bottom of the trench. 

933. Fig. 149 gives a section of the manner in which the foundation of hinds’ 


Fig. 149. 


houses ought to be constructed, where a is the pavement 
of the floor of the room resting upon broken stones to 
keep it dry; b the broad gravelled footpath along the 
front of the wall; c the surface of the ground on the 
road, some inches below the level of the footpath; and 
d the drain to carry away the water that may chance 
to fall upon the footpath. A border of earth may be 
made along the front of the house, and a fence of low 
hedging placed between it and the footpath, which in 
that case would be made where the road c is. 

934. Stone Construction—Stone Footings.—In the construction of footings, the 
great object is to give a wide base, to which the vertical pressure of the walls 
is to be transferred, greater stability being thus given to the structure by dif- 
fusing its weight over a larger surface. The width of the base will obviously 
depend upon the nature of the soil in which the foundation is made—rock of & 
firm stable character requiring the minimum, soil of a loose and yielding nature, 
the maximum breadth. 

935. The proper thickness of the wall begins usually at the ground-level, the 
space below, in the foundation-trench, being devoted to the footings, which 
spread out the farther they proceed from 
the ground-level line. Two methods are 
in use for forming the footings of stone 
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constructions, as exemplified in fig. 150. 
In one method, the lower courses are 0 
made as to form what is called a “set off,” 
this being formed by one course, as c, being 
narrower than d, and b narrower than c, 
the wall a narrower than b The other 


method consists in giving a uniform slope or batter, from g to f, to the footings, 
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upon which the walle is raised. "This employs & smaller volume of material 
than the method at Û c d, with an equal stability. The breadth of each set-off, 
where used, should not exceed 4 inches. | 
936. The largest sized stones are used for the bottom course; and the thick- 
ness of stones used for any course should be uniform. The more perfectly 
levelled the surfaces are the better. If obtainable, stones of size sufficient 
to go across the foundation should be used. When, for thick walls, all 
the stones cannot be obtained of breadth 
sufficient to reach across, the place of Z 151. — 
every second stone should be taken up كاه 8 ع"‎ 
with two shorter blocks of the same width 
and thickness. Thus in fig. 151, let a, b, PLAN OF STONE FOOTINOS—GSGCALE, $ INGE TO THE FOOT. 
and c represent the longest, and d e f g 
the shortest blocks. Another method is also illustrated in fig. 151, where the 
longest stones; as Àj l, are two-thirds of the thickness of the wall; and the 
shortest stones, as 2 k m, one-third. The method of disposition 
is shown in the diagram. The joints of all the stones should be 
80 disposed that the joints of one course will fall upon the solid 
parts of the course below, as the joints of n n, fig. 151, rest on 
the solid parts of the stones o and o. This is called “ break- 
ing joint." Fig. 152 shows how the various courses '* break joint." 
937. Where the soil is somewhat compressible, and the stones 
cannot be obtained with straight surfaces, a plan of forming the 
foundation is thus recommended : Make the first course with the 
smaller blocks, well bedding them into the soilor on the concrete; 
form the next course with the large blocks, binding the smaller 
stones together, and spreading the weight uniformly over them. 
338. The largest stones should be used for the angles of the foundations, par- 
ticular care being taken in bedding them; and wherever the soil is liable to 
moisture, hydraulic cement should be used for the joints. As in walls the 
pressure is nearly always vertical, the surfaces of the stones upon which the 
walls are to rest should be horizontal, carefully levelled, and presenting no 
angular points. The stones of the upper course, as b, fig. 150, should be so 
arranged that the first course of the wall a shall rest on the outer stones. 
939. Where solid foundations are 
required for pillars, as in the case of | سیت‎ 
a large roof covering a stackyard, 
&c., and where the ground is of a 
soft yielding character, the plan of 


BREAKING JOINT. 


in fig. 153, where c and d are the رہن یی سمل یی‎ 


SUBDIVISION First—Stone Construction. 


940. Section Seconp—Stone Masonry. — The two principal kinds of stone 
masonry are “ashlar” and “ rubble.” Ashlar consists of stones cut and dressed to 
specific sizes ; itisthe strongest method of building, although, from the expense 
of dressing the stones, it is not so often followed. The front or outside of an 
ashlar wall is termed the face, as the inside is termed the back: the stones 

0 
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composing these are, therefore, styled the facing and the backing. Where 
the courses — that is, the horizontal layers of the stones— are of regular 
and equal thicknesses, the style of building is called regular coursing; if of 
unequal thicknesses, irregular or random. The upper surface of each stone, as 
it lies on the course, is called the * bed ;" and the method by which the con- 
nection is made between the different stones is called the “ bond." 

941. For ashlar-work the stones are generally from 28 to 30 inches long, 
12 to 18 wide, and 5 to 9 thick. The sizes will depend upon a variety of 
circumstances ; but, as a general rule, the breadth should never be less than 
the thickness, and never exceed twice this dimension—the length of the stone 
not exceeding three times its thickness. Every care should be taken to have 
the stones well dressed; the closer they fit together, the better the work: 
unequal settling will certainly result from unequal surfaces, if not actual frac- 
ture of the stone from the unequal pressure on the different points. All the 
surfaces should be at right angles to the direction of the pressure. The prac- 
tice so often adopted by scamping workmen, of dressing the stones 
a few inches from the face, should be carefully avoided. When 
this plan is followed, voids or empty spaces will be left, as a bin 
fig. 154; and unequal settling, and possibly fracture of the stones 

a at the joints, will be the result. Where the backing of an ashlar 

front is of rubble, this tapering-off of the blocks to the back may 

parsorrve be tolerated as affording a good bond between the facing and the 

4:.»"?*t- small stones composing the rubble backing; but even in this case 
the stones should be dressed as far back from the face at least as a foot. 

942. Rubble-work is sometimes used as a backing for ashlar facing. Thisis 
by no means a good plan, for, the modes of building being 0 
dissimilar, unequal settlement is likely to take place, and the 
backing to be separated from the facing. The method illus- 
trated in fig. 155 is a good one, and will be cheaper than solid 
ashlar-work, and, if carefully built, nearly as strong: a b and 
c d are thorough-band stones across the breadth of the wall, 
the smaller stones forming the front and back of the wall, 
while the smallest stones of rubble-work fill up the spaces be- 
tween them. 

943. The bed should now be carefully cleansed from dust and 

S8tone-chippings, and moistened with water; the mortar should‏ مئاد 

watra WITE next be laid on the bed, and the block, with its under-side‏ می 

—ecatx } cx to cleansed and moistened, lowered, and settled in its place 

۱ by blows of the mallet. The joint which goes up against 

the joint of another block, in the same course, must be as carefully made. 

Fig. 156. . The vertical joints must be at right angles to the 

horizontal ones, and also at right angles to the 

facing; by this arrangement of the horizontal and 

vertical joints, the greatest strength possible is 
given to each block. 

944. Heavy blocks are raised and lowered by 

Zit what is called a “lewis,” as illustrated in fig. 156. 

Lewis FOR RAISTNO mLocxs oreroxx— AN aperture, as a, 18 made in the upper surface of 
ea مس رت سا‎ the stone; two wedges, as b c, of wrought-iron, 

are made with a slope to correspond to the slope of the aperture a; a flat piece d 
goes between them, and the whole are united by the bolt f. In using a lewis 
the bolt f is taken out, and one of the tapered wedges, as b, inserted in the 


Fig. 154. 
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hole a; the other, as c, is next inserted; lastly, the flat piece d; the 
bolt f is then passed through them. The chain is | 
attached to the ring e passing through d, and the 
tendency of the weight of the stone is only to tighten 
the wedges ò c inthe hole a. Fig. 157 shows a lewis 
fixed in the stone. 

945. In ashlar-work, the stones in particular con- 
structions, as embankment walls, &c., are often re- 
quired to be joined together, as well as one course to 
those above and below it. To effect this junction, 
“ dowels '' or ‘‘joggles’’ are sometimes used, as at © in 
fig. 158, or as at b. These dowels or joggles are made 
of copper or of slate, or hard stone. Iron “cramps” PFI rb IN A STONE Broce. 
of various shapes are also used; the object being to give them as complete a 
hold of the stones as possible. "These are let 
into similarly-shaped indentations made in the 
stone, and run with lead ; two of which cramps 
are shown at c and c. The connection of the 
course with another above or below it is also 
made by means of cramps, ae at d and e. Pro- 
jections are sometimes made in the bed of one 
block, and corresponding indentations on the 
under-side of the other. Fig. 159 shows an- 
other form of joggled joint. DOWELS, IAM ا‎ FOR JOINING 

946. Rubble-work is of two kinds, coursed and 
uncoursed, or regular and irregular. In the coursed work the stones are 
hammer-dressed to sizes nearly uniform; the courses 
may be of unequal thicknesses. In uncoursed rubble, 
the stones are prepared by knocking off all the sharp 
angles. The bedding should be carefully prepared, 
and the interstices filled in with smaller pieces or 
chippings pressed into the mortar. As each course 8 
finished, grout or thin mortar should be applied to the 
surface, in order completely to fill up all the interstices. 
Due care should be taken to place the stones in their natural or quarry-bed 
position, which is indicated by the lamine of the stone. The great art in build- 
ing rubble-work uncoursed, is to place the stones of different sizes in such a 
way as to interweave with each other, the interstices being well filled up with 
mortar. 'To test if rubble-masonry is well built, step upon a levelled portion 
of any course, and, on setting the feet a little asunder, try, by a searching 
motion of the legs and feet, whether any of the stones ride upon others. 
When the stones ride, they have not been properly bedded in mortar. To ascer- 
tain if there are any hollows, pour out a bucketful of water on the wall, and 
those places which have not been sufficiently packed or hearted with small 
stones will immediately absorb the water. 

947. Stone Details of House in Plate XVIII.—In fig. 160 we give elevation 
of stone finial to house in fig. 1, Plate XVIII. ; in fig. 161, section of mould- 
ing of corbel to chimney; in fig. 162, section of mouldings of chimney cap; 
in fig. 163, section of mouldings of string-course ; in fig. 164, section of mould- 
ings of summer-stone; and in fig. 165, section of mouldings of jamb and mul- 
lion of doorway. In fig. 166 we give elevation of finial for house, the elevation 
of which is in fig. 2, Plate XVIII. 
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Fig. 161. 
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948. Stone Details of House in Fig. 36 in the Italian Style.—In fig. 167 we 
give mouldings of *capping;" in fig. 168, mouldings of window cornice; in 
figs. 169 and 170, suggestions for stone balcony fronts. 

Fig. 167. Fig. 168. 
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949. Stone Details of House in Fig. 45 in the Tudor-Gothic Style.—In fig. 1 
we give an enlarged drawing of “ finial” to apex of gable; in fig. 172, drawing 
of '"drip-stone" to breakfast-room window, of which, in fig. 45, we give an 
elevation (and in plan at d d, fig. 41); and in fig. 173, section of mouldings of 
“ string-course.”’ 

950. In fig. 174 we give mouldings of cornice to window of house in fig. 
64; and in fig. 175, mouldings of chimney-cap to house in fig. 67. 


Fig. 174. 
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951. Section THIRD— Brick Construction.—Brick Footings—In brick-work, 
when a brick is placed with its side parallel to the length of the wall, as a, fig. 
176, it is called a “ stretcher ;” when its end is parallel, or its side at right 
angles to the length of the wall, as b, it is termed a “‘ header.” 
In forming brick-work footings, it is advisable to have all the 
outside courses headers, as b. The benefit derived from attending 
to this is obvious enough on examining the diagram in fig. 176. 
For, let the line c d represent the outside line of the succeeding 
course, then it is obvious that the brick a (stretcher) sustains the 

1 pressure of the superstructure over half of its surface only ; while 
nerenaxo the brick b (header) sustains it over nearly three-fourths of its 

(wu) Surface. We have, in the Book of Farm Implements and Machines, 

shown that the more uniformly (Strength of Materials) a weight or 
pressure is distributed over a material, the greater the weight which it cap 
support. Thus by increasing the width of the offset of the footing, as say to 
the line e f, the bearing surface of each brick b and a is much reduced. 

952. In fig. 177 we give a sketch showing the arrangement of brick foot- 
ings adapted: for a 14-inch wall a b, with the footings © بك‎ e fg, h i j. In 
fig. 178 we give the plan of the footing A i j in fig. 177, f e being the breadth 
or thickness of the wall, the length being in the direction e g. Make the 
set-off equal to half the width of a brick, or 2] inches, this will give the 
lines a d, a b, and d c; these two last being, of course, continued as long 
as the wall. Fig. 179 shows the arrangement of the course e f g in fig. 177, 
the width of which b d corresponds to the width a d in fig. 178. This course 
18 made up of two rows of headers g and A, fig. 179, placed on each side of 
stretchers e and f. Setting-off as before the distance of half a brick breadth, 
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the lines j k, j i, and k 7 will be obtained, j i and k 7 stretching along the wall. 
c Fig.178 — 5 


Fig. 180 is the plan of the 

course c d in fig. 177, the line Fig. 177. 
j k corresponding to j k in fig. 
179. In this course there are 
two rows of headers, placed 
end to end. Set-off as be- 
fore, 2} inches, and the lines 
b d, b a, d c, will be obtained, 
giving the Space for the wall FOOTINGS FOR A 14-1208 BRICK 
as a b in fig. 177. Of this 4820 2 an Meme uu li وعد‎ OF FOOTINGS 
course a b c d, fig. 181, is the ' در وت‎ 
plan composed of headers and two stretchers. If the reader would take trac- 
ings of all these sketches, figs. 178 to 181 inclusive, and superpose fig. 179 
on fig. 178, and fig. 180 on fig. 179, and fig. 181 on fig. 180, he would find 
that the joints of all the bricks of each course would lie against the solid parts 
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of the bricks in the course immediately beneath, just as shown in the section 
in fig. 177. Should a 9-inch wall be required, as shown by the dotted lines 
Em in fig. 177, the bricks will be laid as in plan ij k l, fig. 181; j 2 will cor- 
respond with A f, i l with fe, and j k with A g. 

953. Brick Walls.—Since the repeal of the duty on bricks, they are made of 
al sizes and shapes; but the dimensions of 
ordinary building-bricks remain still as before 
—namely, 9 inches long, 44 inches wide, and 
3 inches thick. Each course is thus of the 
same depth, being regulated by the thickness 
of the bricks. The facing of brick walls is 
“set” up in two ways— old English” and 
“Flemish” “bond.” The English is illustrated ol twormu saiox vown—ecazs, $ rcz 
in fig. 182; in this the courses are made up 
of alternate rows of headers and stretchers : 
6 0, 5 b are stretchers, c c are headers. The 
“Flemish” bond is illustrated in fig. 183; in 
this, each course is made up of headers and 
stretchers alternately: a a are stretchers, 6 b 
are headers. 

954. The Flemish bond is considered to look 
the best, but the old English is undoubtedly the strongest. In the Flemish 
there is comparatively little lateral tie, as the length of the stretchers predomi- 
nates over that of the headers. In the old English, on the contrary, the bond 
or connection between the various parts is very complete, the headers giving 
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good bond across the wall, the stretchers along it. As brick walls are apt to 
split or rupture transversely, or in the direction of their thickness, and laterally 
in the direction of their length, every attention should be paid to avoid this 
tendency. Old English bond is preferable to Flemish, on this account chiefly, 
that the frequency of the headers gives strong lateral bond. To afford the 
mortar a secure hold of, or to enable it to ** key” to the brick, bricks are now 
sometimes moulded with shallow rectangular indentations on the upper and 
under sides; into these the mortar is pressed, forming a “key” or hold. 

` 955. Still further to secure the advantages of a good “ bond” in the struo- 
ture, “ bond-timber" is often used to connect the wall longitudinally. This 
consists of timber of some 3 or 4 inches square, or of such dimensions as the 
builder thinks fit, built into the centre of the thickness of the wall, and running 
along in the direction of its length. 

956. Bond-timber is, however, fast falling into disuse, in view of the superior 
advantages of hoop-iron for binding purposes. Timber is apt to rot when im- 
bedded in the wall, and no external evidence is given of its decay ; but this 
objection does not hold against the use of hoop-iron. Sir I. K. Brunel was the 
first who introduced this material for binding purposes, and its use has gradually 
extended, till it is all but universal in good constructions. Experiments have 
proved that brick beams have been strengthened ten times with the use of 
cement and iron-hoop bonds. The hoop-iron should be slightly rusted before 
being built in, as the adhesion of the mortar is thereby better secured. Two 
strips of the iron should be laid along the length of each course ; where economy, 
however, is more consulted than efficient workmanship, one only may be used. 
It should be remembered that the strain the hoop-iron bond has to sustain is 
that of tension. 

957. Tyermann's Hoop Bond.—In fig. 184 we give a sketch of Tyermann’s 
hoop-iron bond, which is 
prepared from the ordi- 
nary hoop-iron by notch- 

EDD EE ONE. CAE oe ing it at intervals of 11j 

inches, on both sides al-‏ لص ا ا ہے 
ternately, and turning one‏ 
side of each notch in succession in contrary directions on the reverse sides of‏ 
the iron, thus forming reversed claws, which are so bent that a direct end abut-‏ 
ment of the iron is presented longitudinally, offering a most powerful and‏ 
effectual resistance in both directions, and which become, when built into the‏ 
brickwork, imbedded in the structure, an effectual means of preventing the pos-‏ 
sibility of a longitudinal slip, and affording thereby a complete and permanent‏ 
bonding together of the whole building. Manufacturers, J. Perry & Sons, High-‏ 
field Works, Bilston.‏ 

958. In carrying up walls in old English bond, the **quoins," or corners, 
must be commenced with a half-brick, termed a “ closure" or “ closer.” The 
same must also be attended to in Flemish bond walls; the object of this being 
that the bricks, as they are laid down, shall “ break joint." For instance, in 
an old English 9-inch bond wall, in the course of stretchers, it is obvious that 
if the second line of stretchers, making up the thickness of the wall, started fair 
with the first line, all the joints would lie against each other; but by putting 
in a half of a brick at the end, and starting with a whole brick, all the joints of 
the second row, in the direction of the breadth of the course, will lie against 
the solid parts of the facing bricks. In fig. 185 we give the plan of the first 
‘course of a 9-inch wall in old English bond; and in fig. 186, the plan of the 
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second course. In fig. 186, the position of the stretchers a a a in fig. 185 is 
taken by the headers a a; while in fig. 185, the position of the stretchers c e d, 


fig. 186, is taken by the headers b b. In fig. 185, 
by inserting the closer c, the joints of the second 
header d are carried to the solid parts of the first 
and second stretchers a a. If the closer had not 
been inserted, one of the joints of d would obvi- 
ously have come to the joint of a a. The same 
effect is produced by inserting the closer b in fig. 
186. Corresponding plans of Flemish bond are 
shown in figs. 187 and 188; c and c being closers. 

959. In Flemish bond the facing is generally 
made of a superior quality, of brick, and to serve 
this the headers are not whole-length bricks, but 
are cut through. This is a practice utterly wrong; 
for the headers, on which depends, or should de- 
pend, the transverse strength of the wall, have no 
hold of the back part of the wall. The conse- 
quence is that the “ backing " and “ facing " sep- 
arate from each other, and the whole structure be- 
comes endangered. 

960. Walls.—In carrying up walls, the courses 
should be taken up as uniformly as possible, in 
order to insure regular and equal settlement. If 
this is not attended to, and one part a is carried 
up much higher than b, fig. 189, the wall will 
likely crack. All buildings settle or shrink; and 
those parts which are built up first, and allowed 
to settle first, will remain stationary, so that when 
the succeeding part is built up, its settlement will 
cause it to be separated from the first-built por- 
tion. All agreements should specify that no par- 
ticular part is to be built up exceeding 4 feet in 
height. As each part is thus built up, its ends 
should not be made square, but the courses should 
terminate so as to afford a series of step-like pro- 
jections, as from 5 to c, fig. 189, which will afford 
a good bond to the next-built-up portion. The 
layer of mortar between the bricks should not ex- 
ceed a quarter of an inch in thickness; it is a sign 
of bad construction when thick patches of mortar 
are seen between the bricks. The brick should be 
well wetted before setting, to free it from 
all matter likely to prevent adhesion of the 
mortar. The mortar should be carefully 
Spread over the brick, and the one to be 
bedded well rammed down with the trowel, 
or, what is better, pressed down with a 
rabbing motion. The joints in the face of 
the work should be finished off with what 
is called a “ straight-ruled joint.” 

361. In carrying up walls, small piers, 
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as c, fig. 190, should be carried up from the footings, on which to lay the 
flooring-joists d. This allows the air to circulate round the end of the joist, 
and tends greatly to preserve the timber. The 
plan of building in the ends of the joists, as the 
joist 6 in the wall aa, fig. 190, is greatly to be 
reprehended : the decay of the timber is hastened, 
and, as it decays, irregular settlement of the 
walls is likely to ensue. In the upper walls, as 
piers cannot conveniently be built, the plan illus- 
trated in fig. 191 should be adopted, to secure 
the advantages of a circulation of air round the 
ends of the joists. In this illustration the end 
of the joist or beam.a rests in an aperture or 
wall-box, formed by two stone or wooden slabs 
Q00D AND BaD METHODS oF sEttina rtoonuxo- D and b. The width of this aperture should be 
SE E greater than the breadth of the beam, so as to 
enable the air to circulate round its sides as well as round its end and top, as 
at c, fig. 191. For securing the ends of large girders, wall-boxes or shoes of 
cast-iron are built into the wall in which the ends of the girders are inserted. 
Fig. 192 shows a bearing wall in which the joist a rests on a wall-plate b. 


Fig. 190. 


Fig. 191. 


MODE OF FIXING BEAMS OF 
UPPER FLOORS—secaLe, $ 
INOH TO THE FOOT. 


CURVED ARCH AND LINTEL. 


BEARING WALLS. 


962. In the case of openings—as doors and windows—in walls, it is essential, 
in sound construction, to arch them over, as in fig. 193. Where the opening is 
narrow, good construction may, to a certain extent, be insured by the use of strong 
and sound timber lintels, fig. 193. For openings of doors and windows of the 
ordinary extent, the size of this lintel may be 5 inches by 4 inches, a bearing 
of at least 14 inches on the walls being given to it, as from 5 to c, fig. 194. A 
flat arch may be substituted for the lintel, as fig. 194. If this is used, as the whole 
strength depends on the mortar, it will be 
advisable to use cement of a good quality 
and hoop-iron bond. As evidence of the 
amazing increase of transverse strength 
obtained by the use of cement and hoop- 
iron bond, we here cite an experiment of 
Colonel Pasley. Brick beams were made 
10 feet long, 18 inches wide, 12 inches thick, 
of four courses, and made to rest on brick 
piers. The first beam was built with pure 
cement only; the second with pure cement 
and hoop-iron bond, two pieces being placed at the upper and lower jointe, and 
one in the centre, thus ——-; the third beam was built with mortar only. The 
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breaking-weight was placed in the centre of the beams, between the two pieces. 
No. 1 (pure cement) was broken across with 498 lb.; No. 2 (pure cement and 
hoop-iron bond) was broken with 4723 lb.; No. 3 (mortar only) took a weight 
of 459 lb. only to break it. 

963. Arches.—To enter fully into the “theory of equilibrium” of arches, 
would be beyond the scope, and exceed the limits of this work; we shall there- 
fore only refer to a few forms of arches of ordinary occurrence. 

964. An arch is the disposition of the building materials in a curved form, 
the mutual pressure of which enables them to sup- 
port large weights pressing upon them. In fig. 195 
the wedge-shaped blocks a to a are termed the vous- 
sirs; the central b are the key-stones; the line 
formed by the external surface of the blocks c to c, 
the extrados ; the line formed by their internal sur- 
face, d to d, the intrados, or soffit. The distance from 
d to d is called the span, that from f to b the rise of 
the arch. The parts receiving the thrust of the 
arch c and c, or those from which the voussoirs, a to pisrositiow or THe rants or aw ARCH 
a, spring, are called the abutments. ا ا‎ 

965. The flat arch illustrated in fig. 194 is applicable to narrow openings, 
where the weight of materials over them is not great. Great care, however, 
should be taken to get a proper slope or bevil to the bricks, or a “ skew-back," 
as it is termed. To proportion this, let d e, fig. 194, be the width of opening ; 
from d and e, with d e as radius, describe arcs cutting inf. From f draw lines 
f d, f e, forming an equilateral triangle with d e; and continue them to g and A. 
All the joints of the bricks should converge to the point f To insure good 
construction, the use of parallel bricks should be carefully avoided. The 
bricks should be rubbed to the proper shape, so that, when placed in their 
respective situations, the whole joints will lie close to each other. If parallel 
bricks are used, their upper joints naturally open. If cement is used, the work 
should be quickly done, as it sets rapidly; possibly the better way will be to 
use blue lias mortar. Arch bricks of the proper bevel and curvature are now 
made to suit arches of all sizes. | 

966. In all cases where the opening is wide, or a large amount of material is 
resting above it, as in the case of openings near the ground-level, circular, elliptic, 
or segmental arches must be constructed. In fig. 196, a segmental arch is illus- 
trated at a b, a semicircular arch at c d. The bricks, 
to insure good construction, should be carefully Rig. AN. 


rubbed ; but to lessen the amount of the opening of 
the joints at the upper ends, it is considered a good sly 
plan to divide the depth of arch into two concentric “ 8 


circles or arcs. Thus, a 9-inch arch may be made 
up of two rings of half-bricks, as from © and d, 
fig. 196. 

967. Hollow Walls of Brick.—We now, in con- 
cluding our remarks on brick-work, present a few 
notes on the construction of hollow walls. These 
may be constructed of the ordinary solid bricks, so 
arranged as to present cavities in the direction of 
their length, or the bricks themselves may be hollow. In whatever way con- 
structed, the * principle" is so good, that it should be adopted in all cases 
where the important advantages of security from damp and the saving of 
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material are desired. To the agriculturist the prevention of damp, which 
hollow walls insure, is alone of great importance. 

968. We shall first notice the methods adopted to construct hollow walls with 
the ordinary solid bricks. In fig. 197 we illustrate Dearn’s method of building 
9-inch hollow walls. In this method the courses, up to the ground-level, are 
built in old English bond. The next course immediately above is formed 
of two rows of stretchers ab laid on edge. The next course above this of a row 
of headers, c d, laid on their flat side, edge 
to edge. The saving of material by this 
arrangement is considerable, and the sav- 
ing of mortar also; for it is evident that 
the spaces between the edges of the row 
headers, as c d, which lie over the hollow 
beneath, have no mortar between them; 80 
that, in fact, a hollow wall from top to bot- 
tom is secured. In fig. 198 we give an 
DEARN’s HOLLOW PINCH یہہ رر‎ ow wary, illustration of a method of building an 

wate چو سر‎ —arr $ ıxoa 0 11-inch hollow wall By driving in wood 

- 07 bricks here and there, as at b, fig. 198, and 

nailing vertical battens, as c, on which to nail boarding laths, the advantages 

of a double hollow wall may be obtained. If this is not adopted, and the inside 

l is wished to be plastered, the expense of 

TE laths may be saved in this form of hollow 

wall, as the hollow spaces will afford excel- 

lent “keys” for the plaster to be secured to 

the walls. In fig. 199, we illustrate a method 

of building a 14-inch hollow wall, construct’ 

ed by placing a row of two stretchers and s 
header on opposite sides of the wall. 

969. Another, and, since the introduction 
of improved machinery, a more generally 
adopted method of forming hollow walls, is 
to use hollow bricks. A great. many forms 
of this species of brick have been introduced. In figs. 200 to 211 we give 
various views of Roberts’ patent bonded hollow bricks. “ By the forms adopted 
in the patent hollow brick-work, a perfect bond, running longitudinally through 
the centre of the wall, is secured; all headers and vertical joints passing 
through it are avoided; internal as well as external strength is obtained, and 
every facility given for fixing the floor-plates and other timbers; whilst, by 
the parallel longitudinal cavities, ample security for dryness is afforded, and 
great facility is presented for ventilation, as well as for the conveyance of arti- 
ficial heat, the transmission of pipes, &c.” The size adopted by the patentee 
makes the work look bolder than ordinary brick, three courses rising 1 foot in 
height, the length being 12 inches. The number of joints is thus reduced 
one-third. Nine of the hollow bricks go as far as sixteen ordinary bricks. Not 
the least advantage of this and other forms is the extreme lightness, insuring 8 
large saving in the cost of carriage. 

970. We now present a few illustrations of this important system. In fig. 
200, we give the representation of an elevation of dwarf wall, of which, in fig. 
201, we give a section. The section of a 14-inch hollow wall is shown in 
fig. 202. 9-inch walls can be built by the use of the “external patent 
bricks," one of which is shown to the right of fig. 203, along with the “ quoin 
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brick,” shown to the left of same figure; and the “jamb brick” to the right of 
the following fig. 204. Where walls thicker than 9 inches are required, the 
form of brick shown in the centre of fig. 203 is used in conjunction with the 
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Fig. 204. 
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VIEWS OP JAMB AND CHIMNEY HOLLOW BRICKS 


others just described. The form of brick shown to the right of fig. 204 is used 
for internal jambs and chimneys, and is 82 inches long. The two other stretchers 
in this figure show how one or two angles may be chamfered in the process 
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of making by the same die. The form of brick seen to the right of fig. 
205 is used for 44-inch partitions, of which fig. 206 is a sectional elevation. 


wwe لا‎ 
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These bond with the splayed bricks, and answer for floor and roof arches where 
the span does not exceed 7 feet. The form of brick shown in the centre of fig. 
205, is used for 52-inch partition walls, also for arch bricks used for floor and 
Fig. 207. ۱ roof arches, of from 7 to 10 feet 
00 ID ١ 8 208. span. The brick to the left is 
| also used for partition or inter- 
MEO PUN o g è 
m ۱ ا‎ 1% nal walls, with web to give 
ML extra strength, and to adapt 
POE TTE them for using on edge in par 
titions of 32 inches thick, to rise 
in 6-inch courses. "The method of 
setting these hollow bricks for win- 
dow and door jambs on alternate 
courses is shown in figs. 207 and 
208, and the plans of angles on 
alternate courses in figs. 209 and 
210. Much economy is said to re- 
sult from the use of these patent 
rene ecrme COOKS aw سم‎ cout, bricks, The inventor, an architect 
of established reputation, states 
that 9 patent hollow bricks of the size before described—viz., 12 inches in 
length, and calculated to rise 1 foot in three courses, will do as much walling as 
16 ordinary bricks ; whilst the weight of the patent bricks but little exceeds that 
of the ordinary bricks—an important consideration with reference to carriage, 
and ease of handling. If niched at any desired part with a sharp-pointed ham- 
mer, they will break off easily, and the angles may be taken off with a trowel 
as readily as those of a common brick. The bricks for the quoins and jambs 
may be perforated for ventilating purposes, with perpendicular holes, either 
square, circular, or octagonal. As to the saving effected by their use, the fol- 
lowing comparative statement of a rod of ordinary bricks, and a rod of the patent, 
will afford some information :— 


4000 ordi bricks at 20s., : ; ; ; £4 6 0 
2450 patent bricks at 25s., ; 8.1 3 


Saving in bricks per rod, i : : £1 4 9 
4000 ordinary bricks at 248. : ; . : £5 3 3 
2450 patent bricks at 30s., . ; ; í 313 6 

Saving, . 5 P. 1 : ; £l 9 9 
4000 ordinary bricks at 28s., 3 ; : 5 £6 0 5 
2450 patent bricks at 35s, . : ; : : 459 


Saving, . i : : : . £1]14 8 
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Being about 29 per cent in favour of the patent bricks, and of 25 per cent in 
mortar and labour. The following test as to the strength of the hollow bricks 
may be interesting: six bricks of good quality were put together so as to form 
apier 1 foot long, 1 foot high, and 9 inches wide; the external sides being 
{ths of an inch thick, the internal $ths of an inch thick, it was found that a 
weight of 64 tons caused a slight crack, only perceptible by sound, which did 
not increase until 84 tons were 

placed on them. With 9 tons the ; Fig, 211. b 
horizontal beds gave way, the per- RETE 2 EEE 
pendicular sides remaining unbroken, : 
and without any tendency in the 
bricks to separate. This experiment 
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bonded hollow bricks are also well 
adapted for partitions, as also for 
forming fireproof ceilings and floors, 
as shown in fig. 211. The external springers are of cast-iron, conneeted by 
wrought-iron tie-rolls. "The space above the arch, as at c, is filled in with con- 
crete, and finished with a boarded floor b b, resting on narrow fillets; or tiles 
may be used, or the patent bonded bricks. 

971. Grooved Bricks.—In order to secure a better bond in brick-work, bricks 
are now often made with a depressed 
or hollow part in the flat side, as at 
a, fig. 212, or grooved, as at b b. The 
depressed portions afford keys for the 
mortar. 

972. Large-sized Bricks are now 
frequently used. They save mortar, 
and a building is quicker erected. 

973. In fig. 213 we illustrate Nor- 
fon and Borrie’s hollow brick, a ee one ae, 


Fig. 213. Fig. 214. 


DEAN'8 HOLLOW BRICKS. 
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FIRE-PROOF FLOORS AND OSILINGS IN ROBERTS’ HOLLOW BRICKS. 


NORTON AND BORLIE'5 HOLLOW BRICKS. 


being a stretcher, and b a header. These are rectangular, Fig. 216. 
and can be built in the ordinary way, or hollow, as by any 
of the methods illustrated in figs, 204, 205, or 206. 

314. In fig. 214 we give a section one-fourth of full size of 
hollow bricks made by Thomas Dean, Wishaw and Coltness 
Brick-works. The header is perforated in a different man- 
ner from the stretchers. In fig. 215 we give a section of a 
hollow tile for lining walls or for making partitions. They 
are recommended by the Association for promoting Improve- تچ سا‎ F9 
ment in the Dwellings and Domestic Condition of Agricul- «are rantrriox me. 
tural Labourers in Scotland. 


in ١ 
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975. Section Fourtsa—Embankments—Dams— Weire.—Our remarks on the 
subject of embankments will be confined to the consideration of those construc- 
tions of comparatively minor importance—as those for rivulets, the protection 
of river banks, and of parts exposed to the action of the sea—premising that 
much of the information already given on the subject of * Foundations," and 
that which is to follow on ** Footings,” will be applicable to the construction of 
embankments. 

976. In order to determine the dimensions of an embankment adapted to 
the peculiarities of a locality, the Aighest point to which the water of the rivulet 
had ever reached should be ascertained from the best evidence which can be 
obtained ; and if the embankment is made 1 or 2 feet higher than that point, 
the land may be considered as being placed in safety. The next consideration 
is the distance of the site of the embankment from the brink of the water. In 
every place where the bed of the stream is narrow, and where, of course, the 
flooded current will attain the greatest height, the embankment should not 
only be higher, but farther removed from the edge of the stream. Where the 
bed of the stream, on the other hand, is broad, and there is ample space for a 
slow though deep current, the embankment may be safely placed nearer the 
water's edge. But the safest plan in all cases is to afford sufficient room for 
the water, as much loss has been occasioned by overflowings of rivers, even 
when embanked, by contracting the channel between the embankments on 
opposite sides of rivers too much, from a mistaken desire to reclaim a piece of 
land from the river-bank; forgetting that, in proportion as the river increases 
in depth, by confinement between the embankments on both sides, its power 
to do mischief is greatly increased ; and it may even overcome the strength of 
the embankment, when the injury committed will be more serious than if there 
had been no embankment at all. The best policy, therefore, is to give the 
river sufficient room to flow, and also to remove all sudden turns in its course 
against which the water may strike with force, or be reflected with violence 
against the opposite bank. Let all curves of embankments, whether concave 
or convex to the river, present surfaces along which the water will flow in 
unbroken sweeps, not in all places conformably, perhaps, to the natural form of 
its channel, but the form of the channel should be made with easy sweeps, 
by taking away portions of the bank on one side, and filling up deep bends on 
the other. 

977. Fig. 216 gives a vertical section of such an embankment as may suffice 
to keep off the swollen water of a small rivulet. It is formed of turf derived 


Fig. 216. 
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from the river's bank, and faced with a stone dyke to prevent its being injured 
by stock on the side of the field, where the dyke answers the purpose of an 
efficient fence. The line of the embankment should be marked off with pins, 
and the turf raised along the breadth of ground to be occupied by the embank- - 
ment. In raisipg the turf, that intended to cover the face of the embankment 
next the stream should be at least one foot square, unbroken, and tough; and 
if the river-bank does not afford turf of this description, it must be obtained 
elsewhere, and brought to the spot. The turf to build the face-wall may be of 
any description possessing tenacity at all. The turf for the sloping bank 
should be cut with bevelled edges, so that each turf may overlap two lower 
turfs with two of its edges—the one edge, the lowest, overlapping in the direc- 
tion of the slope of the bank, the other overlapping in the direction of the flow 
of the water of the river. These circumstances settling the proper and relative 
position of the turfs, the embankment should begin to be constructed at the 
lowest point down the stream, and carried upwards; and it should also be 
begun at the water's edge, and carried upward to the top of the slope. 

978. Suppose the turf wall a 5b, fig. 216, to be 4 feet in height, then a 
breadth of 5 feet from Û to c, being the base of the slope of the embankment, 
may give sufficient stability to the structure, and slope to the face. The line 
b c, however, will vary according to the nature of the ground on the river-bank. 
In a steep part it may be less than 5 feet, in a gentle slope it will retain its 
proper length, and in a sudden and narrow hollow it may be necessary to fill up 
the hollow altogether, in order to make the bank uniformly even, in which case 
the slope may have to be built up from the very edge of the water. The first 
operation in the actual construction of the embankment is building the turf- 
wall a b, the sods of which are laid with the grassy face downwards, on the 
same principle as breaking joints in masonry. As the wall proceeds, earth is 
taken from the field in spadefuls to pack behind it, and to fill up the entire 
contents of the embankment included within a b c. This earth should be free 
of stones, and if disposed to rise in lumps, should be chopped small with the 
spade, and beaten firmly with a wooden beater. After a sufficient quantity of 
earth has been placed behind the turf wall, the turfs of the slope c a are then 
begun to be laid at the lowest point c, where the first turf d, with the grass side 
upmost, is made to grip under and abut against the sward e of the river-bank 
by a notch cut out of the latter with the spade, the object of the notch being to 
plant the edge of the turf through the sward, to prevent the water getting hold 
ofit and carrying it away. Another turf f is made to overlap with its lower 
edge the upper edge of the turf d just laid, and the earth is brought behind it 
with a trowel, or with the hand, to the shape of the slope c a. In like manner, 
the turfs g, h, and i are laid one after the other, till the top of the turf wall b a, 
and the top of the slope c a, are reached at the same time, when a thick turf k, 
with the grass upmost, covers the top of the wall, and finishes the slope. 
When the turfs are cut square, and all of the same size, which they should 
scrupulously be, they are quickly and evenly laid. The whole of the turfs are 
then beaten firmly down with the back of the spade. It will be concluded 
from this description that the building of the turf wall should proceed in ad- 
vance of the laying of the turf upon the slope. In conjunction with the turf 
Work, the building of the stone dyke 7 m may proceed, and finish the whole 
embankment at once. Such a dyke as is here required is called the single-faced 
dyke, having only one finished face, towards the field, with broad projecting 
covers and a strong cope. 

979. The cost of making an embankment, 4 feet high in the wall, 5 feet 

P 
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‘broad in the base, and casting the turf for it, the materials being all at hand, 
is 1s. 40. per rood of 6 yards. If the turf has to be brought from a distance, 
the cost of its carriage, and casting, of course, involves a greater expense. 
The cost of building the face-dyke five quarters high will be 8s. per rood of 30 
lineal yards, and the quarrying and carriage of the stones will be as much, or 
94d. per lineal yard. 

980. Such an embankment should be constructed at as early a period of the 
season 88 possible, to give the turf time to grow together before the occurrence 
of the earliest flood. In a very:dry summer the turf may become brown, when 
water should occasionally be thrown upon it with a scoop from the rivulet; and 
in any kind of season it is possible that a turf will die here and there, when it 
should be removed, and a fresh one substituted. Until the turfing becomes 
converted into a thick and tough sward, it should be frequently inspected, and 
every gap in it plugged up, whether occasioned by accident, such as the feet of 
cattle trespassing from the opposite side, or the burrowing of animals, such as 
rabbits or water-rats. In the succeeding season the grass will grow luxuriantly 
upon the embankment, when it may be mown early in summer, to give it time 
to grow to a thick sward before winter. After this period the earth will become 
quite firm, and the embankment require nothing more than a general super- 
vision every year. 

981. In fig. 217 we give a section of a form of embankment recommended 
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by Mr Johnstone, for low ground on the side of rivers. The slope of the em- 
bankment towards the river from a to © should be longer than that of the land 
side, as from 5 to d. The base of an embankment, as a d, should be three 
times its height, as Z m; the width b c at top one-third of the height lm. The 
distance of the foot a of embankment from the river, as the distance a k, is 
shown in the figure at 10 feet; and all trees, brushwood, &c., should be re- 
moved from the space, as these may shake the earth and render it loose, and 
give admission to the water. The earth to form the embankment should be 
taken from the land side, none from the river; this obviates the necessity of 
breaking and loosening the surface next the river. The earth may be taken 
from adjoining heights, or from the ditch A و‎ f; which is formed at the back 
of the embankment, to lead the surface-water from the field. A paling or 
fence e should be put up at the outer side of the scarcement d e, to prevent 
cattle from going up and trampling upon the embankment, until it be consoli- 
dated and well swarded. The slope of the embankment in this case is sup- 
posed to be covered with grass turf; but, in the absence of this, a stone facing 
may be adopted. 

982. The body of the embankment may be formed of the earth in the im- 
mediate neighbourhood, care being taken to beat it well down; but for better 
security, and to prevent all lesakage— which, in time, endangers the stability of 
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the embankment—a puddle-wall should be placed in the centre, as shown by 
the dotted lines from 7 to m in fig. 217. 

983. Some writers state that, in founding the embankment, all that is neces- 
sary is to remove the turf from its site; it is obvious, however, that this only 
holds where the subsoil is impervious and retentive. If it is light and porous, 
admitting the water easily beneath the embankment, it is absolutely essential to 
make a complete union between the subsoil and the lower courses of tle em- 
bankment. This will best be effected by sinking a trench as broad as the 
embankment, the trench being deep enough to reach the retentive soil. Should 
a central puddle-wall, as represented by m l in fig. 217, be used, it will only be 
necessary to make the trench wide enough for the wall, the embankment on 
either side resting on the unturfed soil. 

984. As the stability of the embankment depends upon the thorough incor- 
poration of the mass of earth which forms it, no pains should be spared to 
secure this. The materials should be placed down in thin layers, and each 
well rammed down before the next is superimposed. Mr Thom, the well- 
known engineer of the Shaws Waterworks, Greenock, recommends embank- 
ments to be formed of alternate layers of earth, clay, or other soil, with small 
stones or gravel, forming a species of artificial puddingstone. The great point 
to attend to is securing the materials from the attacks of rats and other ver- 
min; once these effect a lodgment, the deterioration of the embankment com- 
mences; holes are rapidly formed, into which the water enters gradually, 
washing away all soft material it meets with. Care also should be taken to 
preserve throughout the embankment the proper slope or angle of its sides; to 
insure this, a wooden template or mould should be made to guide the workmen 
in laying down the materials. ۱ 

985. We have hitherto referred only to turf as the material for facing the 
slopes of embankments; but in exposed situations the river-side will be most 
effectually protected when a stone facing is employed. This facing may be 
made thus: over the whole of the river-slope place a layer of broken stones, 
not less than 8 inches deep; ram these well down. Over this rubble-stones 
are laid, and continued upwards beyond the line where the waves dash at their 
highest : if carried over the top and down the land side, the embankment will 
be secured from the ravages of vermin. This, however, will be so expensive, 
that it will be sufficient to stop the stone facing near the top of the river-slope. 
To secure a good bond between the stones of the facing, piles or short stakes 
are driven into the face of the slope at intervals, and a row close together at the 
bottom line. 

986. ** When the surface and subsoil are both of a gravelly nature," says Mr 
Sutter, C.E., in his Prize Essay on “River Embankments," in the Trans- 
actions of the Highland and Agricultural Society for 1858, p. 317, “the work 
of embanking becomes then very unsatisfactory, and the water will filter 
through, should the flood continue for any length of time, or else bubble up 
from below. Many methods have been adopted to prevent this, but all attended 
with considerable expense. I have used the following method, and it has been 
attended with success. A drain a, fig. 218, was cut behind and alongside the 
embankment 4 feet deep, and filled with clay from an adjoining hill Clay, 
however, is very expensive when it has to be used in large quantities, and 
may not readily be procured; and even this method would fail after a time, 
as the water would still percolate below this trench. Again, the most effectual 
way would have been a wall of clay 5 c, fig. 218, from the top of the embank- 
ment. . . . . If no clay can be procured, then take as much of the 
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soil as will at least cover the face of the embankment from d to e, even 
though it should have to be made up with gravel. The whole face will 


Fig. 218. 


TUE NOST EFFECTUAL BMBANKMENT ON A GRAVELLY BOTTOM. 


require to be turfed; for, should any breakage take place on the face, the gravel 
forms such a bad element that it will all go by the run. A ditch is sometimes 
formed behind the embankment for leakage water; this, however, unless under 
certain circumstances, should not be formed, it merely weakening the stability 
ot the whole by breaking the surface, and causing the water to leak more 
readily from the bottom of the ditch." 

987. Where the banks of a river are perpendicular, and composed of loose 
or friable earth, the best plan to prevent the continual washing away by the 
action of the river, is to slope the bank, as shown in fig. 219, from a to b tothe 
surface of the water. This should be 
done early in spring, and the slope covered 
with turf, or sown “very thick with the 
seeds of some small mat-rooted grass : the 
creeping meadow-grass (Poa reptans) is 
@ proper grass for this purpose.” The 
breast of the bank, from 5 to c, is formed 
by throwing in small stones about the size 
of a man’s hand, the slope being a con- 
ھی‎ tinuation of that from a to b. These 
CUTTING OF RI-ER-BANES TO PREVENT wivünis AWAT. stones will be best suited for the purpose 

if taken off cultivable land, and great 
care should be taken to make the slope or face of the heap as smooth as 
possible. 

988. On the use of stones for the protection of river-sides, Mr George Stephens, 
in his work on Irrigation and Draining, has the following: ‘ The sheathing or 
protecting of river-sides with small stones is so very simple in itself, that, 
where stones are to be had, thete is not the least difficulty in preserving their 
banks at a trifling expense, provided the injured part be immediately filled. 
Instead of putting a few cartloads in heaps at random along the affected part, 
they ought to be laid regularly along the affected part; for, in the first case, 
they only serve to break the cement, forming partial waterfalls where there were 
none, whereby the injury is increased instead of diminished ; but in the latter 
case the bank will be secured. Even in districts where stones cannot be had, 
half the ravages committed by watercourses winding through low grounds 
might be prevented by timely and judiciously keeping down the perpendicular 
banks, and sowing or planting the slopes with small-rooted aquatic plants, such 
as bog-reeds, sedges, water spiderwort, rushes, and seeds of any kind of plants 
which are known to thrive in and near water.” 


Fig. 219. 
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989. Where the tendency of a river is to scoop out a place, as at a, fig. 220, 
a jetty may be placed obliquely, as 
at û, which will have a tendency to Iam 
direct the current towards c, and 
prevent it acting on a. Care shou d 
be taken to place the jetty oblique'y 
to the course of the stream, as at 5; 
if thrown out nearly at right angles, 
as at d, the result will be that the 
water is projected with considerable 
force against the opposite point e, and 
be reflected with increased force to- 
wards a. A jetty, thrown out as at d, will require, moreover, to be made much 
stronger than when sloping as atb. Jetties, in slow-moving streams, will be best 
when constructed of stones loosely thrown in, so as to form a bank sloping on 
either side. Where stones cannot be had, stakes may be driven in some 2 or 3 
feet, and closely wattled with brushwood, or fascines, or bundles of faggots. 
These will gradually arrest silt, floating materials, &c., and in time a bank will 
be formed. 

990. As to this method of placing jetties, Mr Sutter has the following remarks, 
which demand attention, all the more from his opinions being at variance 
with other authorities. ک‎ A common way of attempting the saving of a side, 
such as a a, fig. 221, from à current, is by placing weirs as in fig. 222, in the 

Fig. 221. 
Gravel Bank. 


PROTECTION OF RIVER-BANXS BY MEANS OF BREAKWATERS . 
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hope of directing the current against the opposite side. The water acts upon 
these weirs, as shown by arrows, merely keeping outside the points, and for the 
most part turning round in the shape of eddies and undermining them. If the 
bottoms of these weirs are placed right across the river, say, by laying a tree 
across, from the weir to a as in fig. 223, then the current is thrown as from a 
dam to the other side, but not without some such means. This latter manner 
of saving land is far from proper, and, should the stream form a march, often 
leads to lawsuits; in fact, it ought never to be allowed. The adjoining pro- 
prietor should either allow the removal of the sand or gravel bank c, supposed 
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to be as in fig. 223, or the proprietors at the concave side protect themselves 
without injuring their neighbours; for, be it observed, the proprietor having the 
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gravel bed is always safe—he has a natural advantage which nothing can take 
away. The current never does set towards the side 5 b b of the gravel bank c, 
fig. 221, like the arrows, and it is in general at those places without a current." 

991. Where a rock obstructs the passage of the stream—lying, we shall sup- 
pose, in the position shown at d, fig. 220—and causes the river to act on the 
opposite bank e, it will be necessary, if this is of a soft and yielding nature, 
to protect it by throwing in stones, or facing it with fascines or a stone 
wall. To face with fascines, the brushwood is tied up into bundles, piles or 
stakes driven in at intervals, and the fascines laid between, and secured to the 
piles by wattling; or if two or more layers of fascines are used, they should be 
placed in opposite directions. Thus, if the first row is placed at right angles 
to the slope, the second should be parallel. 

992. Piling.— Common piling, for repairing embankments or protecting the 
sides of rivers, is performed by driving in rows of piles some 2 feet into the river 
bottom, fig. 224. "The top is secured by means of a rail, and the back filled up 

Fig. 2:4. with boughs and stones. Even 
when this kind of piling is care- 
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of 4 to 1, or so, with a flat space, 
2 or 3 feet wide, next the river. Should *the whole strength of a river 
run upon a point, it then becomes necessary,’ says Mr Sutter, ‘‘ to have it 
protected; and if expense of masonry be too great, piling may be resorted to 
in the following manner: A good slope having been given the embankment, 
the piling should be double, and driven, that they be not more than 4 inches 
between the sides, and having two or more rails upon the face, say 6 inches 
broad; at least every 5 feet should have a stay, connecting the whole with the 
face of the embankment, fig. 225, firmly nailed or bolted to all these piles. 
This will prevent the piles leaning outward ; the space 
between the piles filled with stones not above 6 inches 
E, square, or such a size as will prevent them pass- 
m= = ing through the piles. If larger stones can be pro- 
cured, they might be with great advantage placed 
outside, but never inside (unless the piling be very 
strong), as they force the piling out in spite of the 
resistance of tbe stay. The whole space being thus 
completed, will resist almost any amount of wear 
from water, as it gradually fills with sand until it 
becomes as solid as a wall, When piling is single and 
without stays (a very common practice), the water, in my experience, seems to 
shake the pile until it loses all hold of the bottom ; and in gradually shaking the 


Fig. 225. 
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earth, undermines the ground behind. When packed with brushwood behind, 
the pile is forced forward, and gradually falls away, leaving the earth bare the 
whole height of the pile; whereas, had no pile been there, the grass would 
have grown, and thus naturally have formed one of the best defences against a 
current: for this reason I object to all piling, except at sharp corners; and 
even there, with proper construction of embankment, it is unnecessary.” 

993. Sea Embankments.—On the subject of embanking lands from the sea, 
we now propose to offer a few remarks. In cases where the banks near the 
sea are perpendicular, and composed of loose or penetrable mould mixed with: 
loose stones, much valuable land above the sea-level will speedily be lost by 
the continued action of the waves below undermining the soil, and allowing the 
superposed material to fall in. In cases where the tidal force or the exposure 
is not great, a sufficient bulwark may be made by giving the face of the bank a 
considerable slope, as from a to 5, fig. 226, the earth taken from c being used 
to make up the part d. vun | 

: ig. 226. 

This slope may be faced Se 

by any of the means SS 

already described for 
river embankments. 
Where the action of the 
tide is considerable, 
stone facing may be 
used, piles being driven 
in at intervals to secure 
a bend; and further to 
reduce the action of the 
waves, it will be found 
beneficial to drive in a 
row of piles at the foot of the bulwark, as shown at ein fig. 226. This ex- 
١ pedient has been found to be highly beneficial in moderating the action of the 
waves on the face of the bulwark. 

994. For reclaiming or protecting low-lying lands from the sea, embank- 
ments are raised ; in fig. 227 we give a section of one form of embankment for 
this purpose. Before proceeding to form the embankment, the exact level of 
the highest tides should be ascertained, and the height of the embankment 
should exceed this by 2 feet. Stakes of the proper height should then be 
driven in along the whole line of embankment. Two frames of timber should 
then be constructed of the exact form of section of the embankment, and set 
up some 20 or 30 feet distant from each other. As the whole surface of the 
sea is on a level, it is essential that the upper line of embankment present a 
true level parallel to the horizon; to insure this, the two frames above men- 
tioned should be set on 
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soon collected, and tend to form a species of embankment, which can be 
finished in due time, in the usual way. Indeed, an extension of this system 
will sometimes suffice to form a permanent embankment. This is done by form- 
ing rows of wicker-work, well staked down, and by filling up the intervals with 
brushwood, &c., so as to form as regular a slope as possible from the water. 
As the tide passes through these materials, they collect and arrest the sand, 
mud, &c., and as they accumulate, the embankment will rise, so as ultimately 
to exclude the tide at all times.—(JonNsroNE's Draining, p. 171.) 

995. “ As the pressure of water," says the above authority, “upon an em- 
bankment against the tide, is different from that in the current of a river, it is 
not necessary to have it so straight, or of that uniform smoothness which is 
requisite where a running stream is to glide along the side of it. It is unneces- 
sary, however, to give it such turns and windings, or to embrace all the points 
and indentures of the verge next the water, which would lengthen its course, 
and increase the expense; but it may be carried as near the edge of the land 
as it is possible to obtain a safe and permanent foundation. In forming the 
bauk, the breadth, height, and strength, must be made in proportion to the 
depth and weight of water it may have to resist; and in order to obviate re- 
sistance, and to lessen the pressure, the more the slope towards the water ap- 
proaches to a degree of flatness, the greater will be the firmness and durability 
of the structure. In difficult cases, it is advisable that the surface next the 
water should form an angle to a perpendicular line of from 40 to 60 degrees, 
according to the force to be opposed, and the nature of the materials of which 
the mound is to be constructed." 

996. As regards the materials of which sea embankments may be constructed, 
Mr John Wiggins, a first-rate authority on this subject, after reviewing the 
nature and constituents of several usually found in sea-districts, says, “ On the 
whole, it must be concluded, that of the materials for a sea-bank, tenacious clay 
is the best, and loose sand the very worst. All the intermediate modifications 
of soil will have their respective merits or demerits, but they will be eligible in 
proportion to their ponderosity, their cohesiveness, and their power of resisting 
the action of water, either in penetrating or dissolving them; and these soils 
will be ineligible in proportion to their lightness, their looseness, and their 
aptitude to run or to blow away when dry, or to melt when wet. A mixture of 
materials, bad and good together, when in a wet state, would probably reduce 
the whole mass to an eligible condition; and although the expense might be 
thought too great at first, it might be found economy in the end, and the mix- 
ture might be effected by the tread of horses without much labour, previously 
to the material being laid up on the bank. In cases, also, where the material 
is not very trustworthy, an artificial dyke of concrete or common puddling 
might be carried up in the centre of the bank, of such width, and commenc- 
ing at such depth below the shore-level, as the case might require." —( The Prac- 
tice of Embanking Lands from the Sea. By Jonn WigoiNs, F.G.S. Weale, 
London. 28.) 

997. Where the embankment is much exposed, the safest facing is stone. 
When this is used, it is advisable to finish the face with a layer of well-puddled 
clay before the stones are laid on. In medium cases of exposure, after the 
clay is laid down, the face may be carefully covered with turf In cases of 
least exposure, the material of which the main body of the bank is made will 
answer for the face. The growth of plants and grass which have a tendency 
to bind the soil on which they grow, may be encouraged. The ordinary couch- 
grass will be found admirably adapted for this purpose. 
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998. Stones should be carefully removed from the foot of the embankment, 
as they cause eddies, which tend to undermine the base. A “ footing” of gravel 
laid along the base-line, more especially if subjected to pressing action, as 
when used for a road, is recommended by Mr Wiggins as an effectual means of 
preventing the sea undermining or “ pecking ” the bank. When the bank is 
constructed of sand, this gravel footing consolidates it, ‘‘ and checks the soakage 
under the bank—a service of the very utmost importance for the purpose of pre- 
venting its blowing up.” 

999. To maintain a good breadth of what is called “ foreland "—.that is, the 
portion of shore before the embankment—is a point of importance. ‘ There is 
certainly," says Mr Wiggins, '* no feature appertaining to a sea-bank of greater 
importance than this, since it acts against, as the advanced guard to the bank 
` itself receives, the first shocks of the sea, and deadens its force upon the bank 
by decreasing the depth and bulk of the wave. The broader, therefore, the 
foreland, and the higher the shore above the low-water mark, the greater its 
protection to the bank. In Essex, a county so famous for its sea-walls, the 
foreland generally stands several feet above low-water mark, and some hundreds 
of yards outside the bank; and where it wears away, its edges are scarped and 
stoned, to prevent the loss of so valuable a defence to the sea-wall.”  . 

1000. The drain e, fig. 227, should not be too near the foot of the inner slope, 
as the water continually resting against the soil is apt to percolate through and 
undermine the embankment. The distance d, from the foot of the embankment 
bc, Mr Wiggins recommends to be 12 yards, the depth of the drain e 4 or 5 feet, 
the width at top 12, and at bottom 6 feet—the water to stand 2 feet below the 
surface. In very loose sandy soils it is not advisable to have a drain cut as a 
substitute for it. A slight rill may be allowed to “ carry off the soakage from 
the bank, which, in such a soil, must be considered as inevitable." 

1001. It does not form part of the plan of this work to give descriptions of 
drainage or irrigation works, further than of those parts which come under the 
head of construction, as culverts, sluices, &c. We have therefore little more, 
under the head of drainage of the "intake" of reclaimed or embanked lands, 
to say, than that the discharge of the land-water to the sea is effected by drains 
orculverts passed through the bank, as shown by the dotted line f f, fig. 227. 
For the construction of these, see remarks on culverts, &c., in the succeeding 
Section ; and for notes on valves or flood-gates, see Section on ** Timber Con- 
struction.” 

1002. Dams—Weirs.—As a conclusion to this department, we now propose 
to consider briefly the construction of dams and weirs. In cases where water 
is to be led off directly from a river to the mill-race, the supply of water being 
at all times considerable, the velocity slow, and the stream liable to few sudden 
torrents, a dyke of timber thrown across the stream obliquely will in many 
cases be all that is necessary. This dyke may be constructed after the 
manner recommended by Mr Findlater, and described in his prize essay on the 
“Construction of Reservoirs of Water for Agricultural Purposes," published in 
vol xii. of the Transactions of the Highland and Agricultural Society, p. 314. 
Figs. 228 and 229 will illustrate the method : a, fig. 228, shows the oblique posi- 
tion of the dyke, bb the mill-race ; c, fig. 229, the piles or stakes driven into 
the bed of the river, and placed at a distance of 5 or 6 feet apart. A strong or 
cross piece d unites the heads of the piles. A facing of wood planks, 24 inches 
thick, is nailed closely to the piles. This planking faces up the stream, and is 
opposed to the direction of the current, as shown by the arrow. The timber-work 
thus made is backed up with rubble f f, having a slope of not less than 45 
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degrees. The face e e of this rubble backing should be formed of stones set 
on edge, and close laid. The rubble backing f f should be started at least 2 feet 


Fig. 229. Fig. 228. 
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below the line ۸ of the natural bed of the river. A complete junction with the 
ends of the dyke and the sides or banks of the stream should be secured ; this 
will be effected by cutting out parts, and carrying in the piles and backing for 
some distance, A not uncommon practice is to place the mill-race b b, fig. 228, 
. &t the acute angle of the dyke a, whereby all the refuse that floats in the water 
finds its way to the sluice of the mill-race, and of course entails the trouble of 
having it to remove frequently. 

1003. Where the stream is rapid aud liable to torrents, the dyke or dam must 
be constructed in a more gubstantial form, entirely of stone. The worst way in 
which to construct this, is tolead directly across the stream at right angles, and 
in a straight line; the section at the same time answering the form of a tri- 
angle, the two sides sloping to a point. ‘ A dyke of this form and structure,” 
says Mr Johnstone, “ must be very insufficient, and liable to be disarranged and 
thrown down by the force of running water pressing upon and falling over it. 
The upper stones are first lowered and carried down, and the water, striking 
with velocity on the whole face of the dyke, precipitates itself with violence 
against those at the bottom, and displacing them, the whole structure is soon 
demolished. Dams that are erected at still greater expense, of hewn stone, but 
of a similar construction, are also liable to be destroyed (although in a lesser 
degree), if the lower side is formed with a slope or inclined plane. The water 
in this case does not insinuate itself in such a body among the stones that are 
joined as it does when they are loosely laid together, as in the first-mentioned 
case; but still the force of the falling water has such effect upon the under- 
most layers of stone, that in time it cannot fail to undermine and displace them. 
The first error in all these kinds of stone weirs is the carrying them in 8 
straight line across the river or stream. They should be constructed 80 as to form 
an arch across the bed of the stream, with the convex side upwards, the ends 
resting on strong abutments placed in the bank on both sides, fig. 231. By this 
means the force of any body of water, however great, will be effectually resisted, 
and the structure be perfectly firm and secure. The greater the slope towards 
the upper side the better, but the lower side should be nearly perpendicular, 
that the water may fall over it like a cascade, without coming in contact with the 
face of the building.” A pavement of considerable breadth, and well laid, 
should be placed before the under-side ; this will receive the falling water, and 
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will prevent its action in undermining the wall. In fig. 230 we give a section, 
and in fig. 231 a 
plan of this form 
of dyke or weir, as 
recommended by 
Mr Johnstone. 
1004. Great care 
must be taken to 
secure a good foun- 
dation for the wall. 
(See our remarks 
on Foundations in TT 10 
a preceding Sec- Ss جج‎ 
tion.) The dimen- 
sions of the wall a, fig. 230, will be regulated by circumstances: if the 
height is 12 feet, the breadth at bottom should be 6, and at top 2. Every 
care should be taken to well-bed the stones, 
and hydraulic cement should be used to make , 
good the joints. The top of the wall must be <4 
exactly level throughout its whole extent, so that = | M 9 f 
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Fig. 231. 


the water, in times of flood, shall go over the weir 
ina stratum of equal thickness, and so prevent < 
any undue action on one part more than another, €... 
which would be the case if this precaution was * `>- 
not taken. The top should be provided with a | . 
coping of flat stones, projecting glightly over the + 
face of the wall: if stone cannot be had, plank- 1 
ing may be substituted; in either case it is essen- 

tial to have the coping as smooth as possible, free from all irregularities of surface. 

1005. To prevent the action of the water on the upper face of the wall, a layer 
of clay b should be well rammed down against its whole height and length. This 
clay should extend lower than the foot of the breastwork. An apron of gravel c 
thrown down before the clay, presenting as great a slope as possible, will still 
further prevent the action of the water on the dyke. 

1006. Where the water of a small rivulet, or that of drainage, passing through 
a valley or gorge, is desired to be retained for ornamental or domestic purposes, 
an embankment of the form shown in fig. 217 may be constructed. The points 
noted relative to the construction of embankments already described will be 
applicable to this. Every care should be taken to consolidate the successive 
layers of soil as they are laid down, and the embankment should stand for some 
months after it is finished before the water is let in. 

1007. In fig. 232 we give at a a section of a dam or weir, and at b a section 
of a protective groin for a river-side, as used in Italian irrigation. We are in- 
debted for these illustrations to Captain Baird Smith’s work on this subject. 

1008. During a recent visit to the Orkneys, we noticed a curious specimen of a 
sea-wall in the harbour of Wick. In this the stones—of the flagstone series— 
instead of being placed on their flat sides, or “ broad-bed,” are raised on end 
“like staves in a pail or barrel, so that at some little distance the work looks 
like as if formed of upright piles or beams jammed fast together.” Mr Hugh 
Miller, who thus describes it in his Rambles of a Geologist, gives the reasoning 
on which Mr Bremner, the engineer who carried out this style of work, founded 
the principle of operation. Referring to the standard rule of masonry, that the 
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“ broad-bed of a stone being the best, should always be laid below," Mr Bremner 
says, “ A good rule for the land, but no good rule for the sea. The greatest 
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blunders are almost always perpetrated through the misapplication of good 
rules.” “In a coast like ours,” he continues, “ where boulders of a ton weight 
are rolled about with every storm like pebbles, these stones, if placed on what 
& workman would term their * vert beds,’ would be scattered along the shore like 
sea-wrack by the gales of a single winter" ‘In setting aside the prejudice 
that what is indisputably the best bed for a stone on dry land, is also the best 
bed in the water or an exposed coast, I reasoned,” says Mr Bremner, “ thus :— 
The surf that dashes along the beach in times of tempest, and that forms the 
enemy with which I have to contend, is not simply water, with an onward impetus 
communicated to it by the wind and tide, and a reactive impetus in the opposite 
direction—the effect of the backward rebound, and of its own weight, when 
raised by the propelling forces above its average level of surface. True, it is 
all this; but it is also something more. As its white breadth of foam indicates, 
it is a subtile mixture of water and air, with a powerful upward action—a con- 
sequence of the air struggling to effect its escape; and this upward action must 
be taken into account in our calculations as certainly as the other and more 
generally recognised action. In striking against a piece of building, this sub- 
tile mixture dashes through the interstices into the interior of the masonry, and, 
filling up all its cavities, has, by its upward action, a tendency to set the work 
afloat ; and the broader the ends of the stones, of course the more extensive are 
the surfaces which it has to act upon. One of these flat flags, 10 feet by 4, and 
1 foot in thickness, would present to this upheaving force, if placed on end, a 
superficies of but four square feet; whereas, if placed on its broader base, it 
would present to it a superficies of forty square feet. Obviously, then, with 
regard to this aerial upheaving force, that acts upon the masonry in which no 
precautions are usually adopted to bind it fast—for the existence of the force 
itself is not taken into account—the greater bed of the stone must be just ten 
times worse over a worse bed than its lesser one; and, in a tempestuous foam- 

encircled coast such as ours, this aerial upheaving force i is, in reality, though 
the builder may not know it, one of the most formidable forces with which he has 
to deal. And so," concludes Mr Bremner, “on these principles I ventured to 
set my stones on end—on what was deemed their worst, not their best, beds— 
wedging them all together like staves in an anker, and there, to the Scandal of all 
old rules, are they wedged fast still, firm as a rock. جس‎ Rambles of a Geologist, p. 384. 
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1009. Section Firru— Culverts—Drains.—We shall now offer a few re- 
marks on the form and construction of culverts and drains. In many cases, 
such as in the sluices of sea embankments, the culverts are made of wood, elm 
being generally chosen for this purpose; in constant wet it lasts a long time. 
In Essex the sluices are generally made of 2 or 3 inch plank, the usual dimen- 
sions being 2 feet high by 14 wide. 

1010. In districts where stone is easily obtained, the culverts may be made 
of the form as shown in fig. 233. Culverts of this form should not be made of 
greater dimensions than 18 inches in the clear. If a larger size is required, a 
brick arch may be thrown over the top, as shown by the dotted lines. A brick 
drain with angular bottom, as in fig. 234, may be made at an expense of 2s. per 
lineal foot, or thereabouts. The cover is of rough slab. 

1011. Culverts of the form and dimensions shown in fig. 235 may be con- 
structed at the rate of 14s. per lineal foot; this includes brickwork only, not 
excavation. - 
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1012. Form of Section of Conduits or Culverts.—All conduits through which 
water has to flow, should possess a form calculated to increase the rapidity of 
that flow, and to reduce the friction. For this purpose, a drain with a right- 
lined section is infinitely inferior to one with a curved-lined section. A curve 
encloses a greater space within its perimeter than can be obtained by the same 
length of right lines, so that a circular or curved drain will present less surface 
to any given amount of liquid flowing through it, than will be presented by a 
drain rectangular in section. Thus the friction of a circular tube 2 feet 3 inches 
in diameter being represented by 7, Fig. 236. 
the friction of a rectangular opening 2 
feet by 2 is represented by 8, while 
an opening of 4 feet by 1 is repre- 
sented by 10—tbe area of opening in all 
cases being the same. Again, in all con- 
duits in which the quantity of water 
flowing through varies, it is necessary to 
preserve at all times the greatest pos- 
sible depth of fluid. "This depth cannot 
be obtained in a flat-bottomed drain, as in 
fig. 233, to a like extent with the form in 
fig. 236, the same quantity being spread 
over a much greater extent of surface in ۱ 
fig. 233 than in fig. 936. Moreover, as DESCRIBING AN ELLIPTICAL OK EGU-SHAPED DRAIN, 
all conduits have to sustain the pressure of the surrounding earth, those of 
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circular or curved sections are better capable of resisting this pressure than 
those of flat or rectilineal sections. 

1013. Taking as the theoretical requirements of conduits the three points :— 
(1.) The least possible interior surface with the greatest possible area; (2.) 
Preservation of the greatest depth of flowing water with the least quantity; 
and (3.) The capability to resist the pressure of the surrounding earth with 
the least amount of constructive material ;—the form known as the “ egg- 
shaped ” or “ elliptical,” has been found in practice to be the most economical 
and efficient, and that which very closely possesses those three requisites 
noted above. 

1014. We are indebted to Weale's Engineer’s Pocket- Book for 1855-6, p. 141, 
for the following method of setting out this form of conduit :— 


** If the diameter of top arch = 1 
Let the diameter of invert ditto = 0.5 
And the total depth = the sum of two diameters, or = 1.5 
Then the radius of the arcs which are tangentral to the top 

arch, and the invert will also be 1.5 


From this formula any two of the elements can be deduced from one being 
known. Thus, if the total depth is intended to be 6 feet, then the diameter of 
top arch will be 4 feet, and that of the invert will be 2 feet, and the radius for 
the side connecting area will also be 6 feet.” Assuming the cost, as before 
stated, of the form of sewer illustrated in fig. 235 to be 14s. per lineal foot, the 
cost of an egg-shaped sewer, as in fig. 236, of equal capacity, will be 10s. only, 
the thickness being equal to one brick length. 

1015. The objection urged against conduits of curved section is, that un- 
equal and open joints are caused by the manner in which the bricks have to 
be laid. Much of this objection can be met by taking the precautions we have 
already pointed out, in Section 
Third, as necessary to be attended 
to in constructing arched work. 
The objection is, however, wholly 
met by the use of the radiated bricks, 
of which, in fig. 237, we illustrate 
one or two forms. These are now 
manufactured at a price very little 
above that of ordinary bricks, and 
suited for conduits of various sizes. 
These bricks require less cement 
than ordinary ones, and give per- 
fectly parallel joints. In fig. 238 we give a section of a “ patent junction 
block," manufactured by Doulton & Co., Lambeth Pottery, London. Each 
block is made to bond with the brickwork of the culvert or sewer, the inner sur- 
face corresponding to the curve. A socket is provided, either within the thick- 
ness of the block, or projecting a little beyond it. This socket is so constructed 
as to receive a junction-pipe, either straight or oblique to the line of culvert 
In fig. 239 we give a view of an “invert block " made by the same firm. This 
is made of glazed stoneware, and forms an excellent foundation for the cul- 
verts, figs. 234, 235. 


Fig. 237. 
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1016. For conduits from 9 to 18 inches, stoneware tubes may be used with 
advantage. Every care should be 
taken to secure a good bedding for 
the tubes, and to make good the Fig. 239. 
joints. For these purposes nothing j 
exceeds well-puddled clay. Cast- 
iron pipes will in many cases be 
found eligible. 

1017. In laying down culverts 
a proper fall should be given to 
them of not less than half an inch DOULTON'8 PATENT JUNC- 
in every 10 feet—this being in- 7" BHOC% TOR DRAIN 
creased in the case of junctions. All junctions should be curved, never made at 
right angles. In our remarks on foundations and footings will be found all 
necessary information applicable to the construction of culverts, the digging of 
the trenches, and the setting of the materials, use of cement, &c. We are there- 
fore spared the necessity of entering further into the subject here. 

1018. Liquid-Manure Conduits should be built with stone and lime walls, 
9 inches high and 6 asunder, flagged smoothly in the bottom, and cover- 
ed with single stones. Fig. 240 shows the form of this sort of drain, and 
sufficiently explains its structure. As liquid Fig. 240. 
manure is sluggish in its motion, the drains re- -=m 
quire a much greater fall in their course than == = 3. 
rain-water drains. They should also run in d- — =~ = = = 
rect lines, and have as few turnings as possible Se zem - 
in their way to the tank. The same remark (1012) ۹ x : 
p " the uei of the curved form over that = 
of the right-lined, applies to these conduits as to — n + - — 
those for other purposes. - الاك‎ — 

1019. House Drains.—In fig. 241 we give an piece Mei ade i 
illustration of the spigot and faucet, or socket 
drain - pipes, where a a is the spigot-tube, and c c the faucet of the tube 5 b. 
Although this form is the most generally adopted, it is open to serious objections. 
The cement or clay used to make good the 
joint is very frequently pushed into the inside 
of the pipe when the two lengths are laid to- 
gether; this causes ridges to be formed in 
the interior of the drain, making a permanent ہے سلدس ا‎ 
obstruction, or forming a nucleusat each joint, 
around which the solid sewage-matter soon "9) )6یپ‎ 
accumulates. In the Minutes of Information on House Drainage, issued by the 
Board of Health, containing practical information for the guidance of builders, 
&c. it is stated that well-mixed clay has been found to be a better material for 
making the joints good than cement—an opinion which we have long entertained. 
In laying socket-jointed pipes, care should be taken to pass down a wooden plug 
nearly the diameter of inside of drain, the plug being attached to an iron rod. 
This operation, performed as every three or four lengths are laid, will clear the 
Interior of any cement or clay. It is also necessary that the pipes should have 
each a full bearing given them, and not to allow the plain ends to “ bond,” or rest 
entirely on the socket, as, by doing so, the pipes are exceedingly apt to be broken. 
To obviate the inconveniences arising from the use of socket-jointed drain-pipes, 


Fig. 238. 
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Mr Austin has proposed a half-socket joint, to be manufactured either with a half 
socket at one end only of each length, or at the lower half of both ends; to be 
used alternately with a length without any socket. This form is shown in fig. 
242. The advantage to be 
derived from this arrange- 
ment, is that the half sock- 
ets form a bed or founda- 
tion in which the plain 
pipes are laid, not pushed 
in, a8 in the full socket-pipe; thus every joint, as it is made, is open to inspec- 
tion; and, in case of accident or faulty joint-making, any one length of pipe 
can be taken up without disturbing the others. One objection, however, to all 
Bocket-jointed pipes is, that the projection of the socket acts as a species of 
fulerum for the lever formed by the adjoining length of pipe, which may be 
subjected to disturbance by the passage of heavy carts over the ground above 
it. "This displacement is, however, obviated, by using what is termed the 
* conical-jointed pipe." These are laid down in alternate lengths, the small 
end of one being inserted in the large end of the other. When these are 
smoothly made, they form excellent drain-tubes. Constructed of the durable 
material known as Peake's “ Terro Metallic," they will give much satisfaction. 
Drain-tubes with the “ rabbet joint," as in fig. 243, form a very tight, and not 
easily disturbed, line of drain. Forming one 
continuous line, they lie evenly in the bed 
In order to give sufficient thickness to admit 
of the “rabbet” being formed, more clay is 
required than in the socket-jointed pipe, but 
they are more easily made. A form of drain- 
tube joint has been recently introduced by Mr 
Clayton, a view of which is given in fig. 244, by which it will be seen that one 
end of the pipe is cored out, whilst the other end is turned down to suit. 
These pipes, when laid together, form a per- 
fectly flush joint. The address of the patentee 
is, Atlas Works, 21 Upper Park Place, Dorset 
ڪڪ‎ = |j Square, London. Where it is a desideratum 
Î to have the range of drain-tubes as absolutely 
ج يچ‎ water-tight as possible, the tubes should be 
gently pushed down upon a bed of well-pud- 
dled clay; the space on each side, and to 8 
height of at least 6 inches above the crown of the tube, should next be filled 
in with the same material forming the bed. The tubes, thus completely em- 
bedded, will remain very satisfactorily placed, even in circumstances where 
heavy vehicles may pass frequently over the line of tubes. Where the strata 
through which the tubes are to be laid are irregular, they may be much 
straightened by the use of collars, where the tubes are what are called “ butt- 
joints"—that is, each length of tube similar to its neighbour, and the ends 
squared off. These “collars” are also very useful in repairing breakages of 
tubes, when these happen between the joints. 

1020. Lidded Drain-Tubes.— By far the best method yet introduced for enabl- 
ing the interior of drains to be examined and cleansed, at any one point, without 
disturbing the series, or any part of the invert of the tubes, is that in which 
they are provided with movable lids or covers. Several parties have intro- 
duced tubes of this description. We select the plans of Messrs Doulton & Co, 
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Fig. 242. 


HALF-SOCKET DRAIN-TUSRS. 


Fig. 243. 
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RABBET-JOINTEL URAIN-TUBES. 


Fig. 244. 


CLATION’S COREDJOINT FOR URAIN-JUDAS. 
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and Mr Cooper. In fig. 245 we give a section, and in fig. 246 a perspective 
sketch, of Messrs Doulton’s (High Street, Lambeth) lidded pipes. 


Fig. 245. Fig. 246. 


RECTION CF LCU LION'S LIDDED 
DhALIN-ICBEG. PERSPECTIVE VIEW OF DOULTON' 8 LIDDED DRAIN-TUBEG. 


1021. The thickness and strength of the pipes are increased by two ribs run- 
ning lengthways, through which a partial division is effected in the process of 
manufacture, both internally and externally, leaving sufficient material to pre- 
serve strength and soundness. The pipes are thus fired in one piece, and perfect 
accuracy of form is secured. By the insertion of a chisel at the ends, the 
upper pieces may, at any time, be detached without the slightest risk, and 
afterwards replaced, so as to form a perfect and accurately fitting cover; or the 
lids can be removed when the pipes are laid, and the drain tested as to its fall 
and the accuracy of the joints before they are replaced. The following may be 
stated as the advantages possessed by pipes of this sort :—‘‘These pipes may 
belaid whole as ordinary socket pipes, and the covers need only be removed 
should necessity arise. On the removal of the lids the drain is laid open 
throughout its entire length, and may be cleaned without disturbing any part 
of the invert. The advantages of inspection are obtainable without any im- 
perfect joints or other complication, which would allow either the escape of the 
liquid contents of the drain, or the entry of the surrounding soil. The capa- 
city of the drain is not lessened when under examination, as is shown by the 
cross section, fig. 245. The introduction of junctions is faciliated. The upper 
part or cover being fired in one piece with the pipe, fits with a perfection and 
accuracy only possible by this peculiar mode of manufacture, and it cannot shift 
laterally. Perfect truth of form is secured, and increased strength obtained.” 

1022. In fig. 247 we give a sketch of the method of laying Mr Cooper’s (Fac- 
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tory, Wottoon, Isle of Wight, or 150 Leadenhall Street, London) pipes, which are 

of the * butt joint” kind; “chairs” being used to connect the length of pipes. 

In fig. 248 we give views of the “chair.” Mr Cooper states the advantages of 

hig system to be as follows:— They provide ready access to any part of the 
Q 


242 PRACTICAL CONSTRUCTION. 


drain, for examination, without disturbing any other part, or point of the invert, 
of the drain. The pipe, being laid on the under connection, butts the adjoin- 
Fig. 248. ing pipe at the middle of the 
ہے ہکا‎ connection; the pipes are there- 
fore kept perfectly straight in 
the drain. Should any pipes 
be not quite exact in size, 
arising from the difference of 
the sbrink in burning (which is 
often the case), their being joined on an even surface at the middle of the 
under connection, will necessarily throw any irregularity to the top of the 
drain, thereby obviating the necessity of the use of the mop, and making the 
invert perfectly fair and even, not liable to be obstructed or injured by running 
sand, sinking of the earth, or the action of external water. By the use of the 
under connection singly, the full advantage that half sockets, single or double, 
may be considered to be, is secured to every pipe.” 


PERSPECIIVE VIEWS OF SADDLES FOR COOPER'S LIDLED DRAIN-TUBES. 


1023. Section SixrH— Construction of Dry-Stone Dykes.—V ery many dry-stone 
dykes in this country are constructed on erroneous principles, the stones being 
laid promiscuously, and more with a view to give a smooth face than a sub- 
stantial hearting to the wall The coping, too, is often disproportionately 
large for the body of the wall, which is not unfrequently too narrow for its 
height. We suspect that many dry-stone dykes are built by ordinary masons, 
who, being accustomed to the use of lime-mortar, are not acquainted with the 
bedding of the loose stones of a dry dyke as firmly as they should be, and 
therefore are unfitted to build such a dyke. A builder of dry-stone dykes 
should be brought up to the profession; and when he has acquired skill he 
will build a substantial one, at a moderate cost, which will stand upright for 
many years. A proper sort of stone is a great assistance to the builder of stone 
dykes, flat thin ones being the best: but flatness and thinness are not the only 
requisites; they should also have & rough surface by which to adhere to one 
another in the wall; and no material, on this account, is so well adapted for 
the purpose as the stones derived from sandstone boulders of gravel deposits, 
when split with the pick into flat pieces of the requisite thickness on being 
taken out of the ground, and which, on being exposed to the air for a short time, 
become dry and hard. 

1024. Dry-stone dykes are measured in height by quarters—that is, quarters of 
a yard, of 9 inches each. A 5-quarter dyke is the usual measure of a field-fence; 
that is, 45 inches, or 3 feet 9 inches,to the under side of the cover upon which the 
cope-stones stand—the cover and cope-stones usually measuring 12 inches, so 
that the dyke stands altogether 4 feet 9 inches in height. The dyke, when 
finished, is measured by the rood of 36 square yards upon its face under the 
cover, 50 that every 30 yards of a 5-quarter dyke will be 1 rood in length. The 
usual thickness of such a dyke is 2 feet at the base, and 15 inches under the 
cover. 

1025. A dyke that has two plain faces is called a double-faced dyke, and a 
dyke with one face, as one built against a sunk fence, is called a single-faced 
dyke. A double-faced 5-quarter dyke requires 1 ton of stones for every square 
yard of its face, &o that 36 tons of stones are required for every rood of 30 yards 
long. The expense of quarrying that quantity of stones is about 10s. the rood; 
the carriage of them at & reasonable distance beyond one mile is also 10s.; 
and the building is commonly undertaken, when the stones are good, at 10s. 
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also; so that such a dyke costs 30s. the 30 yards, or 18. for every yard in 
length, or £6, 9s. 6d. per cubic rood, or 3s. 7d. per cubic yard. The best way 
to contract for the erection of stone dykes is by the rood of 36 cubic yards, 
when every temptation on the part of the builder to lessen the breadth, and 
make the heart of the dyke hollow, will be removed. 

1026. The tools of a dry-stone dyker are few and i inexpensive, consisting 
only of a mason’s hammer, a frame as a gauge for the size of the dyke, and 
cords as guides for the straightness and thickness of the dyke. A ditcher’s 
shovel is also useful to him in putting the shivers of the stones together into 
heaps, to be the more easily removed by carts. 

1027. A dyker cannot work in wet or in very cold weather, as handling 
stones in a state of wetness is hurtful to the bare hand; on which accounts, 
dry-stone dykes are commonly built in summer. 

1028. The line of fence being determined on, it is marked off with a row of 
stakes driven firmly into the ground. The upper soil, to the depth it has been 
ploughed, is removed from the line to form the foundation of the dyke; and it 
may be driven away immediately, and not lie in the builder’s way, or it should 
be formed into a compost with lime, near the spot, for top-dressing grass. 
When the surface consists of old firm thick sward, the dyke may be founded 
upon it; but in forming foundations, it should be borne in mind that dykes are 
apt to sink in soft earth of every kind, to its injury—not merely by curtailing 
its height as a fence, but by twisting its structure and causing it ultimately to 
fall. When the soil consists of vegetable mould, it should therefore be re- 
moved altogether, and its intrinsic value in a compost will amply repay the 
trouble of removing it. 

1029. After the foundation has been formed by the removal of the earth, the 
stones should be laid down on both sides as near the line of foundation as prac- 
ticable, for it is of considerable importance to the builder that the stones be 
near at hand. When the stones are laid even as far off as two yards from the 
foundation, the builder loses time in throwing them nearer; but, on the other 
hand, no stones should be emptied from the cart into the foundation, as they 
will have to be removed by the builder before he commences his work. Large 
boulder-stones form excellent material for the foundation of stone dykes, and 
should be laid close to the foundation before the building stones are brought. 
In laying down the stones, the carters should be instructed to put down 18 
tons on each side of 30 yards length of the foundation ; and when boulders are 
also put down, allowance should be made for them out of the building stones. 
These particulars are worth attending to, to save unnecessary trouble after- 
wards in removing or bringing stones, to the annoyance alike of the dyker and 
the farmer. 

1030. The simplest mode of conveying large boulders is upon a sledge, shod 
with iron, which is better than putting them in and taking them out of a com- 
mon cart, the bottom and sides of which are apt to be broken by boulders. A 
pair of horses, yoked as in a plough, will draw a very heavy boulder upon such 
a sledge, on the ordinary surface of the ground. When many ordinary stones 
are driven for buildings, of any kind, the carts should receive an extra bottom- 
ing and lining with deals of common Scots fir, or of willow, which is better 
than any other sort of wood, as being softer and less liable to split. 

1031. Every preparation being thus made, two builders proceed to the work, 
one opposite the other—the best number to make the best work, and they assist 
each other with stones which one would not be able to manage. 

1032. They begin by setting up the frame, fig. 249, at one end of the dyke, 
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whether it commences against another fence, or at a gateway into the field 
which the figure is supposed to represent, in the foundation of the proposed 


Fig. 249. 


THE BUILDINO A 1115-8 20 28 DYKE. 


line of dyke. The frame is made of the breadth and height of the proposed 
dyke under the cover; and is set perpendicularly by the plummet attached to 
it. A corresponding frame should be placed beyond the point which is fixed 
for one stretch of building, or two stakes driven into the ground, having the 
same inclination as the sides of the frame, to answer the purpose of a temporary 
one. On undulating ground, a space of half a rood, or 15 yards, between the 
frames, is a sufficient stretch of building at one time; but on level ground a 
rood may safely be taken in. The cords are then stretched along the space, 
and fastened to the outside of each frame, to guide, as lines, the building of 
the side of the dyke straight, and to gauge its breadth. The frame is held up- 
right and steady by a stiff rail, having a nail driven through one of its ends, 
.hooked on to the top-bar of the frame, and the other end with a stone laid upon 
it, or pushed into the ground. 
` 1033. When the dyke begins with a scuncheon, as in this case, a large 
boulder should be chosen for its foundation stone; and if there are no boulders, 
a large stone should be selected and dressed for the purpose, as no better pro- 
tection can be given to the end of a dyke—and especially so when the scun- 
cheon forms one side of a gateway to a field. Another boulder, or large stone, 
should be placed at a little distance from the first, and smaller stones used to 
fill up the space between them, until the building is raised to the height of the 
: boulders. | 
1034. Great art is required in laying the small stones, and it is this art 1n 
dyke-building which detects the good from the bad builder. In good dry build- 
ing, the stones are laid with a slight inclination downwards, from the centre of 
the dyke, towards each face, and to break band with one another; and to sup- 
port their inclination, small stones should be wedged firmly under them in the 
heart of the dyke; whereas stones that are laid flat admit of no wedging to 
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heart them, and receive none, to the risk of the dyke bulging out in both faces. 
The inclination causes the rain which may have found its way down through 
the top of the dyke to be thrown off by both sides. 

1035. The stability of a dyke is much assisted by having what is called a 
thorough-band stone, placed across it at about half-way up the building. The 
cover also acts as a thorough-band at the top of the dyke; but in laying the 
cover, the levelling of the dyke to form its bed should not be made of very 
small and very thin stones, as is too often the case, as neither have stability, 
are easily broken, and are constantly in danger of slipping out from under the 
cover and cope. Thorough-band stones are frequently left projecting from one 
or both sides of the dyke by some builders, merely to indicate that they are 
thorough-bands ; but the practice is objectionable, inasmuch as such projections 
serve only as stepping-stones for trespassers to climb over the dyke. 

1036. A scuncheon should be formed of in-band and out-band stones, ham- 
mer-dressed, and firmly bedded upon one another. 

1037. The covers should project an inch or two beyond the face of the dyke, 
to protect the top. They should be 2 inches thick, and without a flaw through- 
out their length, which should be 2 feet at least, that their weight may keep 
them firm and their size cover a large space of building. 

1038. In forming the cope, a large stone should be placed at the end of the 
scuncheon to keep down the cover, and act as an abutment for resisting the 
wedging down of the smaller cope-stones. Another large cope-stone should be 
set at a short distance from it upon the joining of two covers, to keep them 
secure. Thinner stones should then be placed on edge between these—and 
wherever they meet, a stone should be wedged in by strokes of the hammer; but 
the wedging should be delayed until a considerable length of coping is finished, 
the better to resist its force. The cope-stones should be nearly all of the 
same height. On finishing the face of a dyke, small stones should be firmly 
wedged in with the hammer, where room can be found, between the beds and 
the ends of the larger ones. 

1039. In building a stretch of dyke, such as the rood above referred to, it is 
customary to carry up the building at both ends, as well as at the middle of the 
stretch, to the levelling of the top, before the intermediate spaces are built up, 
becanse those primary parts, being built thus independently, act as pillars in 
the dyke to support the intermediate building plumb; and they are also con- 
venient for pinning the cords against while the intermediate spaces are being 
built. : 

1040. When a few stretches of dyke have thus been finished, the surplus 
stones, if any, should be removed, and laid where they are wanted ; and should 
there be & deficiency, stones should be immediately brought, to allow the 
builders to finish one stretch before they proceed to another. The debris of 
stones caused by the hammer should be taken to repair roads. 

1041. These are all the particulars to be attended to in building dykes for 
ordinary fencing ; but modifications are sometimes introduced into their form 
to serve a convenient purpose. For example, an opening should be left under 
the cover of a dyke, of a sufficient width and height to allow sheep to pass 
from one field into another, when the passage between them by road may be a 
considerable distance. Where a passage exists between the fields by means of 
a gate, no such opening should be made, but only when the two fields are 
entered by different farm-roads. When the opening is not used, it should be 
stopped up with thorns or a wooden board. An opening of 34 fect wide and 3 
feet high will suffice. 
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1042. Another convenience is to leave a gap at the top of the dyke by low- 
ering its cover and removing the cope at a place where a passage is occasion- 
ally required for foot-passengers. By doing this the dyke may be saved from 
much injury. A gap near the top of the dyke may be useful as a stile in the 
line of a footpath, or at the side of a cover, for hounds and huntsmen to pass 
with ease ; and here the whipper-in may stand on the outlook for a break-cover. 
When not constantly in use, the gap is easily fenced with a bunch of thorns or 
whins. 

1043. Such dykes as we have been describing, of 5 quarters in height, will 
fence horses and cattle and Leicester sheep, but will not confine blackfaced 
sheep, and scarcely Cheviots. For these, higher walls must be built, or ex- 
pedients used to make ordinary ones confine them. Some of these expedi- 
ents are shown in fig. 250, where part of an ordinary dyke with its cope is 

Fig. 250. seen; and they consist of occasional 
cope-stones a bc de, set on edge to 8 
considerable height, say 12 inches, above 
the ordinary ones, and 4 feet apart. Upon 
these are placed either fillets of wood 
along notches made on the top of the 
EXPEDIENTS FOR INCREASING THE UKIGHT OF DRY-STONE stones, and wedged into them, as at a b 6 
IX or a strong rope of straw is laid somewhat 
loosely over the notches to dangle in the wind, and to form a scare to the 
sheep, as atc d e. Another expedient is, where a single-faced dyke is built 
against rising ground, consisting of plantation or of cultivated land, to sow a 
few seeds of whin or broom in the soil behind the dyke, and the plants in time 
spread over the cope-stones. Where good stones for covers are scarce, and 
turf is tough and heathery, thick turfs, cut of the breadth of the top of the dyke, 
and laid, with the grass side uppermost, firmly and neatly on with cope-stones 
upon the turfs, which thus afford them a firm bed, will raise & dyke a sufficient 
height. A more permanent expedient than either of these, where the dyke is 
built of large strong stones from a quarry, is to erect a wire fence upon the 
dyke, by batting upright wrought-iron standards into the covers, and stretching 
three rows of wire through them. Such an addition costs from 8d. to 18. 4d 
per lineal yard. Or stakes might be driven along and close to one face of the 
dyke, of sufficient length to reach above its covers to receive three rows of 
wires. Where thinnings of plantations are abundant, this is the cheaper, though 
less durable plan, than the preceding one with the iron standards. 

1044. When dykes run at right angles to one another, and are erected simul- 
taneously, they should be built in connection; but where a new dyke comes 
against another, the old one should not be touched, and the new built firmly 
beside it. 

1045. Where two dykes cross, and the place is naturally wet, or water 
may be easily brought to it, a watering-pool there would serve four fields, 
and the basin for the pools should be formed before the dykes are built. The 
two dykes cross at the centre of the pond, as in fig. 251, having holes in them 
to allow the water to pass through, forming a watering-pool in each field, as at 
abcd. 

1046. Where a pond already exists, and its water is too deep for dykes to 
traverse, the dykes must terminate within its edge, and convert the pond into 8 
watering-pool common to four fields. When the pond c, fig. 252, is used by 
only one field at a time, it should be fenced from the other three fields by means 
of hardles or paling, at fg h; and when the pond happens to be used by more 
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than one field at a time, a paling should be run across it from dyke to dyke, ' 
besides the fences to the fields not occupied by the stock. 

1047. Where the ground is firm, and there is no prospect of obtaining a water- 
ing-pool, the dykes should be 5 | 
5 to cross, dem a well sunk ee سے‎ 
in a corner of one of the fields, 
with a pump in it of such 
height as to supply all the 
fields with water from it by 
means of a spout into a trough 
in each field. This expedient 
we have successfully used. 

1048. Where the ground is 
firm, and no water but shelter 
is wanted at that spot, the rour 5و"‎ tinted 9 BY ONE WATERING-POOL COMMON TO’ 
dyke should be built curved, dd 2000 
to enclose a space between them to be planted with trees for ornament and 
shelter. The land here will not be wasted, even should it be of the highest 
value; because the corners of four adjoining fields always have ground that 
cannot be reached by the plough, as may be seen 
between i k l m, fig. 253, while the plough can 
pass along such curves as near as to a straight feuce. 
In building curvatures in dykes, builders charge a half 
more per rood than for plain work. Such curves in 
dykes are easily drawn by setting off an equidistant 
centre for each, 

1049. A stone dyke is in the highest state of per- 
fection as a fence immediately from the hands of the 
builders; but every day thereafter the effect of the 
atmosphere upon the stones, at all seasons, and the ac- i 
cidents to which they are liable by trespasses of indi- 4 erour or وو‎ 
viduals and the fretting of stock, render it necessary vil did 
to uphold their repairs frequently ; and this consideration should cause the best 
materials and workmanship to be selected for their original construction. 


1050. Section Seventa—Farm-Roads.—We do not deem it at all necessary 
to go into detail as to the methods adopted for laying out a road, so as to secure 
the most beneficial level, and the nearest route between any two desired points ; 
for all purposes of the farm, the farmer will at once be able to distinguish at 
what points a hollow place may be filled up, and embankments made from the 
material obtained from cuttings, and the cases in which the trouble and cost of 
performing these operations would be repaid by the extra perfection of the 
road, We shall merely content ourselves with a few hints as to the forms of 
roads, and the kind of materials which may be employed, leaving the reader to 
decide, according as circumstances or his own opinions may dictate, as to 
which of these he may carry out in practice. 

1051. Convex roads—that is, roads highest in the centre—have been much 
recommended, from the facilities which the form presents to the thorough drain- 
age of the surface; the water, it is said, freely running from the centre to the 
sides, Authorities, however, seem to agree in thinking that the advantages of 
this have been much over-rated. The principal objection made to it is, that as 
the centre of the road is the only place at which the vehicles passing over it 
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can be kept vertical, it is most frequently used, and hence the centre pert 
` becomes hollow, affording a receptacle, as it were, for rains to lodge in, and 
from which it is difficult to run off Upon the whole, we would recommend the 
farmer to form the road with a comparatively slight rise in the centre. The 
materials of which to makea good road-surface may be broken stones, of a size 
sufficient to pass through a ring 2 inches diameter. These are placed in layers 
on the road, and well rammed down; the upper surface soon becomes smooth 
and consolidated by the action of the passing vehicles. Some recommend the 
depth of materials to be greater in the centre than at the sides of the road; this, 
however, should not be attended to; on the contrary, care should be taken to 
make all portions of the road equal in construction and solidity—the aim in a 
well-laid-out road being to make it serviceable on all parts of its surface for the 
passage of vehicles. When footpaths are required, they may be formed of a 
layer of broken stones of size sufficient to pass through a ring 1 inch diameter, 
with two layers of gravel well rammed down: the surface should slope towards 
the side drain. In place of ramming the broken stones on the soil which forms 
the basis of the principal road, blocks of rough stones may first be laid down, 
and the layers of smaller stones above these. Good gravel is a good material 
for road surfaces. 

1052. In all cases drains should be made at the side (or both sides, if possible), 
by which to carry off the surface-water. These drains are formed by ditches of 
sufficient depth to carry away the water, and having a proper fall throughout 
their length. Where a footpath is made, the surface-water of the main road, and 
that of the footpath, is taken off by a small gutter formed at the inner edge of 
footpath, and constructed of blocks of stones: small outlets are made at inter- 
vals by which the water is led off through drains placed beneath the footpath 
to the large side-drain or ditch. Where the side-ditch or drain is of sufficient 
depth, the soil beneath the road surface will also be drained by it. Beside the 
side-ditches, a covered drain should run along the middle of the road where the 
subsoil is of clay, and where there is a burst of water. 

1053. In excavating roads, the sides of the excavation should have 2 feet of 
a slope outwards for 1 foot perpendicular of its height. Where the soil is 
sandy or gravelly, a greater degree of slope must be given to the sides of the 
excavation. In forming embankments, each layer, of some 4 feet, should be 
well rammed: this tends to consolidate the road. The slope given to the sides 
should be less than that which the materials would naturally assume if left to 
themselves. The side slopes can be very efficiently protected by encouraging 
the growth of grass on them. The surface-water from the road must not be 
allowed to run down the sides, but be carefully let off by properly-constructed 
side-drains. 

1054. Where a road is formed over a sandy soil, the sand may be in a great 
measure prevented from shifting laterally by digging, at each side of the road, 
ditches some 30 inches deep, and the same width—filling these up with turf or 
clay, and well ramming them. This precaution need not be taken where an 
excavation and strong embankments are made in the sides. 

1055. Construction of Roads on Strong Soils.—Perhaps the most practical autho- 
rity.on this department of road-making is Mr Bailey Denton, who published the 
result of his experience in the Journal of the Royal Agricultural Society of 
England, vol. xviii., from which we extract the following points to be attended 
to in practice: “1st, The road should be perfectly drained by means of surface- 
ditches, as a a, fig. 254, on each side of the formation, and of under-drains, as 
d d, on each side of the metalling. 2d, The formation should be 18 feet wide 
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at least between the inner edges of the surface-ditches, t. e., from b toc. 3d, 
The surface-ditches a a should be at least 18 inches deep, with good and suffi- 


Fig. 254. 
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SECTION OF ROAD ON BIRONO OLAY 80IL8—8CALE, 1 INCH TO TBE FCOT. 


cient batter or side slopes. They should have a sufficient fall towards existing 
watercourses, to discharge freely all water that may be run into them, and 
pipe-culverts protected by end-gratings should be provided at all gateways 
opening to the road. 4th, The metalling should be 9 feet wide at least, that 
is from b to b. Sth, The under-drains d d, should be dug 4 feet deep at 
least on each side of the metalling, laid with 2-inch pipes, and connected with 
the culverts or drains crossing the road at every fence and every hollow in the 
ground; and these cross-culverts or drains should be laid so low in connection 
with existing ditches (to be deepened, if necessary, for the purpose), that the 
crown of the cross-culvert or drain shall be no higher than the bottom of under- 
drain; thus, in fig. 255 a is a cross-culvert, b b under-drains. At the ends of 
each cross-culvert 

there should be an 29 

iron grating to 

prevent the pas- 9 1 

sage of vermin. 
The under - drains 
should be carefully 
filled to the height 
of the metal bed, 
with the earth taken out of the drains. 6th, The surface of the road for its en- 
tire breadth of 18 feet or more, from c to c, fig. 254, should be raised above the 
ground surface in à convex shape. 7th, The height of the centre of the road 
above the ground surface, should be as near as possible the thickness of the 
metalling, whatever it be. It is necessary, however, that the ground or base 
upon which the metalling is placed should be perfectly solid, and, if possible, . 
unbroken. It should be convex, and accord in form with the intended convex 
shape of the surface of the road itself. 8th, The metalling may consist of two 
or more layers or strata which, together, should be 9 inches deep at least. This 
depth will suffice where the materials are of the best sort, but they should be 
proportionately deeper in cases where the materials are softer and less durable. 
3th, The metalling should be of uniform depth for its entire width. 10th, The 
under stratum or foundation of metalling may consist of any durable, porous, or 
non-abeorbent material, of the depth of 44 inches at least. It may be judiciously 
increased where the material required for the upper stratum or covering is 
very costly, when the depth of the covering may be reduced accordingly. It is 
not essential that the material for the foundation shall be of uniform size, as 
long as it lies compact, is well banded, and its surface is even and regular to 
receive the upper stratum. 11th, The upper stratum or covering should be of 
the best description of clean stone, or sifted gravel or pebbles, the country will 
afford. If gravel, it should be screened, to get rid of sand and dirt; and the 
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larger stones should be broken, so that no particle shall be left on the road 
exceeding 24 inches in the largest diagonal line. The depth should be 4i 
inches, and should, if possible, be placed on the road in two courses. 12th, The 
side spaces, 4 feet 6 inches each at least—from 6 to c, fig. 254—should be 
carefully finished off in close conformity with the metalling. The fall thus 
given from the centre to the sides of the road will insure a perfect drainage of 
the surface into the side ditches. The side spaces should be seeded and rolled, 
or beaten down firmly. 13th, There should be no fence that will throw a shadow 
on the road. 14th, The road, after its completion, should be most rigidly 
maintained in its convex form; any unevenness should be overcome by the 
rake, and all ruts and hollows should be kept filled in at once with fresh mate- 
rial, properly broken to the same size as the original metalling ; and the side 
ditches should be kept open and free to discharge the water flowing into them. 
No water should be allowed to stand on either the metalling or the side spaces, 
but the water should be got rid of, not by making grips or channels into the 
side-ditches, but by filling up hollows and ruts, and keeping the whole in its 

original form.” | 

1056. It will be observed that in these rules, very great stress has been laid 
upon both surface and under draining. All engineers have acknowledged the 
advantage of rendering roads dry and unyielding, and considerable attention 
has been paid to surface-draining ; but the importance of under-draining roads 
by means of longitudinal pipe drains, laid sufficiently deep and near each other 
to remove soak or bottom water, and overcome as far as possible capillary 
attraction and suction in the soil, has been overlooked until very recently. A 
shallow centre drain, called a mitre-drain, was often adopted with good effect, 
but it failed to render the subsoil dry, and increased the cost of the road con- 
siderably. "There is but little doubt, however, that the advantages arising from 
the act of adequately deep under-draining, both in economising materials and 
in reducing the cost of maintenance, surpass any single appliance of either Tel. 
ford or Macadam in the practice of road-making. The effect of deep under-drains 
on each side of the metalling is to render the mass of soil between them per- 
fectly solid and intlexible, so that any metalling, let it be either loose gravel or 
& close pavement, rides upon it without sinking into it. 

1057. “The solid and firm base thus obtained is equivalent to at least one- 
fourth of the metalling ordinarily put on roads. That proportion which is so 
frequently sunk and buried in the clay base, is saved; and it has been found 
that roads carefully formed and under-drained, with 9 inches of metalling, will 
better preserve their shape, and a hard and firm surface, than roads with 12 
inches of metalling without under-draining. 

1058. ‘‘ The practice, too, of laying faggots as a foundation is superseded by 
under-draining, except in cases of peat-bogs and deep spongy soils, where a 
layer of faggots is essential as a platform for the materials. In dealing with 
homogeneous clays, the use of faggots is much to be reprehended. Their elas- 
ticity keeps the base of the road in a constant fret and soft state, causing the 
clay to rise, and the metalling to sink between the branches and twigs of which 
the faggots are composed.” 

1059. For other information as to details of construction, cost, &c., the reader 
is referred to Mr Denton’s paper, which abounds in practical information on the 


subject. 


1060. Section Eiauru— Well-Sinking—Liquid-Manure Tanks—Horse Pond. 
—In well-sinking we confine ourselves to explaining the easiest method of sink- 
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ing shafts for wells in various soils, refraining from noticing the method of obtain- 
ing water by boring through the surface and the various strata, this involving 
the use of instruments and appliances not easily attainable by the farmer.. It is 
somewhat difficult to decide as to the localities most suitable for sinking a well 
so as to insure a regular supply of water at a reasonable depth. Mr Swindell 
(Rudimentary Treatise on Well-Digging and Boring. 18. Weale, London) gives 
the following as a few simple directions on this point :—* In the early part of 
the year, if the grass assume a brighter colour in one particular part of a field 
than in the remainder, or, when the latter is ploughed, if a part be darker 
than the rest, it may be suspected that water will be found beneath it. In 
summer the gnats hover in a column, and remain always at a certain height 
above the ground, over the spots where springs are concealed. In all seasons 
of the year more dense vapours arise from these portions of the surface, from 
which, owing to the existence of subterranean springs, a greater degree of 
humidity gives rise to more copious exhalations, especially in the morning or 
evening. The springs to which these rules apply are such as are only near 
the surface.” In trap-rock, water is not likely to be found; and in gravel, 
sand, or rich unctuous clay, digging to a considerable depth will likely be 
required before water is obtained. Water is most certain to be found in diluvial 
clay; this, although impervious to water, is here and there intersected with 
veins of sand, interspersed with small stones, on removing which water is found 
to ooze, and which may be collected in a pit formed in the clay. The follow- 
ing is the method of digging a well in such a soil: “ Let a circle of 8 feet in 
diameter be described on the surface of the ground, from whose area let the 
surface-soil be removed to be used elsewhere as compost. After throwing out 
adepth of 8 or 9 feet with the spade, let a winch and rope and bucket be set 
up to draw the earth out of the well. While the digging is proceeding, let a 
sufficient quantity of flat stones be laid down near the winch, by which to let 
them down to build the ring. A depth of 16 feet will most probably suffice ; 
but if no water is found, let the digging proceed to the requisite depth. A ring 
of 3 feet in diameter will be a large enough bore for the well: the rest of the 
space should be filled up with dry rubble masonry, and drawn in at the top to 
2 feet in diameter. Whenever the building is finished, the water should be 
removed from the well with buckets if the quantity is small, and with a pump 
if it be large, to allow the bottom to be cleared of mud and stones. A thick 
flat stone, reaching from the side of the ring to beyond the centre, should be 
firmly placed on the ground at the bottom of the well for the wooden pump to 
stand upon, or for the lead pipe to rest on. If a wooden pump is used, a large 
flat stone, having a hole in it to embrace the pump, should be laid on a level 
with the ground upon the ring of the well; but if a lead pipe is preferred, the 
flat stone should be entire and cover the ring, and the clayey earth thrown over 
it.” ; 

1061. In cases where the well has to be sunk in loose gravel or sand, a dif- 
ferent plan has to be adopted. The following is a specification of a method 
carried out by Mr Wilson, Dumbartonshire: ‘‘ The diameter of the well to be . 
3 feet 6 inches inside of the building, and the building, instead of rubble, to be 
of droved ashlar, each stone 8 inches broad in the bed, 12 inches deep, about 
213 inches long, in the chord of the arc of a circle on the one side, and 17 inches 
long in a straight line on the other side. The outside of the stones to be formed 
neatly to a circle, and their inside into an octagon. Beds to be square; ends 
. properly bevelled and wrought correctly to a mould; each course to contain 
8 stones of equal size; a ring-board to be formed of willow, not to taste the 
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water, 84 inches broad, 14 or 2 inches thick, and 4 inch larger than the 
outside circle of the stones, The ring-board could be made stronger in two 
courses of four pieces of equal size. In building upon the ring-board, the first 
course of stones to have the centres of their face raised perpendicular to the 
inside of the ring-board. The centres of each stone of the second course to be 
placed over the joints of the preceding course, and also perpendicular to the 
inside of the ring-board. The inside face of each stone being a straight liue, 
the inside diameter of the well being 34 feet, and the ring-board being correctly 
made, the inside ends of each stone will be back 14 inch from the centre of the 
face of each stone in the course immediately above it, and so on with every 
course. A small stick, made as a gauge at one end, of 13 inch length, will be 
found handy for setting the stones. The outside circle must be most carefully 
made. "The upper course to form a square instead of an octagon for the covers 
to rest on, and to slope to one side, to carry the water off the top of the well. 
The covers to be droved, and in three pieces, one of which to cover the build- 
ing on one side and half of the well, and to be half-checked where the other 
two stones meet it in the middle, and they are to be half-checked into it, also 
half-checked into each other where they meet in the middle, and to cover the 
other side of the building. One of the stonea covering a portion of the well to 
have an iron ring in it, by which to lift it freely out of the checks of the other 
two stones. The joints of the covers to be filled with putty well mixed with 
whitelead, to prevent water from the surface getting into the well." 

1062. The method of sinking the well is thus described by Mr Wilson: “ I had 
the stones dressed, droved toa mould as specified, and all ready before breaking 
ground, when I made a rod 2 inches longer than the extreme diameter of the 
ring-board ; described the circle on the surface with it, and gave it to the 
labourer as a gauge, that he might not take out any more sand and gravel than 
was necessary to let the ring-board in with ease. I had about 5 feet of gravel, 
which I should always like to go through before laying in the ring-board. There 
were then 2 feet of fine sand, when water appeared by taking a shovelful out of 
the centre, Ithen ordered the ring-board to be put in and levelled, and built upon 
to the top of seven courses, filling up as it was built the back of each course 
with fine sand, loosely put in with a shovel, to steady the building when sink- 
ing. I then commenced taking gravel out of the centre with a short shovel, 
and a bucket with a rope attached to it to be drawn up with a winch and handle. 
In about three hours of an afternoon there was about a foot of water. Next 
day I commenced taking out a barrowful of sand, aud two or three bucketfuls 
of water alternately, till in other three hours I had got down altogether about 
11 feet 6 inches, when the water flowed in so much that I could not proceed 
further, and it rose to its level of 3 feet 8 inches. The building went down 
steadily, and did not seem to be an eighth of an inch off the level at which it 
was first set. Other four courses were then built, and the covers put on, and 
the pump-frame erected several feet from the side of the well, where an inclined 
plane and gutter had been formed to carry off the water. The pump I use isa 
copper chamber, 4 inches in diameter, with brass boxes, and a 2-inch lead pipe 
attached to the chamber, and laid into the well through the side of the building 
about 2 feet below the surface." 

1063. Where the interior of the wall is faced with bricks—“ steined," as it is 
termed—a simple method of proceeding is as follows: A drum-curb is provided, 
being a circular frame of wood, with a strong flat ring, of the same diameter as 
the intended well at top and bottom, the breadth of the ring being equal to the 
breadth of a brick; the depth of curb is 5 feet or so. The ground being exca- 
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vated to a depth equal to that of the curb, this is lowered into the excavation. 
The operation of digging is continued, the curb gradually descending—the 
excavated earth being removed by buckets lifted by tackle supported above the 
excavation by a triangular frame. The steining or brickwork is then built on 
the upper ring of the curb; the bricks are laid without mortar, care being taken 
to arrange them so as to keep the form of the circle as perfect as possible, each 
course breaking joint with the one under it. As the sinking of the curb goes 
on, the laying of the bricks is proceeded with, until the necessary depth is 
obtained. It is scarcely requisite to point out the absolute necessity of making 
all wells circular ;—the sides of square ones would inevitably be forced in. 

1064. Of all the methods in use for raising the water from wells that are of 
greater depth than when the common pump can be used—namely, 30 feet—that of 
the ascending and descending buckets (the empty one descending as the full one 
is being pulled up) forms the simplest. The buckets must be comparatively heavy 
to allow of their sinking into the water on being let down. The rope to which the 
buckets are attached is wound round a wooden barrel, revolving on two uprights 
at each side of the well mouth, and turned by a winch or handle. The well- 
covering should be made in two halves, opening upwards, and hinged at the 
outer edges to a wooden frame placed round the mouth of the well. A small 
space should be left between the edges of the flaps, to admit of the rope passing 
freely. A small curb-wall should be made round the mouth, in order to prevent 
surface-water running into the well; and a railing, some 3 or 4 feet high, to 
prevent children having access. | 

1065. Liquid-Manure Tanks.—Tanks are not required on every kind of farm. 
On carse farms, where much straw and little green food is used, there can be no 
liquid manure ; and on pastoral farms, the stock confined in winter in the stead- 
ing are too limited in number to afford much of that material. On dairy farms, on 
the other hand, where many cows are maintained, and much green food consumed 
by them in byres, tanks should be constructed for the advantage of the pasture- 
land. The practice of the farmers of Flanders might be usefully followed on all 
small dairy farms, by constructing a small tank under ground in every byre, the 
contents of which might be enriched with rape-cake and othervaluableingredients. 
These enriched contents, employed as a top-dressing on pasture and forage 
land, would increase their produce, for the support of the cows, very consider- 
ably. A tank to a dairy farm seems, therefore, indispensable, and it should be 
of large dimensions, to meet any enlargement of the dairy. On farms of mixed 
husbandry, if the steading is furnished with rain-water spouts, and the stock 
well supplied with litter, much liquid manure cannot be collected. Under that 
system we had a circular tank of 12 feet in diameter and 4 deep, connected 
with well-planned courts by neatly-built drains provided with good gratings, and 
the courts were defended from being deluged with rain-water by capacious rain- 
water spouts, and care taken that the cattle were always provided with a suffi- 
cient quantity of litter—with all which accommodations every well-appointed 
steading should be supplied. The tank was not filled in the course of the sea- 
son above three times—a quantity not worth while providing a liquid-manure 
cart to take it to the field; and even this small quantity was solely derivable 
from heavy rains and melting snows fora few days falling directly into the 
courts, and causing a surplus of water, which was readily conveyed into the 
tank by the drains. The ordinary supply of the liquid manure was merely a 
few drops from the sole of the drain into which all the other drains merged. 
The sole of this drain was only 4 feet above the bottom of the tank, and, except 
after rain or snow, the liquid manure never reached that height. Still, wher- 
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ever cattle are housed and fed in large numbers on turnips, a tank should be 
constructed with drains, to keep the courts comfortably dry. 

1066. There are several circumstances to be taken into consideration, before 
proceeding to construct a tank for liquid manure. When a tank is made deep, 
such as a well, the building of the lower part, as well as of the sides, will 
require to be particularly strong, to resist the equal hydrostatic pressure of the 
fluid on all sides within it, and, of course, will be so much the more expensive 
in construction. A tank should therefore be shallow, to be economical in con- 
struction, and not deeper than 6 feet below the sole of the drains which bring 
the liquid manure, It is very desirable to have the tank covered, for the sake 
of protection against accidents, and against undue action of the atmosphere 
upon the liquid. The most durable covering is an arch; and, to keep the cost 
of that within bounds, the tank should be narrow, not exceeding six feet. The 
desired capacity of a tank will thus be attainable by extending its length. A 
tank should neither let iu nor let out liquid. To prevent its letting in water, 
a drain should be formed where there is the slightest appearance of it in oozings 
or a spring ; and to prevent the liquid getting out, a puddling of clay should be 
used, where the subsoil does not consist of tenacious boulder clay. The clay 
for puddling should be well pugged, or beaten into the consistency of putty. 

1067. A considerable fall is required along the floor of a liquid-manure tank; 
and a roomy man-hole should be made in the arch of the roof at each end, and 
at the deepest end a third opening for a pump. 

1068. To know the size of tank required for any particular case, an allow- 
ance of 1000 gallons for every cow is a good criterion on a dairy farm, and that 
number of gallons occupies 162 cubic feet. When enlarged tanks are desired, it 
is better, because cheaper, to have parallel rows of narrow tanks contiguous to 
each other, than to extend the breadth or length and increase the depth of the 
dimensions given above (1066). In a series of parallel tanks, the common walls 
support the arches on both sides. 

1069. A tank of 72 feet in length, 6 feet wide inside, and 6 feet deep below 
the soles of the drains, contains about 2600 cubic feet, and, with a pump and 
the carriage of materials, would cost about £24.* 

1070. Mr Milburn, Sowerby, by Thirsk, gives the cost of constructing a liquid- 
manure tank, 134 feet in length, 64 feet in width, and 6 feet deep, inside mea- 
sure, with brick in length, and plastered with Roman cement—a size suitable 
to small holdings—in these terms :— 


Length within, . ٠ i à 13 
Width, . . ; " ; 6 
6 


Depth, = 19} اد‎ aru 
Cutting over all, at 8d. per yard, 
Walling, including bricks in ent) and mortar around them, at "a 


per yard, 6 8 0 
Plastering and cement, : ‘ : , . . 016 O0 
Covering and flags, . : ; : é ; . 215 0 

£10 6 9t 


1071. À simple and convenient mode of collecting the liquid manure of a 
dairy farm—of from 130 to 170 acres, with a stock of cows from 14 to 24, with 
young beasts and horses—has been practised by Mr M'Lean, Braidwood, and 
Mr Wilson, Eastfield, both near Penicuik, Mid-Lothian. Drains are formed from 


* Transactions of the Highland and Agricultural Society for March 1846, p. 292-8. 
+ Ibid., vol. xiv. p. 280. 
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the byres and stables into one main drain, the mouth of which happens to be 
elevated as high above the ground below it as to admit a liquid-manure barrel 
—a common butt, mounted on its cart—to stand under it, and receive the liquid 
direct into the bung-hole ; and as the barrel becomes full, it is carted away, and 
its contents emptied on the field. The barrel contains 150 gallons, and is 
usually filled three times a-week. When there is an excess of liquid, in con- 
sequence of much rain, it is allowed to run into the dunghills below the drain, 
and, after saturating them, flows into an open shallow tank, from which it irri- 
gates at pleasure a drained mossy field laid down to perpetual grass. 
1072. The cost of these drains is thus given by Mr Wilson :— 


In under-byre, including cover of the main drain, 7 : : £2 2 6 
In upper-b , i f 16 0 
Stable pavement, grates, and cost, of putting them i in, . i 2 0 0 
Drains from dwelling-house and scullery, including grates 015.0 
Expense of cutting a road, to allow the bung- hole of the barrel to be placed 
lower than the main drain, 010 6 
£6 14 0 
peee] 


1073. A common butt, of the above capacity of 150 gallons, sunk into the 
ground, forms a good and convenient tank for the use of a labourer’s cottage, 
and, retaining all the liquid refuse from the house, would afford ready means of 
manuring a portion of the garden. 

1074. The rationale of the construction of liquid-manure tanks is this :—The 
cistern for collecting liquid manure in the farmstead, though apparently simple 
in its construction, being merely a covered pond or a well, yet serious errors 
are frequently committed in its formation. The first and most important consi- 
deration for the formation of the cistern, is the effect of hydrostatic pressure ; 
inattention to this has caused the failure of many such cisterns, The liquid 
we have here to deal with, like all other fluids, acts on the bottom and sides 
of the vessel or body that contains it, with a pressure directly in proportion to 
the depth at which the fluid stands, without reference to either length or 
breadth; that is to say, suppose a cistern, whose bottom is 12 inches square, 
and its depth 10 feet, filled with water, every square inch in the bottom will 
suffer a pressure equal to the height of a column of water whose base is one 
inch square and 10 feet, or 120 inches, in height. "The weight of such a column 
will be 43 Ib. nearly, and this would be exerted on every square inch on the 
bottom, or the whole pressure on the bottom would be 625 lb., the weight of 
10 cubic feet of water. There is a natural law that governs the pressure of 
fluids, which shows us that they press equally in all directions, downward, 
horizontally, and even upwards, the last arising from the general statical law, 
that * action and reaction are equal, and in opposite directions." It follows, 
from these hydrostatical laws, that the lowermost portion of each side of our 
supposed cistern will suffer a pressure from the water equal to that which acta 
upon the bottom—hence, taking the lowermost inch in the height of the sides 
of this cistern, it will be pressed with a force of 524 lb. or thereby, or 44 lb. 
on the square inch, and each of the four sides will suffer the same pressure. 
Suppose, now, that the cistern is elongated in one direction to any number of 
feet, and again filled to the depth of 10 feet, the pressure on each square foot 
of the bottom remains the same as before, and so in like manner does it remain 
the same upon the sides; for the pressure is not altered in any direction, 
although the proportion of the cistern has been changed. Keeping this in 
view, it will be seen that length and breadth produce no effect on the pressures 
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that a fluid exerts against the vessel or body that retains it; and that, in 
calculating the resistance to sustain such pressures, depth is the only element 
requiring to be taken into account. It is also to be kept in view, that pressure 
on the bottom or sides is directly as the depth; thus, if our supposed cistern 
were reduced to 5 feet in depth, the pressure on the bottom would only be one- 
half, or 2} Ib. on each square inch. 

1075. The conclusion to be drawn from these remarks is, that a cistern, in 
the form of a pit or well, should be always avoided, unless it can be formed in 
a natural bed of impervious clay. When such a substratum can be attained, a 
pit may be adopted, but not otherwise. If such has been found, and the pit 
dug out, it should be lined with brick, or with stone built in mortar, the bot- 
tom being first lined with the same materiaL When the building approaches 
to the surface, the wall can be gradually reduced in diameter to a small com- 
pass, leaving only an opening of 2 to 3 feet square, which is covered in at 
small expense; and the saving in this last item is the only apparent advan- 
tage that seems to attend the practice of pit cisterns. Deep cisterns are liable 
to another inconvenience—of their becoming recipients of spring or of drainage 
water; and it is sometimes more difficult to keep such water out than to keep 
the proper liquid in; for if springs and their origin lie at considerable heights, 
their hydrostatic pressure may be so great as to render the prevention of access 
to their products a process of great difficulty. 

1076. A cistern of moderate depth, not exceeding 4 feet below the outfall of 
the drains, may be constructed in any situation, whether in gravel or in clay, 
and its length can be extended so as to afford any required capacity; the 
breadth being restricted to that for which materials for covering it can be 
most easily obtained, which may be from 3 to 4 feet, or, if arched, it may be 
6 feet. Whatever be the stratum in which such a cistern is to be formed (un- 
less it be perfectly impervious clay), it should be puddled to the thickness of 
at least 1 foot with the best clay that can be procured. For this purpose, the 
earthy matters are to be dug out to a depth of 1} foot lower than the intended 
sole, and to a width of 4 feet more than that proposed for the cistern. Two or 
three thin layers of the prepared clay are then to be compactly laid over the 
whole breadth of the excavation, and beaten firmly together at all pointe, 
making up the depth to 1 foot, and the surface of it brought to a uniform level. 
Upon this the side walls are to be founded, and these may be of brick 9 inches 
in thickness, or of flat bedded rubble stones 14 inches. The wall should be 
built in successive courses of about 1 foot in height, the whole being bedded 
in mortar; and, as each course is completed, the puddle is to be carefully laid 
and beaten in behind, in layers of 6 inches or thereby, the first layer being pro- 
perly incorporated with the foundation puddle, and each succeeding layer with 
the one immediately preceding it. To prevent the side-walls from being pushed 
inward by the pressure of the puddle or of the bank, tie-walls of brick or of 
Stone should be formed at every 5 feet of the length of the cistern. "These may 
be 9 inches of brick, or 14 inches of stone, and they must have conduits formed 
at the level of the sole, to allow the liquid to run towards the pump. The sole 
should be laid all over with brick set on edge, or with strong pavement jointed, 
the whole having a slight declivity towards one end, where a small well-hole 
of 9 inches in depth is to be formed to receive the bottom of the pump. The 
brick or pavement, as the case may be, is to be bedded on the puddle, and 
grouted flush in the joints with mortar; and when the walls and sole are built 
up, they should then be pointed in every joint with Roman cement. The 
covering may be effected with strong pavement, of length sufficient to rest on 
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the side-walls, laid and jointed with mortar; or with rough found-stones, where 
such can be procured ; and if neither can conveniently be found, a beam of sound 
Memel fir may be laid along the middle of the cistern, resting on the tie-walls, 
and, with this bearer, stones of half the length will be sufficient to form a cover. 
A thin layer of clay may be laid over the stone covers, and upon that a coat 
of gravel. To prevent accident, it is always desirable to construct the cistern 
in a situation where it will be as little as possible exposed to the transit of 
carts; and this may be always obtained at a small additional expense of covered 
drain to convey the manure from the dunghills to the cistern. The best and 
most secure plan, no doubt, though the most expensive, is $o cover the cistern 
with an arch of stone or brick. 

1077. The pump for lifting the liquid from the cistern to the cart may be 
either of wood or cast-iron, but the latter is preferable. A common sucking- 
pump of 34 inches chamber is quite sufficient; the chamber should be bored 
out, and the pump-boxes, for durability, should be also of metal, with leathern 
flap-valves. The height of the pump should be such as to deliver the liquid 
freely into the funnel of the barrel or tank; but if this height is found to raise 
the pump-lever above the reach of a man’s hand, it is only necessary to joint 
a light connecting-rod to the lever, its lower end being furnished with a cross 
handle, and by these means the pump-man will be able to work the pump in 
the same manner as the lower end of the common pit-saw. 

1078. Forcing and lifting pumps have been proposed, and even employed, for 
the purpose we have here in view, though with questionable propriety; and 
here it may be proper to explain, that by the term force-pump is to be under- 
stood a pump that raises water to any height above the point where the power 
is applied, by the descent of a solid piston acting in the chamber of the pump, 
sending the liquid into an ascending pipe, which springs from below the piston. 

1079. The lifting-pump differs from this in having a valved piston through 
which the liquid passes, as in the sucking-pump, on the descent of the piston; 
and, on its ascent, the valve being now closed, the liquid is lifted and forced 
into the ascending pipe, which, in this case, springs from above the piston, the 
chamber being closed at top with a water-tight stuffing-box. From this brief 
description, the simplicity, both in construction and in management, of the 
sucking or common pump, 88 compared with the other two, will be obvious, the 
cost being also in favour of the first. 

1080. Construction of Tank for the Waste Urine from a Dunghill.—Mr James 
Porter, in his prize essay (“ Report on the Saving and Application of the Liquid 
Manure of a Farm”—Transactions of the Highland and Agricultural Society, 
January 1857), gives the following description of a cheaply-formed tank, erected 
in a circular form, 10 feet diameter and 7 deep = 550 cubic feet, capable of con- 
taining 3427 gallons, or about 184 tons weight. “ When the pit was exca- 
vated, a puddle of clay was laid on its bottom about 12 inches deep, firmly 
beaten down and causewayed over with pebble-stones. The sides were then 
built round with a rough stone-and-lime wall 18 inches thick; and as the build- 
ing advanced, a puddle of clay the same thickness was carried up between it 
and the back. The pump was then set in the side next the dung-pit, in a 
hollow in the bottom left for receiving it. The tank had then a close cover- 
ing of strong rough wood, as far below the adjoining ground as admitted of 
6 inches depth of gravel being laid over it. As more sediment was expected 
to collect in this than the other tanks, a trap-door was put in to allow its being 
cleared out. The tank of itself is perfectly close, and as suitable for the pur- 
pose as could be desired. The wooden covering is no doubt perishable, and will 
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at times cost some expense in renewing it, but which will only happen at con- 
siderable intervals, as wood lasts for a long time below ground. I have con- 
structed several oblong tanks in this way, and always found them to anewer 
the purpose well; with plenty of good clay well puddled in, it is quite prac- 
ticable to make them perfectly water-tight, and as suitable for preserving urine 
as cemented tanks constructed of pavement or the best ashlar work. in 
Where the ground is wet and spongy, it ought always to be deeply drained 
around all dunghills and urine-tanks." | 

1081. Flemish Liquid-Manure Tanks.—The tank is frequently constructed 
underneath the stable and cattle-house, the liquid being led to it by open gutters 
running along in front of the stalls. Part of it projects beyond the wall, as in 
fig. 256 at a, and is provided with a well-hole 5, through which the liquid is 
taken when required for use by means of a 
pump, or long-handled ladle. The aper- 
ture is closed at other times by a wooden or 
stone cover c, as shown. Brick is used in 
its construction, and the bottom and sides 
are well cemented, to make the whole water- 
proof. Sometimes the tank is divided into 
various compartments, as in fig. 257, at 
a b c d e and ور‎ these being designed to 
hold the liquid manure collected at different 
periods. 

1082. But not only are tanks provided at 
the steadings: in many districts, as in the 
flax-growing district of Courtray, they are 
built at the roadside, at the edges of the 

Fig. 257. fields, in order to facilitate its application. 

.—-—-— مم مم‎ ———— —-, These are usually made to contain the 
| vidanges—by which term is meant human 
f excrete—which are collected from time to 
time in the towns, and carted out to the 

rural districts. In fig. 258 we give a trans- 

verse and a longitudinal section of a road- 

side tank. The manure is supplied to and taken out of the tank through the 
man-hole door a, shown in the transverse section to the left: this is usually 
kept closed by means of a stone or wooden cover. But a second aperture b, 
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is provided at the end of the tank, which is always kept open, to allow of the 
ingress of air and the egress of the foul emanations. The crown of the arch 
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rises a considerable height above the level of the surrounding ground, and the 
whole is covered with earth or turf, c c, so that in process of time the structure 
is grown over with grass, presenting the appearance of a verdant semicircular 
mound with rounded ends. 

1083. Horse-Pond.—'Tho most convenient form of the horse-pond, at the stead- 
ing, is open at the one side and fenced at the other, of considerable width, and 
the clear water to come in at the upper end, and flow away at the lower. 

1084. The pond should have a hard bottom to resist the action of the horses’ 
feet, and it should not exceed a depth beyond the horses’ knees. When on clay, 
small gravel is beaten into it, and upon this should be made a causewaying of 
small round stones imbedded in sand and beaten down with a rammer. When 
the bottom is gravel, it should be puddled with clay first beaten smooth with a 
wooden rammer, and mixed with a fourth part of its bulk of slaked lime, to pre- 
vent injury from worms. After the mass has soured for a time, let large balls be 
formed of it, and forcibly thrown upon the prepared bottom of the pond, and 
beaten down with a rammer until a coating of 6 or 7 inches or more in thick- 
ness is formed. The gravel and cansewaying are placed above the clay. The 
water should not be let on until the paving and clay have consolidated a 
little, and it should be brought on and off the pond without a fall. At such, 
ee a number of horses can drink at once, and pass one another in washing | 
their feet. 


1085. Section NiNTR— Fittings of the Farmhouse, Cottage, and Steading. 

1086. Paving- Bricks— Floors— Peake’ 8 Terro- Metallic Paving- Bricks.—In fig. 
299 we give a diagram of oblong, in fig. 260 diamond or lozenge-shaped, and 
in fig. 261 square- 
shaped bricks of this 
material. The price 
of fig. 259, 9 inches 
by 44, blue or red for 
intersection, £4, 10s. 
per 1000, or about 2s. 
1010. per square yard. 
The price per 1000 of 
those in fig. 260, 5 
inches by 5, and 1 inch RX sen ae 
thick, red or blue, with ۱ : PRAXE'8 DIAMOND PAVING-DIUICKS 
cut ones to divide, ig PEAKE 8 OBLONG PAVINQ-BRICEKS. 
£3, 13s. 6d., or 4s. 6d. per square yard. The 
price per 1000 of those in fig. 261, 6 inches square, 
fA, 5s., or 28. 103d. per square yard. The ad- 
dress of the manufacturer is, Thomas Peake, Tun- 
stile, Staffordshire Potteries. 

1087. Hexagonal Paving-Tiles—Hollow Bricks. 
—Hexagonal, or six-sided tiles, would bind well in 
with one another. The best mode of making floors 
with the top covering of tiles would be thus: 
Well beat the bottom of the foundation; place a 
layer of stones on this, of sufficient size to pass 
through a ring 14 inches diameter; pour over 
this a mixture of coal-tar and clean sharp sand 
—three parts of the latter to one of the former; press this closely down; 


Fig. 259. 
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Fig. 201. 


PEAKE'S SQUARE PAVING-RRICKS. 
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when partly consolidated, throw on another layer of stones, and above this 
another of the tar and sand. When the upper is nearly consolidated, but 
not hardened, place the flat tiles, beginning at one end, and advancing in such 
a manner as to leave no footsteps on the soft material. Instead of tar and sand, 

Fig. 262. consistent clay, in a partly fluid state, may be used, 
and allowed to consolidate before the tiles are laid on. 
The tiles should have projecting knobs or snugs on 
their under side, which would, when pressed into the 
soft materials beneath, keep them in their places. If, 
however, the tiles were hexagonal, there would be 
sufficient bond to keep them in their places. Fig. 262 
represents the position of the hexagonal tiles: the 
round dots represent the position of the projecting 
knobs or snugs on the under side; a a the tiles, bb 
the line of wall; as the tiles, from their shape, will 
leave in some places triangular spaces, as c c, these 
may be filled up with cement or asphalt, or pieces of 
tile might be made of the shape: this will be the same 
size at all places, the angles being invariably equal 
Fig. 263 represents the position of square tiles laid angularly, having pro- 
jections or tongues on one side, with corresponding grooves to fit into them; 
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Fig. 263. a a the tiles, b b the tongues and grooves. Hollow bricks 

i are admirably adapted for ground floors. Fig. 264 shows 

y ON rig. 34, Mr Rawlinson's improved form of hollow 

E “cT brick. The following is Mr Roberts's plan 

1 j of forming hard, cheap, and durable floors: 
کی‎ EA ٦ A foundation or substratum should be pre- 
SN pared about 6 inches thick, with coarse 
b tay gravel, or brickbats and lime-core, well 
OEE i OF PAVING- beaten tO 8 level surface. In damp gitua- 


tions, tar may be added to the concrete on 
which the ash-floor is to be laid, thus prepared: Take good washed sand, free 
from all earth and stones, together with the ashes of lime fresh from the kiln, in 
the proportion of two-thirds of sand and one-third of lime-ashes (where obtain- 
able, the substitution of one-third of smiths' ashes or pounded coke for one- 
half of the sand increases the durability and hardness of the floor) ; mix the sand 
and lime-ashes well together, and let them remain in a body for a fortnight, in 
order that the lime may be thoroughly slaked ; then temper the mortar, and form 
the floor with it 3 inches thick, well floated, and so worked that it be not trodden 
till it has lain for three days, or according to the dampness of the weather, 
when it should be well rammed for several successive days, until it beoomes 
hard—taking care to keep the surface level; then use a little water, and smooth 
it with a trowel; after this keep the floor free of dirt, and when perfectly dry it 
may be rubbed over twice with linseed-oil, which gives the appearance of stone in- 
stead of sand, The price paid for such floors is about 6d. per yard for labour, and 8d. 
for material In cases where cottages are built on the fireproof principle adopted 
by Mr Roberts, or on the patent system of Mr Barrett, the floors in the upper 
rooms, if any, may be made in the same economical way as those on the ground. 

1088. Asphalt Floor.—As a cheap and excellent floor, we would recommend 
asphaltum to be used. It has been adopted in similar cases with marked suc 
cess, and we are not aware of any valid objection against its use. It is prefer 
able, in every point of view, to stone or porous brick. An asphalt can be made 
by mixing boiled coal-tar with powdered chalk or bricks. Dr Ure, a high 


ROOF-TILES. 261 


authority, says it is equal to the natural kind. The mode of laying asphalt 
floors is simple. Place a layer of small gravel-stones, about 64 inches deep, in 
a dry and well-beaten foundation; pour the asphaltum (which must previously 
be melted iu a caldron), when boiling, over this to any convenient thickness; 
spread it smoothly and press it down; sift some very small powdered stones 
over the surface, press them down with a flat wooden trowel, and, when 
hardened, the operation is finished. The best material—after wooden boarding, 
which we look upon as the “ standard " material for all floors of living-rooms— 
that can be used for the laying of ground-floors is hard glazed earthenware tiles 
or slabs; these would imbibe no moisture, be easily kept clean, and may be 
looked upon as nearly indestructible. 

1089. Roof -Tiles.—1n fig. 265 we give a diagram of Peake’s plain, and in 
fig. 266 a diagram of ornamental, tiles. Size of fig. 265, 10% inches by 7; 
price per 1000, £3, 58—about £1, 12s. 6d. per square of 8-inch gauge. 
Size of fig. 266, 10% inches by 7; price per 1000, £3, 17s. 6d.—about 
£1, 138. 9d. per square. In fig. 267 we give a diagram of Peake's ridge-tiles ; 


Fig. 265. Fig. 266. 
PEAKE 8 OBLONG KOOF-TILES. PEAKE'S ROOF-TILES WITH 
ROUNDED ENDS. PEKAXE'8 RIDGE-TILES. 


a to cover the joints of the flat tiles b; price of a, 9d. per pair; price of b, £10 
per 1000. In fig. 268 we give a diagram of Peake's quoined valley, and in 
fig. 269 of hip-tiles. Price of fig. 268, 32d. each; of fig. 269, 41d. each. In 
fig. 270 we give a diagram of ridge-tiles, and in fig. 271 grooved ridge-tiles, in 
the groove a of which the ornamental tiles shown in fig. 272 are fitted. 


Fig. 268. 


Fig. 270. 
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ORCOVED RIVGE-TILES. 


ORNAMENTAL TILES TO PIT IW GROOVES OF VIDOR TILES, A9 US FIO. 771. 
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1090. Corrugated Roof-Tile.—1n fig. 273 we give a drawing of this tile, 
manufactured by Messrs Norton & Borrie, and in fig. 274 a hollow roof-tile by 
the same firm. 


Fig. 274. 


CORKUGA:B:: TILE. 
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1091. Beadon's Eave or Gutter-Tile.—In fig. 275 we illustrate this tile in three 
forms, a cb. It is simply a tile with its end turned up at right angles. Each 
tile is cemented to the next adjoining, forming a water-tight joint. 


Fig. 275. 


BEADON'8 OUITIER-TILESB. 


1092. Asphalted Felt Roof-Covering.—A species of covering for boarded roofs, 
whether of iron or timber trusses, much used, especially for temporary agricul- 
tural erections, is the **asphalted felt" manufactured by Messrs M‘Neil & Co, 
Bunhill Row, London. It is also well adapted for placing underneath rafters, 
as, from its non-conducting powers, it tends to exclude the heat of the sun and 
the frost of winter. It is also used for lining damp walls, &c. The materials 
of which it is composed are strong and durable fibres, with a mixture of hair, 
thoroughly saturated with the best bitumen or asphalt. It unrolls as easily 
as any other ordinary cloth, and is manufactured in any given lengths, to suit 
the buildings proposed to be covered with it. The width—namely, 32 inches 
—is the same for any length. The manufacturers, whose address we have 
given, present purchasers, or parties applying, with a book so full of practical 
instructions as to its use, and with diagrams showing every species of roof- 
construction, &c., for which it is adapted, that we deem it unnecessary to g0 
further into the matter, save than by giving comparative estimates, furnished 
by the manufacturers, of the cost of roofs on which the material and the ordi- 
nary slate and timber are used :— 
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SLATE COVERING FOR A ROOF 40 FEET LONG AND 24 FEET WIDE, ADAPTED 
FOR A SHED, ETC. 


Inches. 
3 tie-bearers, 24 feet 6 inches long, . i 4 by 6 á Ba 
6 principals, 16 „ 6 ور‎ n j ; 4by5 | ات‎ 
3 king-poste, ll, 6 , » 4by 4 ) 8 
6 struts, 8 6 5 vw . . 4by4 i £15 12 0 
8 purlins, 10, 6 وو‎ » . 3 3 by 41 TE 
60 rafters, 17 رو 6 رر‎ 5 1 4 by 2h] ع‎ 3 
Ridge-piece, 40 , 6 » » . . Thy ع رپا‎ 
Battening for slates, . à 4 è : i , š 2 10 0 
15 squares of slating, with metal nails, &c., at 28s., . j 21 0 0 
| £39 2 0 
5 س‎ 
SAME ROOF, WITH ASPHALT FELT. 
Inches 
6 principals, each 15 feet long,  . , 8 by5 نے(‎ 
3 ties, 18 , , . . 8 byd5 (8g 
24 purlins, 10 ^» 2 وو ور‎ Zee 47 7 ? 
Ridge- piece, 40 6 by 14)2 


1160 square feet of 2-inch or j-inch boarding, including fixing, 7 5 0 


The necessary felt, including everything, . 610 0 


0۷ اط 


1093. The price per square foot of the felt is 1d., the width of the pieces 
being invariably 32 inches. The length as desired. 

1094. Blue and Grey Slates for Roofs.—We now propose to add a few 
remarks on the mode of laying on blue and grey slates as a covering for 
roofs, The blue or ordinary slates are laid either upon close boarding or 
upon battens, the width of which varies from 2 to 3 inches. The use of 
battens is more general than close boarding, as it is cheaper. Before lay- 
ing the slates, the sides and the under edge are trimmed. The under 
surface of a slate is called the bed, the upper the back, its upper edge the 
head, and its lower edge the tail By the term margin is meant that part 
of the slate which, on the finished roof, is exposed to view—the width of 
this being termed the gauge. The lap of a slate is the distance which its 
lower edge overlaps, when laid in its place, the course of slate immediately 
beneath ; this lap should never exceed 3, nor be less than 2, inches. When 
battens are used, the distance between them will of course be regulated by the 
sizes of the slates. The holes through which the nails are driven to secure the 
slates to the batten, are punched as near the head as possible—the holes being 
equidistant from the lower edge or tail. The duchess slate, the size of which 
is 24 inches by 12, will give a gauge, or exposed surface of 8 inches, the 
lap being 2 inches; with a lap of 3 inches, the gauge will be only 6 inches. 
Each slate should be fastened with two nails, these being best of copper; zinc 
or iron nails may be used; if of iron, to prevent them rusting they may be 
put in boiled oil, or steeped in a hot solution of coal-tar. Slating is well exe- 
cuted when the tails lie very close to the backs of the course below. In slated 
roofs, the hips and ridges are generally finished with lead. A cheap method 
of finishing is sometimes executed, in which fillets of slate are made to cover 
the ridge-boards and hips—the whole being well bedded in putty, and nailed 
down with a nail at each end. Ornamental ridge-tiles and slates are now much 
used. A cheap plan of covering roofs with slates has been recently introduced, 
which requires no battens. To the upper surface of the rafters a fillet of wood 
ig nailed, this being about 1 inch thick, ? inch broad at the bottom, where it 
فا‎ nailed on to the rafter, and 1 inch broad at the upper surface; the taper is thus 
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the wrong way. The edges of the slates are brought up to the fillets, and the 
joint well made with putty. A neat joint may be made by nailing a roll over 
the two slates—this roll being nailed to the central fillet. Slates for the roofs 
of steadings are sometimes set with battens after the manner of tiles, the under 
surfaces being made good with mortar worked into curves. 

1095. Grey Slates require the roof to be lathed in the same manner as tile, 
but, not being of a uniform size like tiles, they are assorted to sizes in the 
quarry. The larger and heavier slates are put next the eaves, and gradually 
diminish in size to the ridge. The course at the eaves is laid double, slate 
above slate. Every slate is hung upon the lath by a wooden pin being passed 
through a hole at the upper end, and, on being laid on, the slates are made to 
overlap at least one-third. Grey slates should either be bedded and shouldered 
in plaster-lime, or laid on moss, the latter making the warmer roof. 

1096. The flanks are made of slate, but the ridge is covered with droved 
angular ridge-stones of freestone. As this species of roofing is not adapted to 
pavilion roofs, the peands should be covered with lead; but the safest form of 
roof with grey slates is with upright gables. ' 

1097. Flat tiles are simply fastened to the battens by pegs passing throngh 
holes in the upper part. In the ordinary-shaped tile, or pantile, projecting 
parts are provided at the back of each tile, by which it is attached to the lath. 
In fig. 274, we have illustrated a form of hollow roofing tile. 

1098. Earthenware Staircase—In fig. 
276 we give a view of Norton & Bornes 
fireproof staircase. 

1099. Heating of Apartments, Grates, óc. 


oe er” `  —Figs. 277 and 279 are a section and 
۹ EM P^ 


Fig. 276. 


m 


plan showing method of heating upper 
TP rooms from the kitchen fire. The hot-air 
D f chamber a is formed of cast-iron, of the 
od same width as the fire, and extending from 
1 the bottom of the grate to a few inches 
over the top of it. The cold air is brought 
in by the flue Û, formed in the thickness of the wall, and after circulat- 
ing through the cells into which the chamber is divided, and being thereby 
warmed, it is conveyed to the floor above by the flue c, and thrown into 
the room at an opening in the skirting, fitted with a valve. d is a ventilator in 
connection with a ventilating flue, shown by the dotted lines above : it is formed 
as close as possible to the kitchen flue g, the heat of which, being by this means 
communicated to the ventilating flue, produces an upward current, and thus 
promotes ventilation. By connecting the hot-air flue with the ventilating flue, 
as shown at f, the hot air, when not required, as in summer, may be allowed to 
escape, and in this way it will also assist ventilation. Thus might an iron 
kiln floor, placed over the engine-boiler in the steading, form a convenient 
chamber for drying, by means of heated air, grain, sacks, and barn-cloths. 
1100. When vent-linings are used, the ventilating and smoke flues may be 
formed in one piece, as shown in fig. 278, the large opening being the smoke- 
flue, and the small one the ventilating flue. In those parts of the country 
where fireclay is expensive from the long carriage, vent-linings of well-bumt 
common clay may be used: the first 3 or 4 feet should be of fireclay. 
1101. With a view to prevent smoke, a small flue is formed of 2-inch drain- 
tiles, built into the wall as at e, figs. 277 and 279 (it may also be brought in 
under the floor of houses already built), extending from the outside of wall to 
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PLAN SHOWING MODE OF HEATING UPPER ROOMS FROM A KITCHEN PIRE. 


the inside of jamb, covered at both' ends by a grating, thus providing a supply 
of air for the fire, and thereby preventing draughts. The smoke-flue should be 
carefully contracted over the lintel, as shown by the dotted lines in the left- 
'hand diagram in fig. 280. In many instances it has been found an effectual 
preventive of smoke to contract the flue, as shown by the inner dotted lines A, 
fig. 277, widening gradually to the full size above. 

1102. Pierce's Fire-Lump Stove-Grates.—In fig. 280 we illustrate a form of 
ventilating stove which enjoys a high reputation for efficiency: a, a a is the 
fresh-air channel, 6 warm-air chamber, c c valves for admitting warm air to 
interior of apartment; d is the plan. In fig. 281 we give Pierce's Fresh-air 
Cottager’s Grate for warming two rooms with one fire. 

1103. ** This grate is made of the best fireclay, having the back part hollow 
to form an air-chamber for the admission of fresh air introduced from the out- 
side by means of earthen pipes; this fresh air passing through the back of the 
grate becomes warmed, and will thus supply & bedroom over the living-room 
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PLAN, ELEVATION, AND SECI1ON OF PIERCE S8 FIRK-LOMP ۰۵ ۲٢ ا ٤ع -ظ‎ 


(or a room adjoining) with a large quantity of pure, warm air, without any addi- 
tional fire. The great economy of this grate consists 
in the peculiar construction of the back (which is 
made out of the solid mass), supplying sufficient air 
to warn another room, in addition to the radiant heat 
produced by the fire. It also has the additional ad- 
vantage of a table bar at the bottom, and a large 
trivet at the top.” 
۱ 1104. Fireclay Hearth. -- جا‎ fig. 282 we give 
ranerronve view or zacre coio plan of fireclay hearth and fender: © is the 
PUITS es eens hearth, 5 b the hollow tiles lining walls, c c the 
iambs. Fig. 283 is a section of the hearth. 


Fig. 282. Fig. 288. 


Fig. 281. 


PLAN OF FIREOLAY HEARTH GEOTION OF FIRECLAX HEARTH. 


1105. Ventilating Chimney-Tubes.— These contrivances, recently intro- 
duced, are admirably adapted to promote the ventilation of apartments. 
The heat of the chimney is communicated to the air in the flue near it; 
and if the air in the room is admitted to this smaller flue, the upward cur- 
rent created will carry off the vitiated air from the apartment—that is, if the 
communications required are made in a proper place and way. ‘Thus, in 
fig. 284, if a a is a chimney-flue, and Û b a smaller one alongside of it, divided 
by a partition of brick or stone, the heat of the smoke in the chimney a a will 
be communicated through the partition to the air in.) b, and an upward current 
therein will be produced. Now, suppose a a, fig. 285, to be the cornice at the 


VENTILATION AND GRATES, 267 


ceiling of a room, b b the chimney-breast, the dotted lines representing the 
course of the chimney-flue and that of the ventilator, the latter beginning some- 
where about d, a short distance beneath the cornice a a. Now, if an aperture 


Fig. 284. Fig. 985. 
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is made at e, communicating with the interior of the ventilating flue, the up- 
ward current therein will withdraw the vitiated air from the room through the 
aperture e, which may be covered with an ornamental grating, as in fig. 286. 
This is à very simple and efficacious method of 
withdrawing vitiated air from apartments; it is 
constantly in action, and, from having no mov- 
able parts about it, it is never likely to be dis- 
used through getting out of repair. There are 
humerous ways of carrying out this principle. 
In figs. 287, 288, we give a “registered ” form 
which has been much introduced recently: the 
large flue is the chimney, the small one the ven- 
tilator. With this construction the ventilating 
flue can be placed nearest the room, or outside عه"‎ #744 ORATINO TO VENTILATOR. 
of the chimney-breast, as in fig. 288, thus enabling the aperture for admitting 
the vitiated air to be made in the centre of the chimney-breast, which would 
look better than if placed 

at one side, as at e, fig. ume Fig. 288. 

285. From the square 4 , 
outline of this frame of 
double tube, the flues from 
a good number of apart- 
ments may be joined and 
Tun up in one central ' BECTIONAL PLAN OF CHIMNEY AND VENTILATING 
Stack. « In a dwelling VENTILATING CHIMNRY- TUBE. 

three storeys high, for in- S 

stance, consisting of six rooms, or two dwellings of three rooms each, the 
whole of the six chimney-tubes and ventilating flues may be carried up in 
one tubular stalk: the tubes, as they proceed upwards, would be firmly 
ted together, and secured by the floors; and at the top, outside the build- 
ing, might be held together by an iron hoop concealed by an ornamental 
moulding. In the two lower storeys, the egress openings would not be in 
the centres of their respective chimney-breasts; but as they would require a 
valve, or sliding plate, with a frame of iron or brass, another and similar frame 
might be fixed at an equal distance on the other side of the centre line. The 


Fig. 286. 


268 PRACTICAL CONSTRUCTION. 


hollow space that would be left under the elbows should be filled in with brick- 
work, and the front and sides of the whole mass plastered, which completes the 
chimney-breast all the way up." These tubes, which are much to be recom- 
mended, may be had of the registree, Mr William Walker, engineer, Lower 
King Street, Manchester. By the use of these 
double tubes, much brickwork in the chimney- 
breasts is saved; and where this is of importance, 
as in brick buildings, the projection being less, a 
little extra space is added to the room. Where 
single chimney-flues are run up separately, double 
tubes of an elliptical form, as in fig. 289, might be 
used. The chimney-flue would thus be completely 
000-7 circular; the shape of the ventilating flue would 
سو وی نا‎ be slightly irregular, but in nowise calculated to 

retard the ascent of the vitiated air: a is the chimney, û the ventilating shaft. 
In fig. 290 we give a perspective view of Doulton’s Ventilating Chimney- 
Tube in the circular form, and in fig. 291 various sections. In fig. 290, a is 


Fig. 289. 
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Fig. 290. 


SECTIONS OF DOULTON' 8 VENTILATING CHIMNETY-TUBB. 


PERSPECTIVE VIEW OY DOULTON'8 VENTI. 
LATINO CHIMNEY-TUBR. 


the smoke-tube, 5 the ventilating pipe; the air from the room to be ventilated, 
passing into it by the aperture c. 
1106. Looker's Tubular Ventilator.—This contrivance, illustrated in fig. 292, 


LOOKER'S TOBOLAR VENTILATOR. 


consists of a tubular piece of pottery, of any size or shape, fixed in the wall of a 
building in which, in the inside, another piece with closed end is made to slide 
—the latter having its periphery perforated with small holes. In proportion 8 
the sliding piece is withdrawn, the air is admitted through the tube to the apart- 
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ment with which it is connected ; ais the tubular ventilator in perspective, and 
b is the same in section in connection with the wall. 

1107. Stench-Trap—Scullery Sink and Trap.—In fig. 293 we illustrate a 
form made entirely of clay. It is formed in two pieces, the sink and upper part 
of trap being in one piece, the lower part of trap and pipe to drain forming the 
other. It requires no plumber-work whatever, is jointed with Roman or Port- 
land cement, and fitted up by the mason. It is salt-glazed, and is thus easily 
kept clean. It may also be used as a washing-tub. It is made by Mr T. Grieve, 
Prestonpans, near Edinburgh. | 

1108. Fig. 294 is & section of & syphon-trap, of the same diameter as the 
drain-tubes, with an opening for cleansing when required. This opening will 
be covered with a slate or flat stone bedded in cement. All these pipes should 
be salt-glazed, which is greatly superior to the common glaze. 


Fig. 293. 
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1109. Fig. 295 shows form of syphon-trap adapted for sinks and sculleries ; 
and in fig. 296 a trap or cesspool for house-yards. 


Fig. 296. 


OY PHON-PRAP. 


COURT CESSPOOL-TRaP. 


1110. Rain-water Cistern.—Rain-water for domestic purposes is collected in 
cisterns, The form of a rain-water cistern, represented by fig. 297, we have 
found useful for allowing the undisturbed deposition of impurities, and at the 
same time the quick flowing off of the purer water without disturbing the de- 
position. Let a b cb be a cistern of stone or wood, placed at a convenient spot of 
the steading or farmhouse, for the reception of rain-water. We have found that 
such a cistern, of the capacity of 12 cubic feet, holds a sufficient quantity of 
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rain-water for the domestic purposes of an ordinary family. A cistern of 2 feet 
square at the base, and 3 feet in height, will just contain that quantity; but 
as the size of an ordinary wash-tub is 2 feet in diameter, the space between 
d and d must be made 2 feet 6 inches at least, and the height of the cistern b 
would be 2 feet; but if more water is required than 12 cubic feet, then the 
height should be 3 feet, which gives a ca- 


i a 3 pacity to the cistern of 18 cubic feet. Sup- 
س‎ a : pose the cistern represented in the figure to 
بيهم‎ = contain 18 cubic feet, then the area of a will 

n i او‎ be 24 feet square, and b 3 feet in height, 


| supported on two upright stones d d of the 
22) SSeS breadth of the cistern, and 2 feet high. The 
NES: = ESS cistern may either be made of a block of 
^ SE ET pts vk freestone hewn out to the dimensions, or of 
| == =e flags, of which the sides are let into grooves 
LE | axe =a in the bottom, and into. each other, and im- 
| | = = bedded in whitelead, and fastened together 
with iron clamps, having a movable stone 
coverc. Or it may be formed of a box of 
wood, securely fastened at the corners to be 
water-tight, with a cover of wood, and rest- 
ing on the stone supports d d. Stone, being 
more durable, is of course preferable to wood 
for a cistern that stands out in the open air. 
+ 1111. A hollow copper cylinder g is fast- 
/,| ened perpendicularly into the bottom a, hav- 
ing its lower end projecting 1 inch below, 
and its upper 3 inches above, the respective 
surfaces of the bottom. The upper end of 
tj 77 the copper cylinder is formed to receive a 
)/ - - - - - 0 ground truncated cone of copper h, called a 
plug or stopper, which is moved up and 
down with a lever k, by means of the copper rod 2. The plug A must 
be made water-tight with grease, the rod of which passes through a hole 
in the cover, to be connected with the lever k, whose support or fulcrum 
is fixed on the cover. These parts are all made of copper, to withstand 
rusting from the water, with the exception of the lever, which may be of iron 
painted. The rain-water is supplied to the cistern by the pipe e, which 
descends from the rain-water conductor, and is let through a hole in the cover. 
' The water is represented standing as high as l; but in case it should rise to 
overflow, it can pass off by the lead waste-pipe f, which is secured and movable 
at pleasure in a ground washer n, whose upper end is made flush with the upper 
surface of the bottom a. After the water has entered the cistern, it gets leave 
to settle its sediment, which it may do to the height of the upper end of g. 
The sediment is represented by m, and when it accumulates to A, the cover c 
should be taken off, and the waste-pipe f removed, and the cistern cleaned com- 
pletely out by the washer n. "The waste water runs away through the air-trap o, 
and along the drain p. It is more convenient to have two small than one large 
cistern, as, while the water is rising in the one, that in the other gets leave to 
settle. The cost of such a cistern, with droved stones, and to contain 18 cubio 
feet, with the proper mountings, may be about £5. We think it right to say, in 
commendation of this form of water-cistern, that in no case have we known the 
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water about the plug to be frozen, in consequence, perhaps, of the non-conduct- 
ing power of the mud in the bottom of the cistern. The rod i has sometimes 
become fast to the ice on the top of the water at J, but a little boiling water 
poured down by the side of the rod through the hole in the cover, by means of 
a funnel, soon freed it from restraint. 

1112. Carbon Filter.—In fig. 298 we give an elevation of a very simple and 
efficient form of filtering medium. It is composed of a Fig. 298. 
ball of moulded carbon, or porous charcoal, manufac- 
tured after a process recently patented. (Depot, 62 
Fleet Street, London.) 

1113. Wash-Basins and Lavatories—As a cognate 
branch of this department of our subject, we may here 
notice those contrivances now adopted in the most im- 
proved constructions, for the convenience of hand- 
washing, &c., in bedrooms and sculleries. Those in- 
troduced by Ridgway, and termed the “ pottery foun- 
tain hand-basins,” are very cheap, and even elegant 
in design. The sectional sketch in fig. 299, will con- 
vey an idea of this ‘“‘ convenience :” a is the pipe 
leading from the rain-water cistern; b b the basin, 
supplied with a plug which fits into the top of the | 
pipe at c, thus retaining the water at pleasure; this Stew OF OARBOM FILTER. 
plug should be attached by a chain to the side of the 
basin, to prevent its being lost; d d the pipe leading to the drain by the exit e, 
and it should be trapped at the junction. This form is adapted to cases 
where the supply of water can be obtained from a cistern above the level of 
the basin, In cases where there is no provision of this nature, another form is 
required; at least a subsidiary contrivance has to be adopted to supply the de- 
fect, which is attained by having a small pottery cistern hung at 8 short dis- 
tance above the basin, where it is filled with water when required; and the 
water is withdrawn by means of a small stop-crane. In fig. 300 we give 
perspective views of the forms just noted. 


299. 
ne Fig. 300. 
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1114. In fig. 301 we give a sketch of the apparatus adopted in the form of 
a lavatory for bedrooms, introduced by Mr Jennings, of Great Charlotte Street, 
Blackfriars Road, London, in which “ hot" and “ cold" water and “ waste- 
pipe” cocks are acted on by handles or knobs. 


Fig. 302. 


Fig. 301. 


\ 


JENNINGS'S LAVATORY. 
CLOSET 8O1L-PAX AND TRAP. 


1115. Water-Closets.—If the water-closet is placed within the house -8 
matter which we leave to the dictation of personal opinion, although ours is 
decidedly in favour of exterior arrangements, or at least, if they are interior, 
that they must be well ventilated—the soil-pan should at once communicate 
with the drain leading to the manure-tank. In fig. 302 a section is given of a 
soil-pan combining a water-trap, up which the foul air cannot ascend, as may 
be seen in the figure. The whole is made of earthenware, and the cost varies 
from 4s. to 7s. 6d. The pottery water-closet, shown in perspective in fig. 303, 
manufactured by John Ridgway & Co., Cauldon Place, Staffordshire Potteries, 
may also be used. "They are neat, and made of the hard vitreous pottery, which 
is an admirable non-absorbent material. 


Fig. 304. 


RIDOWAY'S POTTERY WATER- 
CLOSET. 


CLOSET-PAN TRAP. 


1116. Fig. 304 illustrates a very simple and cheap form of closet-pan. Fig. 
305 represents a form of water-closet pan and trap formed in one piece, wholly 
of earthenware, so as to require no woodwork for its support. The top is spread 
out about four or five inches, so as to form a self-sustaining seat. The entrance 
of the pipe for carrying off the effluvia to a ventilating tube or chimney is shown 
ata. This form, when properly constructed, and with an ordinary service-pipe 
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for water constantly on, and under pressure, is found to answer completely 


In fig. 306 we give a section 
of Jennings's water-closet pan, in 
which an india-rubber tube a, is 
employed to communicate with the 
drain by raising the handle b; the 
lever c c nips the tube a, and 
closes it perfectly water-tight, as 
shown in fig. 307. This is per- 
haps the best and most efficient 
form of water-closet yet intro- 
duced. It is peculiarly free from 
the liability to get out of order, 
which characterises those appar- 
atus with cranks, levers, &o. 


"ig. 306. 


SECTION OF JENNINGS’S WATEI-CLOSET——TUBE OPEN. 


Fig. 305. 


EARTHENWARE CLOSET-PAN WITH TRAP 
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, 1117. Secrion TENTE— Fittings of the Farm-steading.—A fixed milk-cooler 


18 represented by fig. 308, made of 
stone—sandstone, slate, or marble— 
the last being the best material, be- 
ing cool, cleanly, and handsome. An 
orifice is made in the bottom, at the 
hear side, through which the milk 
mas out of the cooler, as also the 
water which has been used to wash 
t clean. The dimensions may be 
made at pleasure, 3 feet long and 2 
toad being a good size; but the 
depth should not exceed 4 inches, to 
contain from 2 to 3 inches of milk. 
When made of wood lined with zinc, 
block-tin, tin, or lead, the form is the 
Same as this, The sandstone and 
marble ones, as a, fig. 308, are each 
hewn out of single blocks and pol- 
shed, and placed upon upright slabs; 
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A PIXED MILK-COOLER OF MARBIR, OR OF WOOD LINED WITH 


METAL. 
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and the wooden ones, which support the metallic lining, are framed along the 
walls of the milk-house, and subdivided into separate coolers. It is only in 
large dairies that these fixed coolers are used. 
1118. Drainage Pavement-Bricks.—In fig. 203 we give views of Forbes’s patent 
Fig. 309. drainage bricks for the 
S floor of stables, byres, 
&c., manufactured by H. 
. Clayton, Aslar Works, 
Dorset Square, London. 
In fig. 309 a anda are 
gutter bricks, b a drain 
brick, and c a cover for 
£e c gutter. In fig. 310 we 
m "NN give a diagram showing 
the floor of flushed pave- 
ment, with the gutter 
' partly uncovered, to show 
its connection with the 
pavement. 


DRAINAGE CTAVEMENT-BRIOKS IN FERATECTIVE, WITH GUTTER PARTLY UNCOVERED TO SHOW 
ITS CONNECTION WITH PAVEMENT. 


1119. Water-Troughs for Courts.—The supply of water to cattle-courts is of 
paramount consideration. The troughs may be supplied with water either 
directly from pump-wells, or by pipes from a fountain at a little distance, the 
former being the most common plan. As a pump cannot conveniently be placed 
at each trough, we have found a plan of supplying any number of troughs from 
one pump, to answer well, provided the surface of the ground will allow the 
troughs being placed nearly on the same level. 

1120. Were the trough which receives the water placed a few inches below 
the top of the one supplying it, and a lead pipe to come from the bottom of 
the supply trough over the top of the edge of the receiving one, the water 
might entirely be emptied, by drinking, without affecting the quantity in any 
of the others. Let a, fig. 311, be the supply trough immediately beside the 
` pump; let ò be the trough in any other court to be supplied with water from 
a, and let it be 3 inches below the level of a. Let a lead pipe d, be fastened 
to the bottom of a, the orifice looking upwards, and protected by the hemi- 
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spherical drainer c. Let the lead pipe d, be passed under ground to the 
trough b, and emerge from the ground by the side of and over the top of b at 


Fig. 311. 


WaTER-TROUQTIG, 


e. When a is filling with water from the pump, the moment the water rises in 
a to the level of the end of the pipe at e, it will commence to flow into b, and 
wil continue to do so until b is filled, if the pumping be continued. The 
water in a, below the level of the end of the pipe at e, may be used in a with- 
out affecting b, and the water in b may be entirely used without affecting a. 

1121. Water-troughs may be made of various materials: a is hewn out of a 
solid block of freestone, which makes the closest, most durable, and best trough. 

1122. If of flag-stones, as ò, the sides are sunk into the edges of the bottom 
in grooves luted with whitelead, and held together with iron clamps A, at the 
corners. "This makes a good trough, but is apt to leak at the joints. 

1123. Trough f is made of wood dovetailed at the corners, which are held 
together by clamps of iron ¿ When made of good timber, and painted, they 
last many years. 

1124. Water-troughs are sometimes supplied from a large cistern, somewhat 
elevated above their level, and filled from a well with a common or force pump. 
In this case a cock, or ball-and-cock, is required at each trough: if a cock, the 
supply must depend on the cock being turned in due time; and if a ball-and- 
cock, the supply depends on the cistern always having water in it; but this 
method is expensive, and liable to go out of order. 

1125. In an abundant supply of water from natural springs, accessible with- 
out the means of a pump, lead pipes may be made to emit a constant stream of 
water into each trough, and the surplus conveyed away in drains to the horse- 
pond, or to any other useful purpose. 

1126. Still another mode may be adopted where the supply of water is 
plentiful, and it flows constantly into a supply-cistern. Let the supply-cistern 
be 2 feet in length, 1 foot wide, and 18 inches in depth, provided with a ball- 
and-cock, and let a pipe proceed from its bottom to a'trough of dimensions fit 
for the use of cattle, into which let the pipe enter by the end or side a little 
way, say 3 inches, below the mouth of the trough. Let 8 pipe proceed from 
this trough, as from the lower bend of the pipe e, at the bottom of the trough 
b, fig. 311, into the end of another trough, and so on, from trough to trough, 
into the ends of as many succeeding troughs, on the same level, as are re- 
quired, and the water will rise in each as high as the mouth of the pipe, and, 
when withdrawn by drinking from any one trough, the ball-and-cock will re- 
plenish it direct from the supply-cistern; but the objection to the ball-and- 
cock applies as strongly in this as in the other case, although economy of pipe 
attends this method. 

1127. Stone Trough for a Byre.—'To keep the stone troughs of byres always 
sweet and clean, they should be washed out and scrubbed with a heather rinse 
once a-day ; and, that the water may be conveniently got rid of, the troughs 
should be formed as in fig. 312, with the bottom sloping both along it from 6 
to d, and across it from d to e, where is a metallic sucker and stopper, to allow 
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the water to escape to the drain. underneath; and this drain, of course, com- 
5 municates with the other drains. A 
g. 312. F 5 
— ~ , convenient form and size of trough 
1/ 4 | is 27 inches in length, 16 in width, 
aces and 8 in depth at a, increasing to 
| 9 at c, and to 10 inches at e, the lowest 
: point. 

e نے ا‎ 1128. A hydraulic apparatus is some- 
NRN times provided to such byres, for the 
supply and removal of cold water from 
the troughs, by means of the action of 
a lever operating at each trough ; and as long as the apparatus works well, its 
convenience is certainly great, but it is apt to get out of proper action, when its 

presence becomes a continual source of annoyance. 

1129. The floors of work-horse stable, riding-stable, cow-byres, calves'-house, 
and hay-house should be paved with small stones embedded in sand and beaten 
down firm with a: rammer. Round stones may be gathered from the land or 
sea-shore, and square-dressed ones from a quarry. The floors of straw-bam, 
outhouses, and turnip-stores may be of earth rammed hard. Pig-sties should 
have a flooring of flag pavement, to prevent the propensity of pigs to grub up 
small stones. The floors of corn-barns are often laid of flag pavement or as- 
phalt, but we would always prefer them of wood. 


—————————— 


SECTION OF A STONE TROUGH FOR A BYRE. 


1130. Section ELreventa—FPisé Walls.—Brick earths are well adapted for 
pisé ; but, owing to the capacity for retaining moisture, they are apt to crack, un- 
less carefully shielded from the wet during the process of drying the walls. All 
kinds of earth, however, may be used, with the exception of light poor lands 
and strong clays; these, however, will do if judiciously mixed with other bet- 
ter-fitted soil. To show how this mixing may be most successfully carried out, 
a few sentences may be useful: the principle of mixing is simply to blend a 
light earth with a strong, a clayey with a sandy or gravelly kind. Where the 
best kind of soil—that is, gravelly—cannot be obtained, small round pebbles, &c., 
may be mixed with it. All animal or vegetable substances that are apt soon 
to decay must be carefully kept out of the soil to be used. The following in- 
dications, which may be observed in order to judge of the fitness of the soil for 
pisé in any district, may be useful. In digging, if the spade brings up large 
lumps at a time, the soil is well adapted for the work; this holds also where 
the soil lies on arable land in large clods, and binds after a heavy shower and 
& hot sun. Where vermin holes are smooth in the inside and firm, or where 
the small lumps generally found in plenty in all fields are difficult to be 
crumbled between the fingers, the soil is good. Soil of good quality is gene- 
rally found at the bottom of slopes that are in cultivation, and on the banks of 
rivers. In preparing the earth for building, the first operation is breaking the 
clods or lumps, and thereafter placing the soil in a conical heap; this form 
facilitates the removal of large, flat, and circular stones, which, falling to the 
bottom, are easily removed from the mass by means of & rake. The teeth of 
the rake should be placed at intervals of 1 inch or thereabouts, so that only 
Stones exceeding this in size may be withdrawn ; or what would be better and 
quicker, a bricklayer's sieve or “screen” might be used, having the meshes 
about an inch square. Where two varieties of soil are to be mixed, the opera- 
tion should be done at this stage. Enough of soil should only be prepared to 
last a day's working. Care must be taken to prevent rain saturating the earth 
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with water, as in this state it will form mere mud in the mould. It is neces- 
sary to note that the soil is in best condition for working when neither too dry 
nor too wet. It is very evident that less time will be lost in slightly wetting 
the soil when too dry, than in waiting for it to dry should it get saturated with 
rain by a careless exposure. 

1131. The next point we have to explain is the construction of the ** mould." 
This should be made of clean thin planks of pine, or other light wood, well 
seasoned, to lessen the chances of their warping. Their thickness should be 
about 1 inch, well planed on both sides. The length should be from 12 to 14 
feet for ordinary work; but shorter moulds, as 7 feet, will be at times useful. 
The depth of the mould should be 14 inches—some recommend 2 feet 9 inches ; 
but a practical experiment, where the former depth was adopted, showed that 
it was more convenient than the latter, giving at the Fig. S13. 
same time greater facilities for detecting error in carry- ee | 
ing up the walls. The two sides of the mould, of what- oe E 
ever depth, are formed by the requisite number of planks 
laid edge to edge, and tongued and grooved as in fig. 
313 at a, or held together by pins as at Û, placed at a 
distance of from 4 to 6 inches.  Battens, as in fig. 314, 
should be nailed on the outside of the side of the frame, SECTION OF PLANKS FOR MOULD 
at intervals of 30 inches, or thereabouts. Iron handfes "000087 
may be placed at each end of the upper edge of frame, to facilitate its removal. 
It is necessary to have the boards forming the side of frame, and the battens, of 
one uniform thickness. In forming the angles, a 
separate frame is required; this should be of same 
depth as the other, but having battens at each end 
only, and these in the inside. These should be put 
firmly on with screw-nails, as the ordinary ones are 
apt to start. The use of these battens is to prevent 
the head of the mould from springing out when form- 
ing the ends of the wall. The pressure being out- 
wards, the head of the mould must evidently be of the 
same depth as the mould, and its width equal to the 
intended width of wall. This is shown in fig. 315, 
where a a are the sides of the mould, Û b the inside 
battens, c the head. The next point to be attended 
tois the “ joists.” These are to be made of hard tim- 
ber, 4 inches broad and 24 deep. Suppose the thickness of the wall to be 
14 inches, the sides of the mould or frame being each 1 inch thick, mortises 
must be cut at each end of the joist, as at a a, fig. 317, thedistance between 
the inner ends of which must be 16 inches. This will give a width between 
the inside faces of the mould of 14 inches, equal to the intended thick- 
ness of wall Fig. 316 shows the plan of the joists and sides of the mould 
. when laid on the wall. The mortises should be 14 inch wide, and some 4 or 5 


Fig. 314. 


SIDE OF MOULD FOR F1BE WALLS. 


Fig. 315. Ae m iii Fig. 317. 


SECTION OF MOULD. PLAN OP JOISTS OF MOULD FLAN AND GEOTION OF A JOIST. 
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inches long; and in order still further to facilitate the placing of the sides of 
the mould, a groove b b, fig. 317, some 4 inch deep, and 1 inch wide (the 
thickness of the sides), may be made in the upper sides of the joists, close 
up to one end of the mortise. ‘ Posts” are next to be provided, 4 inches 
square, and equal in length to about twide the depth of mould. Tenons vill 
be made at one end to fit into the mortise in the joists. The outer sides of the 
mould will thus press closely against the inside face of each post. It is essen- 
tially requisite that all the posts shall be of uniform scantling, and the tenons 
all of the same size: this will prevent numbering being necessary, and facili- 


FOOT OF 208176. 


tate operations. The foot of the posts a a, showing tenons Û b, is shown in 

Fig. 318 wood a a, fig. 319, 4 inches broad, and 24 or 3 inches thick, 

"0+01 having snugs b b same breadth, and 24 inches thick, dove- 

a | tailed at each end. The distance in the inside of these snugs 

b | side to drive thin wedges between the inside face of snugs 

and outside face of posts. The method of using the appe 

building to be erected is to be of stone or brick at least 18 inches above the 

level of ground. The joists, figs. 316, 317, are next to be laid on the wall, at dis- 
1 

DER of boards forming the sides of mould. 

5 ]ھا‎ fe] a The joists should be so laid that the 

inside and outside line of founda- 

inside line of mortises cut in joists, 

fig. 316. Having adjusted the 

3070 9 or brick, must be increased in height 

& course or two, 80 as to enclose the 

serted in the mortises of the joists, the 

sides of the mould placed. in the grooves, 

pared board, and the caps finally ad- 

justed over the upper ends of posts, and 

The mould sides will, by this means, be 

able to resist the force of compression 

nearest the extremity of wall will be 

prevented from flying out by means of the 

forming the mould, as before described. 

In fig. 320 the arrangement of the various 

stone wall, 5 b the joists, c c the posts, 

d d sides of mould, e the cap, f f the 

be here noted that, as the foundation in 

SECTIOW SHOWING ARRANGEMBNT OF PARTS OP MOULD. stone or brick is worked round, the joists 


fig. 318. “Caps” are next to be described. These consist of pieces of hard 
should be 25 inches, so that space may be afforded on each 

ratus may now be briefly described. The foundation of the 

tances corresponding to the length 

tion-wall shall correspond with the 

S joists, the foundation-wall, in stone 
joists in the body of the wall. The posts with tenoned ends are next to be in- 
the outside end filled in with the pre- 

driven hard up by means of the wedges. 

used in ramming the earth ; while the end 

battens placed at the ends of each side 

parts may be seen: a a is the brick or 

wedges to drive up the same. It should 

used at one part of the building should be driven out (to facilitate their removal, 
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they are made slightly narrower at one end than at the other), and placed as 
before; thus, when the foundation is finished, it will present the appearance 
of a wall from 20 to 24 inches high, having all round it square or oblong holes, 
in which the joists can be placed. Before commencing to ram the earth in the 
mould, it will be necessary to try it by means of the plumb-line and square, to 
ascertain that it is properly levelled. The operations must be commenced at one 
angle of the wall, the head of the mould being at the outer extremity of wall, 
within 14 inches of it, the joints being at that distance from the outer extremity 
in consequence of the thickness of return wall. The labourers appointed to pre- 
pare the mould, hand it up to those engaged in the mould in ramming; these 
take the earth and lay it out at the bottom of the mould to the depth of 3 
or 4 inches: more than this depth should not be put in at one time. The first 
strokes of the rammer should be made close to the edges of the mould, there- 
after going over the whole surface in regular succession, from the head of 
the mould downwards; then crossing these first blows or indents by an- 
other succession. Care should be taken to give to each layer as equal a com- 
pactness as possible, which is easily attainable; the parts under the caps must 
be carefully looked to, as, from their position, the rammer must be used 
obliquely. The mould being thus filled by successive layers, each equally well 
rammed, the wedges holding the caps must be withdrawn, the caps taken off, 
the sides thus released taken out, and the joists finally drawn out of their holes 
in the wall, which should be filled up by proper means. In filling up the 
mould, the inner end should not be filled up to the same height as the other 
parts, but should be made to slope gradually down. This is shown in fig. 321. 
The joists are next to be placed in the adjoining holes, the 
sides of the moulds being without battens at the ends—these 
not being required, as no end to the mould is needed. The 
outer end of the sides should be so adjusted that they are on 
a line with the top of the slope of the first course of rammed 
earth. By this means, when the earth is filled in to the second  ,,,, or مص‎ ur 
mould, one end of it will lie upon the sloping end of the first سر‎ 
course, thus forming a species of bond. ‘The foundation-wall being, by a suc- 
cession of moulds, covered with a wall of rammed earth, the height being equal 
to the depth of the mould, holes or slits are cut in the upper surface in which 
to lay the joists. These being prepared, the mould is to be set up as before at 
an angle of the wall, the sides having the battens at one end against which to 
fix the end ; but the operation is to be begun at the opposite end of the wall 
to that originally started with. By this means, as each end of the mould is left 
sloping off as before, the sloped surfaces in the second course will lie the con- 
trary way to those in the first; the bond between the several courses will thus 
be increased in efficiency. It should be borne in mind that the holes for the 
joists cut in the upper surfaces of the suc- 
cessive layers, should be so placed as not 

to be exactly above one another in all the 
courses, but each succeeding series be- ۱ 
tween those of the series below. These re- 
commendations will be seen exemplified in 
fig. 322. The gables of a house can easily 

be made by making the successive layers ا‎ th 

each shorter than the one immediately be- 

lowit; the requisite slope will thus be obtained. When a day's work is finished, 
the walls should be covered with boarding, so that they may be covered in the 


Fig. 322. 
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event of rain; and the roof should be placed as soon after the walls are com- 
pleted as possible. The roof should overhang at least 12 inches, to protect the 
vertical walls from the effect of rain. Where the building consists of two storeys, 
the walls of the upper storey may be made thinner than the lower, by setting 
at the level of first floor a depth of 2 or more inches from the inside, the out- 
side being flush with the outside of lower wall. The rammer may be made of 
hardwood or cast-iron; if of the latter material, its weight may be 14 lb. or 
thereabouts. Bond timbers may be used with advantage in pisé walls; they 
should be of the length of the mould, and in breadth equal to one-third the thick- 
ness of wall. As they are completely embedded in the earth, they last for a 
great length of time. If considered necessary or more economical, the inside 
faces of the bond timbers may be made to lie flush with the inside wall of house. 
In this case they will serve as battens in which to drive nails or holdfasts for 
many convenient purposes. The openings for doors and windows should be 
left a little less than required; they may be dressed after the building is finished 
to the proper dimensions. Wood bricks should be built in here and there to 
which to fasten the dressings and frames. The openings are made by placing 
heads or a head in the mould at the place where the wall is to terminate and 
the opening begin. We have next to notice the method of constructing the 
walls of houses of 

1132. Unburnt Bricks.— Unburnt bricks form a much drier wall than ordinary 
burnt bricks, inasmuch as they are not so absorbent of wet or damp. To 
make these, any ordinary clay will answer. If dry when obtained, it must first 
be moistened and thoroughly worked by the feet of cattle, or pounded by hand. 
Cut some straw into pieces about 6 inches in length. After being duly mixed, 
the clay is ready to be made into bricks. A mould of any size must be made; 
@ convenient size is 12 inches long, 6 wide, and 5 deep: this mould should 
have a bottom, but not air-tight, in order to prevent the brick from sticking 
in the mould. The clay is put in this mould, and the brick formed much 
in the same way as ordinary bricks. Should the clay be very tenacious, a little 
sand sprinkled in the mould will enable the brick to leave it freely. The bricks 
are placed upon level ground to dry, turning them on their edges on the second 
day; thereafter left in piles, protected from the rain, for ten or twelve days. The 
foundation must be formed of stone or burnt brick ; and, to prevent damp rising, 
a course of slate should be laid above the footings in hydraulic cement. The 
walls formed of these bricks will be exactly 12 inches in thickness—that is, the 
length of the mould; the partitions are formed by laying the bricks lengthwise, 
thus giving a thickness of 6 inches, the breadth of the mould. To obtain the 
necessary bond in the walls, the work is carried up in alternate courses of 
headers and stretchers—one course having the bricks laid across the wall, the 
next course having them side by side. A good ordinary brick-mortar is to be 
preferred, although a weak mortar of lime and sand will do for laying the bricks. 
The doors and window-frames should be previously made to be ready to insert 
when required. These frames should be of stout plank, the exact width of 
the thickness of walls; they will thus help to cover the joints and strengthen 
the walls. Lintels and sills of stone, when easily had, will much improve the 
appearance of the structure: pieces of timber 3 inches thick, width equal to 
thickness of walls, may be used in place of stone; these should have a clear 
bearing of at least 12 inches on each side of the opening. Of whatever kind 
the roof is, it is essential, in this form of material for external walls, that it 
should be an overhanging one, in order to guard the walls from vertical rains. 
The outside of the walls is plastered with good lime-mortar mixed with bair, 
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and then with a second coat pebble-dashed as in roughcast. The inside walls 
are finished in the usual way. A cottage may be built in this way for an incre- 
dibly small sum—warm, dry, and of course comfortable. As to its durability, 
it is only necessary to state, that it is by no means a difficult matter to adduce 
instances where such structures have existed in thorough efficiency for a great 
length of time ; in some, for upwards of two hundred years. The method of 
forming the unburnt bricks will be found described under the head of Bnick- 
MAKING, in the Handbook of the Mechanical Arts, by R. Scott Burn. Blackwood 
& Sons. 


SUBDIVISION SECOND— Timber Construction. 


1133. SECTION Frrst—Joining, or Joints of Timber.—When framing is con- 
structed of wood, the modes of joining and fitting the various parts together 
constitute the Practice of Oarpentry. It is to the various forms of joints used in 
carpentry that we now direct the attention of our readers. 

1134. Fished Joints.—Joining Timbers in the direction of their Length.—When 
timbers are to be joined in the direction of their length, when subjected to 
tension, the method illustrated in fig. 323 may be adopted ; thus the ends of the 
beams a and b are squared up, and made to abut against each other; they are 
secured in this position by bolting together the two pieces c and d, the bolts 
passing through the beams a and b. This is a strong, if not the strongest, method 
of joining timbers under this head, although it is objected to on account of its 
clumsy appearance. In fig. 324 we show another method of “hing” beams ; 
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a athe two beams to be joined, 5 Û, c c, the upper and lower pieces secured to- 
gether by the bolts and nuts. The joint may be made stronger by notching the 
pieces f f and g g, as in fig. 325, or inserting flat keys into apertures made 
partly in the beams and partly in the pieces, as shown at e and f, fig. 323. In 
fig. 325, b d are the two beams to be joined, butting at c; f f and g g the two 
pieces notched in; A and i showing the plan or upper side of the notches. 
Another form is given in fig. 326, where a Û are the two beams, butting at c ; 
d d the lower, and e e the upper pieces notched into the upper and lower 
sides of the beams, and kept together by the straps ff, or bolts and nuts may 
be used. 


JOINING TIMBERS IN THE DIRECTION OF THEIR 
LENGTH. 


JOINIXG TIMBERS IN THE DIRECTION OF THEIR 
LExOTH——@CALE, i INCH TO THE FOOT. 


1135. Scarf Joints —When the joint is so constructed that the surfaces of the 
two beams are flush with each other, the united beams presenting the appear- 
ance of one only, the joint is called a “scarf” joint. The simplest and the 
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strongest form of this, known as the **half-lap joint,” is shown in fig. 327 ; the 
beams to be joined being shown at a b, the abutting ends c d being square; 
bolts e f are used to keep the parts together. Fig. 328 shows another form of 
* half-lap ” scarf joint, a b being hardwood keys. These keys should not be 
driven in too tightly, so as to produce any strain on the parts; all that is neces- 
sary is to bring the joints together, and then bolt together the beams firmly. 
When the jointed beams are subjected to a cross strain, the form of “ scarf” 
shown in fig. 329 will be found a good one. The two beams to be joined 


Fig. 827. , Fig. 828. Fig. 329. —, 
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are represented by a c; the portion d b is oblique, not parallel to the sur- 
faces of the timber as in fig. 327. The end 6 fis at right angles to the surface 
of the beam, and the end d e oblique. A piece of timber g g is secured to the 
under-side by hardwood keys, and the whole secured by iron hoops or bands A ۸ 
Fig. 330 shows another form of scarf joint, in which a b are the two beams; the 
abutting surfaces or tables are notched, as shown. Wooden keys are driven in 
at the parts marked c c c; d d are straps, or bolts and nuts, which embrace the 
iron plates e e, and bind the whole together. This example is here given as one 
rather to be aided than used. Fig. 331 shows another form, in which a b are 
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the two beams; c d iron plates secured by bolts and nutseee. Fig. 332 shows 
another form, in which the half-lap joint is employed in conjunction with two 
iron plates; a b are the two beams; c d the two plates, secured by bolts and 
nuts e ee. This method of using plates does not give so strong a joint as where 
the plates are arranged as at a a, b b, fig. 333, extending along the whole joint 


Fig. 333. Fig. 333. 
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In some scarf joints the plates are placed at the sides, as at a a in fig. 334. 
This should be avoided, as it tends to weaken the joint. In fig. 335 we give an 
excellent form of a step scarf, with keys at a b c—if placed at the points d and 
e the joint would be weakened— f, g g, lower and upper iron plates, are secured 
together with the bolts and nuts gf, g کر‎ 

1136. Where the jointed beams are subjected to compression and extension 
at the same time, the form of joint should be designed to meet those strains. 
Fig. 336 shows a form adapted to these circumstances ; a b are the two beams 
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to be joined; the folding wedge or double keys c d serve to bring the parts 
Fig. 4. 


together. A plate of wrought- 
iron g g is placed at the 
under-side, and secured by 
bolts e e. 

1131. Scarf Joints for Per- SOARF JOINT—OCALB, INCH TO THE voor. 
pendicular Timbers.—Many of 
the joints used to increase the 
length of timbers laid hori- 
zontally are obviously useful 
to lengthen beams placed per- 
pendicularly. Thus, the joint 
in fig. 337 is well adapted for 
lengthening a post or pillar, 


Fig. 335. 


and is better alè lata d for SCARF JOINT-—SCAULE, $ INCH TO THE FOOT. 
this purpose than the joints Fig. 836, 

illustrated in figs. 338 or 339. ee > 

The following joints are use- RE Ee 1 
ful in building up or length- i | 

ening posts or pillars. When g d 9 
two pieces of timber are to SOARP JOINMT-——SCALE, } INCH TO THE FOOT. 


be joined vertically together 

in the direction of their length, to resist compression, joints, as in figs. 337 and 
338, may be used. In fig. 337 let abcd be the end of the lower part of the 
beam; two square pieces are cut out at opposite corners. Let the end of 
the upper part of the beam be similarly cut, as at e, and the two placed to- 
gether, so that the solid parts of the upper beam may fit into the hollow spaces 
of the lower beam. In fig. 338, a b d c, ef g h, represent the ends of the beams 
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to be joined. From the lower beam parts are cut at each corner, as at a b c d, 
of any depth required. The method of cutting the end of the upper beam is 
shown at e fg ^; the corners being left solid, the solid parts of the lower beam 
go into the hollow parts in the upper beam. If there is any chance of the 
beams thus joined being subjected to < cross strain, plates of iron may be put at 
the sides, extending some distance on either side of the joints, and secured 
together by bolts passing through the beams, or, what will be better, by hoops 
passing outside. 

1138. In fig. 339 we give other forms of joints for perpendicular beams. In 
the figure to the right, the part a a is cut out of the lower beam, the part b of 
the upper beam being passed into a. In the figure to the left, the part c is cut 
at right angles to d, the depth being equal to e. The part ۶ of the upper beam 
enters the part c of the lower, g the part d. 
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1139. As regards the proportions of scarf joints, of which we have given 
illustrations, Tredgold, in his valuable work on Carpentry, has given some valu- 
— able notes: these we here append. "The 
سس _ٴ‎ length of the scarf should be, if bolts are 
not used, in oak, ash, or elm, six times the 
depth of the beam ; in fir twelve times the 
depth of the beam. If bolts and indents 
are combined, the length of the scarf should 
be, in oak, ash, or elm, twice the depth of 
the beam ; in fir, four times the depth. In 
scarfing beams to resist transverse strains, 
straps drawn on tight are better than bolts. 
The sum of the area of the bolts should not 
be less than one-fifth the area of the beams 
when a longitudinal strain is to be borne. 
No joint should be used in which shrinkage 
or expansion can tear the timbers.” 

1140. In joining timbers, all the bear 
ing surfaces should be made with great ac- 
curacy, all inequalities tending to increase 
the strain more upon one part than another, 
and thus to cause rupture. The simpler the 

parts are the better.‏ سس شید سی 

۱ 1141. As the bolts and keys of scarfed 
timbers are apt to work loose and become shaky in situations where subjected 
to vibration, as in engine-rooms, &c., scarfed beams should not be employed 
under such circumstances—trussed beams of wood being employed, or iron, cast 
or wrought. 

1142. Joints employed when the Timbers are at right angles to each other.— 
When the piece c, fig. 340, is to abut vertically upon a horizontal piece a, the 

59 joint is made by what is called a mortise-and-tenon joint 
un The projecting piece or tongue d is called the tenon, and 
= the slot or aperture b which receives it is called the 
mortise. When the piece d is inserted into b, the two 
are generally connected by an oak pin driven through at © 
To secure permanence in this joint, the tenon must fit 
with great accuracy into the mortise, to keep the strain 
equally on the whole parts; if the strain is thrown on 
the tenon only, through inaccuracy of the parts fitting, 
the joint is much weakened. To prevent this, the joint 
is sometimes made with the sides at an angle, as at a Û, 
b c, fig. 341, on the part d. The acute angle e g does 
not secure so good a joint as the obtuse one at a c, espe- 
sonra. sox T~ cially where the lower beams are of the same depth. The 
king-post of a roof, as a a, fig. 342, is connected with the 
tie-beam b b by the tenon c. d d is a plan of the lower edge of tie-beam, with 
the mortise-hole e; f f are the struts. Wedges may be driven up from the 
under-side of tenon c, as at g. 

1143. In figs. 343, 344, and 345, we give other methods of connecting the 
king-post of a roof with the tie-beam. 

1144. In fig. 343 we illustrate a method of connecting king-post b with tie- 
beam a a; a mortise is cut in the beam, in which the tenon c is inse 
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being a wedge to drive the whole tight up. In fig. 344 we illustrate another 
method, where the king-post b is let into the upper edge of the beam a, as 
shown in the section e f g, to the right hand of the diagram. A bolt d passes 
through both of them, and is secured by the nut c. In fig. 345 the connec- 


Fig. 342. 
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tion is made by passing an iron strap b b, round the tie-beam a a, and con- 
necting it to the king-post c d by the keys ۸ م۸‎ and cottars و‎ g—these passing 
through an aperture cut in the king-post and slots in the sides of the strap b b. 
In the section, ff is the king-post, e the tie-beam. 

1145. Fig. 346 shows a method of joining at right angles a horizontal beam 
a a, to a vertical one bb, by what is called a “ dovetail joint," the tenon c pass- 
ing into the mortise d. | l 

1146. If the tenon is to be inserted in the beam a, in its centre as at c, fig. 
347, the tenon is made of the form as at b, and small oak wedges f f are in- 
serted in the end of b; and as the tenon is driven in the mortise, the wedges f 
fare forced into and cause the tenon to expand, filling up the mortise c. This 
species of joint is called “ fox-tail dovetailing.” In section, d is the mortise 
and e the tenon. 

1141. Fig. 348 illustrates three methods of joining horizontal to vertical 
timbers, given by Emy in his celebrated Treatise on Carpentry. 

1148. In cases of double-flooring, the binding joists are mortised into the 
“girders” in the manner shown in fig. 349. The best place to make the mor- 
tse in the girder e is in its neutral line, or the middle of its depth, as at f. The 
tenon d of the joist which is to be supported by the girder e should be somewhat 
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near the bottom line of the joist, as at g. Where the beam is subjected toa 
great strain, tending to draw the tenon d out of the mortise in the girder e, an 


Fig. 346. 
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Fig. 347. 
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oak trenail, or pin, or an iron bolt, should be passed through. In the case of a 
joist mortised through a 
سو سے سی‎ the tenon may be 
fastened as at A, and a 
pin i inserted. 
1149. In joists, as in 
fig.349,the mortise should 
be sunk near the top of 


JOINING OF GIRDERS AND the girder, as at €, gradu- 
BINDING JOIST8—SOALR, ally deepening to ards 


1 
\ 


: the central or neutral axis 
of the girder, where the strain is least. The 
length of the tenon may be about one-sixth 
of the depth of the girder. 

1150. Wall-plates are joined at the corners 
by methods shown in fig. 350, half notched 
at the end as at a and b, or a little from the 
end of each, as at c and d. By this method of joining, the tendency to dis- 
connect in either direction is prevented. A dovetail joint is sometimes used as 
at e, a corresponding tenon being made at the extremity of the other wall- 
plate. The joint shown at c and d is perhaps the best. 

1151. Tie-beams are joined to ihe wall-plates, as a a to b b, fig. 351, by the 


Fig. 950. 
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joint at c, the tie-beam being simply let into this. A better and more secure 
joint is shown at d, which is similar to that at c, with this exception, that the 
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wood is not cut across, but a piece or feather is left in the middle: a corre. 
sponding piece e is cut out of the lower edge of the tie-beam a a, into which 
the feather goes. 

1152. In fig. 352 we show at a b a method of joining the tie-beam c c with the 
wall-plate 7: where a dovetail joint, as at e f in the lower figure, is employed, 
the tenon is apt to work loose. In fig. 350 we gave at a b a form of joint suit- 
able for joining timbers at right angles to each other at the corners or angles. 

1153..In fig. 353 we give two illustrations showing other forms. The 
beam a is joined to b by the mitre-joint at c; the beam d is notched into the 
beam e. Where beams cross each other, as in fig. 354, the beam a a crossing 
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the beam 5 b, the upper beam may simply be placed on the lower, being 
secured by a strap, or by bolt and nut c c; or the lower one d d may be 
notchéd into the upper one e. 

_ 1154. Joining of Timbers at angles other than a right angle.— We give a few 
illustrations of joints for such cases. In fig. 355 the beam a is joined to the 
beam b b by being let into the notch c. 

The obtuse angles d d of the beam a give دساف‎ 

a stronger joint than when they are more 


acute, as at e e in the beam f. 
1155. In fig. 356 the beam a is secured VN 
to the beam 5 by the tenon c being in- 


serted in the notch d. As good a joint a 

for cases now under consideration as can e d 

be made, is perhaps that shown to the 

left hand of fig. 356, where a notch is cut 1 

across of the full breadth of the beam /; 

the two beams f and e e being secured 

together by a rib or tenon 9 going into JOINING or TIMBERS AT OBTUSE ANGLES—#OALE, l INCH 
the notch or mortise in the under-side of dd 

the beam f; i is a continuation of the beam f. An objectionable form of joint 
of this kind is shown in the right hand of fig. 357, where the beam a is joined 
to the beam 5 b by the tenon c passing into the mortise d. 

1156. Beams crossing each other at other than right angles, may be secured 
by the form of joint shown in fig. 357, the diagram to the left; the beam a a 
crossing the beam b b, the part c being inserted in the notch d; e e in the lower 
figure shows the beam 5 5 in continuation on each side of the beam a a. 
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1157. Joining of Timbers placed at angles to horizontal Timbers.—Of this class 
of the most important refer to the joining of the feet of rafters with the 
tie-beams of roofs. Fig. 358 


x a 7 9ھ‎ shows a simple form of con- 
necting the foot of a rafter 

EM a with the tie-beam b b. By 
NEN forming the joint as c d ef, 

and giving a tenon d ef 8 


much stronger joint will be 

secured. A better form of 

joint, as in fig. 359, may be 

adopted; a is the rafter, b 

the tie-beam. The butting 

end c is at right angles to the 

line e f of the rafter. The 

part d e f is not cut out 

across the upper edge of the 

JOINING OF TIMBERS CROSSING RACH OTHER AT RIGHT ANOLES-—SCALR, l INCH tie-beam, but a piece form- 

ing a feather is left as at g;‏ ۱ ا 

& corresponding mortise is cut out at the lower edge of the rafter a, into 

which g fits. The tenon may be formed on the end of the rafter, and the mor- 
tise in the tie-beam; this is the usual way. 


Fig. 357. 


JOINING OF TIMBERS AT RIGHT ANGLEG—OCALE, ] INCH TO THR FOOT. JOINT OF FOOT OF RAFTER WITH TIR-BRAM—9CAL8, 
l INCH TO THE FOOT. 


1158. A still better form for the same joint is illustrated in fig. 360: a the 
Fig. 360. rafter, b the tie-beam, and 
d plan of the upper edge 
of the tie-beam, with the 
mortise cut to receive the 
tenon b, formed on the 
j end of the rafter a An 
easily-formed and strong 

x : where a is the rafter, 1 


the tie-beam, c the dot- 


JOININQ OF AN INCLINED WITH A JOTNING OF INCIINKD BEAM WITH A . = 
HORIZONTAL HRAM—ACALE, $ MOHIZONTAL BEAM—ACALE. È ted lines showing the 
CH TO THE Foor. ENG TO THE وہ‎ form of the tenon. 


1159, Collar or horizontal timbers are joined to angular timbers, or “ prin- 
cipals,” by a variety of joints, of which we give a few examples. 
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1160. In fig. 362 the “ collar" a is joined to the “ principal" or “ rafter” b رم‎ 
by inserting the termination a into the notch c. To bring the surface of a flush 
with that of b b, the end of a is half-notched, as shown at d. 


Fig. 361. 


Fig. 362. 


JOINT OF BOTTOM BRAM WITE RAFTER—SOALE, i INCH 
TO TRE FOOT. 


JOINT OF RAPTER WITH TIX-BEAM-——SCALE, 1 INCH TO 
THE FOOT. 


1161. The dovetail joint, fig. 363, is a good form. An end a of the collar b 
is inserted into the notch c of the rafter d d. 

1162. Fig. 364 shows another form of joint. In all these joints trenails or 
spikes are used to secure the timber together. 0 


JOINT OP COLLAR-BEXAM WITH RAFTER-—SCALRE, JOINT OF COLLAR WITH RAFTER——6CALE, i INCH TO 
È INCH TO THE FOOT. THE FOOT. 


_ 1163. Struts are made to abut against king-posts in a variety of ways. The 
best method, however, is where the face of 
the joint is at right angles to the direc- 
hon of the thrust of struts, as the faces 
a b, fig. 365, to the line of struts c d, or the 
faces e f to the struts gh. The forms of 
Jant shown at i and k are objectionable. 

1164. In fig. 366 we show the method 
of forming the joint with a tenon: a b the 
front view of head of king-post; c the 
bearing of the rafter end; the dotted line 
shows the tenon cut to receive the mortise 
e of the rafter d; f shows an edge view of 
the king-post head, with mortise. The 
ends of struts are joined to the foot of king- 
Post by mortise and tenon. This is illus- 121110111111119 
trated in fig. 367: a 18 end of king-post, OF KING-POSTS AND QUEEN-POST8—SCALE, È Noz TO 
mortised to the tie-beam b; c is the part ين‎ 
against which the strut abuts, with the mortise to receive the tenon of the 
strut—an end view of which is seen at d. 

T 
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1165. A better way to join the rafters with the king-posts, or the straining 
beam with the queen-posts and principal rafters, is to make the ends abut 
against each other—a piece of sheet-lead being only placed between them. As 
there is no compressible material as the wood of the king-post, the form of the 
framing is less liable to change. This is illustrated in fig. 368, where the 


Fig. 367. 


JOINT OF RAFTER WITH KINO-POST—SCALE, 
$ INCH TO THE voor. 


JOINT OF RAFTERS WITH KING-POBT—SCaLE, ) vice 
TO TUK FOOT. 


JOINT OF FOOT OF 
STAOTS, WITH KING- 
rosr—scatx, FINCH 

IO THE FOOL. 


straining beam c butts immediately against the principal rafter b; the queer- 
post a a being bolted in two halves on d and d, embracing the beam e, aud 
secured by bolts and nuts. In the same figure, f f represents the principal 
rafters butting at g; the king-post 7 being bolted in two halves as at d and d. 

1166. In fig. 369 we show the method of joining the straining-beam with 
the queen-post b, side view of post, with indent cut out of it; a the edge view 
of ditto, showing the mortise to receive the tenon e of the straining-beam d, df 
which an end view is at c. 

1167. The purlins of a roof are notched into the rafters by joints similar to 
those used to join the tie-beam to the wall-plate. In fig. 370 a is the section 
of purlin, notched into the principal rafter b, and at its upper end to the com- 
mon rafter c. The purlin butts against a piece d, nailed to, or mortised into, 
the principal rafter 5. 

1168. In the case of “lean-to” roofs, the rafters should butt in the wall- 
plates with a horizontal joint, as in fig. 371, at a and Û, shown in section. 


Fig. 869. 
vee ہمہ ۔‎ Fig. 870. Fig. 371. 


JOINT OF FURLINS TO RAPTERS— 
SCALE, d INCH 20 TUE FOOT. 


JOINT OF GTRATNINO-BEAM WITH JOINT OF RAPTERS TO WALL-PLATS 
QURENPOBT—scaLe, $ INCH 10 —toaLx, $ INCH TO THE FOOT. 
THE FOOT. 


1169. Trussed Beam.—In the Section treating of parts of structures in which 
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wood and iron are combined, the reader will find various methods illustrated and 
descnbed of trussing beams. 

1170. We here give in fig. 372 an exceedingly simple and effective form of 
flat roof truss, the invention of Mr Smart, by whom it was communicated to 
the Society of Arts, and named 


: Fig. 372. 

by him ‘the bow-and-string A k^ d 
rafter.” “In this communi- CY Y [ 
cation," he says, "I take a e a 


span of thé usual size for a e f 
for and, by means of adi yee MB 
cular saw, make an incision in 
it, as shown at a a, fig. 372. 
I then make a cut b, at right angles to the former, and equidistant from the two 
ends, Lastly, I make two cuts c d, taking out a thin wedge from each piece. 
The two pieces e f are then to be gently raised up till they form an angle of 10° or 
12° with the piece a a, and are secured in their place by the oak key-wedge g. 
lt is obvious that a weight pressing on the key-wedge of this rafter (the ends 
being properly supported) will be sustained, either till the fibres of the wood 
forming the string are torn asunder, or till the lateral cohesion of the wood 
forming the butt end of the rafters be destroyed; at the same time, there is no 
lateral pressure on the wall." 

1171. In fig. 378 we give sketch to a larger 8cale of the end of the rafter so 
treated, where a a is the rafter, b b the horizontal saw-cut, c the wedge. 

1172. In fig. 374 we give a sketch of the centre of the rafter above formed ; 


BOW-AND-BSTRING RAFTFR—BOALE, 1 INCH TO THE Foor. 


Fig. 578. | Fig. 874. 


END OF BOW-AND.8TIHING RAFTER—SCALE, fixou TO CENTRE OP BOW-AND-STRING RAPTER—SOAIEB, 
THR FOOT. } INCH TO THE FOOT. 


a a are the two ends, corresponding to the ends of the pieces e f, fig. 372, b the 
oak key-wedge. 

_ 1173. In fig. 375 we give a drawing of a rafter for a 56-feet span, the scant- 
ling of the rafter being 10 inches by 4. In this form Mr Smart inserted vertical 
pieces a a between the upper and lower parts of the beam, securing these by 
Iron straps. 


Fig. 875. 


BOW.AND-ST RING RAFTER-—SCALE, i INCH TO THE FOOT. 


1174. Increasing Depth of Beams.—A method to obtain depth in a girder, and 
lo avoid deflection or bending, is illustrated in fig. 376, and is recommended by 
some as preferable to the trussed girder. Two beams of equal scantling are 
laid edge on, as a b, c d, and secured together by keys e e e, the whole being 
secured together by hoops of iron f f f driven tightly on. In place of hoops, 
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bolts may be used, as shown at g, but hoops are preferable. The thickness of 

Fig. 3:6. the keys should be equal to about half of 

the breadth—the total thickness of all the 

keys, when laid on each other, being equal 
to one-third of the depth of the beam. 

1175. In fig. 377 we illustrate another 

method of deepening a beam, the sur 

Fig. 377. faces in contact being provided with in- 

dentations and corresponding projections, 

the two being well secured by bolts and 


METHOD OF INCREASING LEP\l OF 28 nuts. 


Fo. X J 


METHOD OF INCREASING DEPTH OF BEAMS. 


1176. Section Seconp—Floors.—The simplest form of floor is illustrated 
in fig. 378, and is called the “ single flooring." Where a a a are the joists laid 
on the wall c c c, parallel to one another, the 
distance should not in any case exceed 12 
inches from centre to centre of joists. The 
flooring-planks 5 6 are laid on the joists a a a. 

1177. When the walls, as a a and b 0, 
fig. 379, are separated more than 8 feet, the 
joists are apt, under sudden strains — as 
weights hauled over the floor, people walk- 
ing quickly, &c.—to bend laterally. To pre- 
vent this, struts are placed between the joists, 
as c c between the joists d d d. When the 
span of floor is wide, these struts should be 
placed at distances of not less than 4 feet 
apart. One row will do for joists, with a 
bearing exceeding the 8 feet; for every 4 feet of extra bearing, one row of 
strutting should be given. They may be formed either of pieces of thin wood, 
as at e, fig. 379, the same depth of the joists, or of two pieces crossed, as at f. 

1178. When the course of the joists is to be interrupted, as in fig. 380— 


Fig. 378. 


BINGLE FLOOnING—BCALE, i INCH 10 THX FOOT. 


Fig. 379. 


TRCZCSAÉINO CF FI OC RINO HEAMS— 
scaLx, $ INCH 10 IHE Fos, 


TRIMMINGJOISTS—SCALE ] INCH TO THE FOOT. 


where, for instance, a well-hole g is to be made, as in the floor of a barn or 
granary, to admit of passage from one floor. to another by means of trap- 
stairs—the joists, as a a, b b, are supported by cross pieces c c, d d, called 
* trimmers " or “ bridles.” These again are supported by larger joists e e, f ^ 
which run parallel to the ordinary joists a a, b b; these larger joists are call 

“ trimming-joists,” or “ carriage-beams.” The trimmers c c, d d must be made 
strong in proportion to the number of joists which they have to carry, and 
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the scantling of the carriage-beams is proportioned to the weight which the 
trimmers carry. 

1179. For floors of a wide span, and where more perfect work is required, 
as in the supporting of heavy weights, what is called “double flooring” is 
used. This is illustrated in fig. 381, where Û b b represent two large joists, 
termed “ binding-joists," which are laid on the wall a a at each end, at dis- 
tances of 10 feet apart from centre to centre. These joists support other 
joists, termed “ bridging-joists," c c c, laid at right angles to b b. These 
bridging-joists are laid at distances of from 12 to 20 inches apart, and support 
the flooring-planks d d, which run parallel to the ‘‘ binding-joists ” b b. Where 
itis deemed necessary in the apartments of the steading to have a "ceiling " 
on the under-side of the floor, what are called “ ceiling-joists " should be notched 
into the under-side of the binding-joists, as at ee. The distance between 
these is usually set off at 12 inches. 

1180. A still more complicated form of flooring, and one usually adopted 
where the bearing is great, is illustrated in fig. 382, and is known as the 


Fig. 381. Fig. 382. 


DOUBLE FLOORING— SCALE, 1 INCH TO THE FCOT. DOCBIE-YRAMED FLOCRING—BCALE, 1 INCH TO THE FOOT 


“ girder” or '*double-framed flooring." In this case the binding-joists b b are 
not supported at the ends by the walls, but are supported by *' girders," as a a, 
which rest on the walls, and are placed generally at a distance of 10 feet apart; 
on the “ binding joists ” b b, the bridging-joists c c c c are placed, these sup- 
porting the flooring-planks d d. 


i 


NE. Crass I. Crass II. | Cua III. Celling- 


| 


1 
Distance apart Distance apart 


Distance apart Bi 9 ^ d 
Bearing Joists. Binders. Girders. Jon. of Girders. S ا‎ 9 ola E 
| | w. D. WwW. D. W. D. w. D. | 
a ھا یڈ‎ a i 34 x Z'in. Crass I. | Crass II. عد‎ III. 
8 24+ 7 4 ۰ 4 2i 10 fect 
10 2) 7 8 5 9x7in| 5 پ9‎ ou 14 to 6 feet | 12 to 14 
12 24 8 9 51 10 8 Per apart. The apart Bear- ; 4to6 
14 24 9 10 6 11 9 ahs bearings onl. ii 6i ٦ 
iD o6in. j i 
20 3 12 is 4 15 il nee reddis d walls. emi 
24 57 5 15 12 ve 12 in. 


1181. Taking fig. 378 as representative of the “ first class " of floors, fig. 381 
of the “ second,” and fig. 382 of the “third,” the preceding table, compiled 
from data given by the eminent authority Tredgold, will be useful, as showing 
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‘the scantling of floors for various spans. W represents the width, and D the 
depth of the joists, binders, and girders. 

1182. The following remarks on flooring by Mr Gwilt will, we trust, be of 
use :—“‘ First, the wall-plates—that is, the timbers which lie on the walls to 
receive the ends of the girders or joists—should be sufficiently strong, and of 
sufficient length to throw the weight upon the piers. Secondly, if it can be 
avoided, girders should not lie with their ends over openings, as doors or win- 
dows; but when they do, the strength of the wall-plates must be increased. To 
avoid the occurrence in question, it was formerly very much the practice in this 
country, and indeed is still partially so, to lay girders obliquely across rooms, 
80 as to avoid openings and chimneys, the latter whereof must always be at- 
tended to. Thirdly, wall-plates and templates must be proportionately longer, 
as their length and the weight of the floor increase. Their scantlings will in 
this respect vary from 4} inches by 3, upto 74 inches by 5. Fourthly, the tim- 
bers should always be kept rather higher—say half to three-quarters of an inch 
—in the middle than at the sides of an apartment, when first framed, so that 
the natural shrinkings and the settlements which occur in all buildings may 
not ultimately appear after the building is finished. Lastly, when the ends of 
joists or girders are supported by external walls whose height is great, the 
middles of such walls ought not at first to rest upon any partition-wall that 
does not rest higher than the floor, ‘ but a space should (says Vitruvius, lib. 
vii 1) be rather left between them, though, when all has settled, they may be 
brought to a bearing upon it. ‘Neglect of this precaution will induce unequal 
settlements, and, besides causing the floor to be thrown out of a level, will most 
probably fracture the corners of the room below.’ " 


1183. Section Turrp—Fartitions—In designing partitions, care should be 
taken to transfer the weight to the points of support—the walls. This is best 
done by placing two struts or braces, butting against a central post. The best 
angle for the braces is 40 degrees. Where partitions have to support their own 
weight merely, the principal timbers for a span of 20 feet may be 3 inches by 
4; for a span of 25 feet, 34 inches by 5; and for a span of 30 feet, 4 inches 
. by 6. Where partitions have to bear other weights, then the dimensions of 
their parts may be calculated according to the rules to be given hereafter. 


1184. In fig. 383 we give 8 


ss drawing of a partition adapted 


Fig. 383. 


to an 18-feet span, with one door 
in the centre. The head a b is 
9 inches by 4; the sill c d, same 
scantling ; the posts a c, b d, e, f, 
9 inches by 4; the straining- 
beam g, 5 inches by 3 ; the struts 
or braces A h, 5 inches by 4; 
the filing-in pieces ttt i, 5 
inches by 24. 

1185. In fig. 384 we give the 
drawing of & partition adapted 
to a 28-feet or 30-feet span, with spaces for a door at each end. The scantlings 
are as follows: the head a 5,6 inches by 6 the sill c d the same ; the posts 
a c, b d, e f, 6 inches by 6; the king-post k same size; the straining- pieces 
99 6 inches by 4; the struts or braces h À, hh, 6 inches by 5; the filling-in 
pieces i i, 6 inches by 3. 


[DENT 


PARTITION FOR ح1672(‎ HPAN-—s"ALE, È INCH TO THE FOOT. 


2 0 NNEEESC MEER 


PARTITIONS. 995 
Fig. 884." 
WIN 


PARTITION, SPAN 78 FEET—SCALE, } INCH TO THE FOOT. 


3 


1186. In fig. 385 the partition is adapted to a 22-feet span: the head a 5, 
6 inches by 6; the sill c d, 6 inches by 4; the tie-beam e e, 6 inches by 5 


PARTITION, 22-FK £T SPAN—-HCALE, a TE INOH TO THE FOOT. 


the king- -posts f f, 6 inches by 6; the posts 5 c, a d, 9, g, 9, 9, 6 inches by 6; the 
straining-piece A, 6 inches by 4; the braces or struts f ?, 6 inches by 4; the 
filling-in pieces k k, 6 inches by 3. There are here a wide and narrow door. 

1187. In fig. 386 we give a drawing of a partition without door spaces for 
a span of 16 to 18 feet, of which the scantlings are as follows: a a sill, 5 
inches by 4; b b head, also 5 Fig. 386. 
inches by 4; c post, 6 inches 
by 4; dd braces or struts, 
10 inches by 2; ee quarters, 
4 inches by 2. 

1188. In fig. 387 we give 
the drawings of a partition 
with large door in centre and 
small door at side, adapted 
toan 18-feet span. The sill 
da 4 inches by 4; the head 
bb, 4 inches by 4; the tie- 

cce, 4 inches by 3 ; PARTITION FOR 16-7RET SPAN—SCALE, } INCH TO THE roor. 
the posts d d d d d, 4 inches by 3; straining-beam e, 4 inches by 4; struts or 
braces f f, 4 inches by 3; g filling-in pieces, 4 inches by 2. 

1189. In fig. 388 we give the drawing of a trussed partition for a wide span, 
with large door at one side and small door at the other. 

1190. In fig. 389 we give a drawing of a partition adapted for an 18-feet 


296 PRACTICAL CONSTRUCTION. 


span, with large door in the centre only. The scantlings the same as in fig. 


Fig. 387. 


LULA TELS Le 


FAR11IION FOR JU-FEET SPAN—OCALK, i ING O THE Foor. 


b 


Fig. 388. 


388, just above. 

1191. In fig. 390 we give a 
drawing of the partitions in 
first and second storeys, in 
which the span is 18 feet. The 
beam a a is 18 inches by 3; 
the sills b b, b b, 4 inches by 4; 
the heads c c, c c, 4 inches by 4; 
posts d d d, 4 inches by 3; 
struts or braces e e, e e, 4 inches 
by 3; puncheons f f, 4 inches 
by 2. 


12252229183880۰ ۱ 
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DOUBLE PARTITION—SCALE, | INCH TO THE FOOT. 
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1192. Section Fourtn — Roofs.—Before illustrating the construction of 
trusses for roofs, we shall give a few diagrams showing the forms as used in the 
more simple constructions of the farm. 


1193. Lean-to and Ridge Roofs.— Where Fig. 391. 

the plan of building is rectangular, as a b c d, ^ 7 --_> — 
in fig. 391, and one wall higher than the Es 
other, as e f, the form of roof employed, slop- m- 

ing from f to g, is termed a “ lean-to.” 

Where the walls are of equal height, as À i, k l, 

the slopes of the roof, as h m, mk, are equal; ys 

the point at which they meet, as at m, being » t 

termed the “ridge,” and the angle ۸ m k, the 

“gable.” "The ridge divides the building into i 

two parts by a line, as n o. : 

1194. Hipped Roofs.—W here the plan is rec- 
tangular, in place of the ridged roof, as in last figure, the form in fig. 392 may 
be used; a b is the ridge, the ends 
c d, e f, sloping at the same angle as 
the sides © e, c £ The ridges a 5, b d, 
b c, are termed hips, and the whole ar- 
rangement a hipped roof; g is an end, 
and ۸ a side elevation of roof. 

1195. Pavilion Roof.—W here the plan 
of the building is a square, as at a b c d, 
fig. 393, all the sides of the roof may be 
made to slope at an equal angle, and to 
meet in the point. All the elevations 
present the same appearance as at e. 


€ 
B‏ سح م 0 


LEAN-TO AND 21295 ROOFS. 


Where the length f h of the building 009 

does not much exceed the breadth f ہر‎ it may be roofed with a pavilion roof, 
asshown. Where the building is Fig. 393. 

square, the pavilion roof may be نے‎ 

truncated by a plane, as shown by | د‎ 


the dotted lines in square above, k, 
parallel to the base 7. In this case 
the side elevation will be as at m. 
Where the square buiding'is desired 
to have gables at all the sides, there 
will be two ridges, as shown by 
the dotted lines n o and k, at right 
angles to each other—the eleva- 
tion being as at r; s being one 
gable, t ¢ the two gables of the == 
sides at right angles to the side r. Edd 

1196. Conical Roof.—This form of roof, generally used for the roof of thrash- 
ing-mills, is shown in fig. 394, in plan at a, and elevation at b. 

1197. Ridged Roof meeting at Right Angles.—Where the building a b c d, fig. 
395, is at right angles to the building e f g h, the plan of roof is as shown in 
the drawing; i k, l m being the ridges, e J, 1 f being termed the valleys. 

1198. M Roofs—Ridge-and- Valley Roofs.— Where the building is wide, and the 
roof is to be kept low to correspond in height with the other parts of the build- 
ing, the width is divided into two parts 7 and m, fig. 396. Where more than 
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two divisions are made, as at n n, the arrangement is termed a “ ridge-and- 
valley roof," g ۸ i k being the ridges, o o o the valleys. 


CONICAL ROOY. 


hRIDGE-AND-VALLEY ROOFS. 


1199. Roof Trusses.—In fig. 397 we give an illustration of the simplest form 
Fig. 397. 


of roof; this is called a “ lean-to,” 
and is adapted for covering cart-&beds, 
&c. The form in fig. 397 is calculated 
for spans of from 10 to 12 feet. The 
scantling of the rafter or beam 5 c is 105 
inches by 24; the wall-plate 5, 4 inches 


by 3. The joists should project 18 or 
LEAN-TO ROOF, ko., 12- reer SPAN~OCALE, 1 INOM TO 20 inches beyond the lower wall d, as 
THX Foor. at f, and should be placed on the walls 


at distances of 4 feet 
from each other. 
The roofing - boards 
are nailed on the 
joists parallel to the 
walls a and d. 

1200. Where the 
distance or span is 
from 10 to 14 feet, 
and a lean-to roof re- 
quired, the “ truss” 
shown in fig. 398 
may be adopted. In 
this a “ tie-beam” 
a a is used, which 
rests upon the wall- 
plates b and c. An 
upright post d is 
notched into the end of the tie-beam a a, and is let into the wall. The 


LEAN-TO ROOF, CÜ-yERT SPAN—SCALZ, ] INCH TO THE FOOT. 
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rafter e e is notched at its upper end to the post d, and to the tie-beam a a 
at its lower end; f is the purlin; g g the common rafter, 4 inches by 2}. 
The scantling of the tie-beam a a is 6 inches by 4; the wall-plates b c, 
6 inches by 4; the rafter e e, 54 inches by 4; the post d, 4 inches by 3. The 
post d may be dispensed with, and the upper end of the rafter e e abut on 
a wall-plate, as 6, fig. 397 ; 

h, fig. 398, is a strut. Fig. 399. 

1201. An arrangement 
adapted to the most usual 
form of roof—namely, one 
having an equal slope on 
both sides—is shown at fig. 
399. The rafters aa, d d 
are notched at their lower 
extremities to the wall- 
plates b C. 48 the weight TROSS WITH " COLLAR," 18 FEET 8PAN—SCALE, |] INCE TO TBE FOOT. 
of the roof-covering which 
would rest upon those rafters would give them a tendency to separate at 
their feet, and thrust out 
the walls, a “collar” or 
“tie” e connects the two. 
The scantlings of the parts 
are as follows: rafters a a, 
d d,9 inches by 3; wall- 
plates, 4 inches by 3; col- 
lar or tie, 5 inches by 3. 

1202. Fig. 400 shows 
a truss of this kind with 
two collars. For a span 
of 16 feet the scantlings 
are as follows : rafters or 
principals a a, b b, 6 inches 
by 24; collars c, 6 inches by 2; d, 5 inches by 2. 

1203. Truss for a Collar-Beam Roof.—Roofs with a collar-beam may be 
strengthened by a longitudinal truss placed at the point shown by the dotted 
line e in fig. 400, the ends of the truss being inserted in the gables. A side 
elevation of the truss 
is given in fig. 401; Fig. 401. 

a b the sill, c d the * 


ا t‏ ری 
posts, : the straining- b‏ 


piece, j k struts or RHE 
braces. 

1204. In fig. 402 we give a truss for a porch or building of small 
span, say from 6 to 8 feet: a a the 9-inch walls; Û 6 the wall-plates, 5 
inches by 3; c e the rafters, 3 inches by 2; d d the struts or braces, 24 
inches by 2. 

1205. As the tie-beam or collar e in the illustration, fig. 899, is too high 
up to act in the best way, the tie should be placed as at Û b, fig. 403, resting 
on the wall-plates c c, 4 inches by 3. "The rafters d d, 6 inches by 4, abut on 
the tie-beam û b, 8 inches by 4. This truss is strengthened by the 
struts e e, 4 inches by 3, abutting on the “ straining - sill " f, 3 inches 


Fig. 400. 


TRUSS WITH TWO COLLARS, 10-FRET SPAN—S8CALE, 1 INCHM TO THE FOOT. 


e 
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square, let into the face of the tie-beam. This truss is adapted to spans 
from 19 to 24 feet. In these illustrations, fig. 397 is for a 12-feet span, 
fig. 398 for 20, fig. 399 for 18, and fig. 
402 for a 6-feet span. Fig. 404 isa 
roof on the principle of fig. 403, with a 
suspension-rod a of iron, à b struts, c c 
tie-beam, d wall-plate, e pole-plate, ff com- 
mon rafters. 

1206. The truss in fig. 405 is calculated 
for & 30-feet span; a the rafter-box or 
shoe, of cast-iron; Û the suspension-rod of 
wrought-iron, 2 inches diameter; c c struts, 
5 inches square ; d d wall-plates, 6 inches 
by 4; e e pole-plate, 5 inches by 3; f f 
principal rafters, 10 inches by 5; gg 

TRUSS FOR A PORCH—SCALE, ] INCH TO THE FOOT. common rafters, 4 inches by 24 : À À tie- 
beam, 12 inches by 5; i nut for securing tie-bolt b; m ridge-pole, 8 inches 

by 14; n purlins, 6 inches 
Fig. 403. 
by 4. 

1207. King-post Truss — 
Fig. 406.—The truss in this 
sketch is adapted for a span 
of 25 feet between the walls 
a a; b b the wall-plates— 
whichrunlongitudinally along 
the walls—5 inches square; 
these support the tie-beam c c, 

TRUSS FOR 20-¥ERT BPAN—SOALE, ] INCH TO THE FOOT. 10 inches by 5; d d pole- 
plates, 5 inches square; e e king- post, 5 inches square ; f f principal 
rafters, 5 inches by 
4; g g struts, 9 
inches by 3; hh 
purlins, 6 inches by 
4; i i common raf- 
ters, 4 inches by 21. 
The various parts 
now described as the 
tie - beam c c, the 
principal rafters f f, 
- the king -post e e, 
and the struts g g, constitute what is called “the truss.” The trusses 
are placed at distances apart from 6 to 10 feet. The roof materials, 
boarding and slating, are supported by the common rafters f i, abutting 
at the upper end on the ridge-pole j, and at the lower on the pole-plate d d, 
notched into the tie-beam c c above and near the wall-plates 54. The com- 
mon rafters also rest on the purlins h A. These rest on the principal raft- 
ers f f, and are continued from truss to truss. The ridge-pole j is let into 
a notch in the head of the king-post e e, and is continued from truss to 
truss, like the purlins. The ridge-pole j, the purlins A h, the pole-plates d d, 
are all parallel to the walls a a, as also the wall-plates b 6; while the tie- 
beam c c, the common rafters : i, the principal rafters f f, the king-post e e, and 
the struts g g, are all at right angles to the walls a a. Properly the “ king- 


Fig. 402. 


c b b c 


TRUSS WITH KING-BOLT, 2O-F* £T GPAN—SCALE, 1 INCH TO THR FOOT. 
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post " e e, does not act as a post—which involves the idea of compression— 
but as a tie, as the tie-beam cc is suspended at the centre by it. A better name 
would perhaps be the “ king-bolt," or * suspender." 

1208. Where space is required above the line of the tie-beam, a form of 
truss, known as the “ queen-post," is used. It is also adapted to greater spans 
than the king-post truss. This is illustrated in fig. 407, which is a queen-post 


Fig. 405. 


Fig. 406. 


X1NQ-POST THUSS POR 25-PEET SPAN—SCALE, i INCH TO THE FOOT. 


Fig. 407. 


QUEREN-POST TRUSS FOR 30 TO 45 FEET SPAN—SCALE, i INCH TO THE FOOT. 


truss for a 30-feet span, but is adapted to spans from this extent up to 45 
feet. The tie-beam is at a, 10 inches by 5; 66 wall-plates, 6 inches square ; 
c c pole-plates, 5 inches square; d ridge-pole, 8 inches by 14; e e common 
rafters, 4 inches by 24; f f principal rafters, 9 inches by 5; g straining-beam, 
9 inches by 5; A A queen-posts, 7 inches by 5; #7 struts, 5 inches square; 
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k 6 purlins, 6 inches by 4. A straining-sill, formed of a flat piece of wood, 
is sometimes placed on the tie-beam, against which the feet of the queen-posts 
h h abut, serving the same purpose as the straining beam g. 

1209. In fig. 408 we give a drawing of a roof truss for a 30-feet span, on the 
principle of the queen-post truss, but modified with a king-post a, and struts or 
braces Û b, c c. 


TRUSS POR A 30-FEET SPAN—SCALE, i INCH TO THE FOOT., 


1210. In fig. 409 we give a sketch of half of a truss calculated for 47-feet span, 
but also adapted to 

Fig. 409. spans between 4 

and 60 feet. In this 

there are two queen- 

posts a b, with s 

s strutc between them, 
and a second strut d 
supporting the prin- 
cipal rafter. The fol. 
lowing are the sizes 
or scantlings of the 
various parts : the 
wall-plates, 6 inches 
: square ; tie-beam, 13 
inches by 8; queen-posts a, 8 inches square; small queen-posts ب۸‎ 8 inches 
by 4; principal rafters, 8 inches by 6; straining-beam e, 9 inches by 
Fig. 411. 6; struts c d, 5 inches 

by 3; purlins f, for & 


7 vais e ZR ل“‎ J feet bearings, 7 inches 


TRUSS WITH TWO qQUEEN.-POSTS FOR 47-FERT SPAN—6CALE, l INOH TO THE Poor. 


ene ور اا‎ NAZ by 5; pole- plates, 6 
HAN || || | Aa inches square. 
NT ll | مطل مي‎ 1211. Hip Roof.— In 
= ATT al TS —Hn small roofs the lower ends 
H— | بے‎ of the hip-rafters rest on 
WA N the walls at the corners 
e XP e ` b c d e of the building, 
RCCP WITE E UE MAE vy ×× the upper end being fitted 


DMIGON IEEE AND rRagonaL rig TO tO the ridge-pole a, as in 

SCProORT HIP&APTEA. fig. 410. 
1212. Another method is to form a frame as a a, b c, fig. 411, which is placed at 
the corner of the walls. Upon this framing the lower termination of the hip-rafter 
is fixed, the upper resting on the king-post. Where a tie-beam is introduced, the 
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outer end rests on the angle of the wall, the inner being fixed to the principal 
tie-beam. A strut fitted to the smaller tie-beam supports the middle of the 
hip-rafter. The short rafters between the hip-rafters are called “ jack-rafters."' 

1213. Fig. 412 illustrates the plan of a hipped roof: a a a the walls, b ù b the 
wall-plate, c c hip-rafters, d d angle-pieces to support end of rafters, e e princi- 
pals, ff purlins, g ridge-pole. The part to the left shows the roof slated. 


Fig. 412. 


PLAN OF MIPPED-ROOF. 


1214. Scantlings of Roofs of various Classes and Spans.— Taking fig. 406 as an 
illustration of the “ first class" of °“ roof-trusses," fig. 407 as an illustration of 
the “ second,” and fig. 408 as of the ‘‘ third class," the following may be taken 
as tables of the sizes of useful spans of roofs :— 


Crass I. (Fig. 406.) 


COMMON RAFTERS. PURLINS. 


| 

i 

| Span. 5 Struts. King-post. Bearing— 

| 8 Feet. | 10 Feet. 8 Feet. 10 Feet. 

لولاا سے ee ee MCN‏ پا سه کت لا 

, 20 ft. 4 x Qhin.| 6 x 3in.| 4 =x 8in.| 4x 4in. | 6 x 4in. | 7 x bin. 
25 ooo eco 5 3 5 5 LII) coe f 

6 3 | 5 5 


Crass II. (Fig. 407.) 


i 1 
Princi Bt : | 
Tie-beam. | FrivciPel | Queen-posts,, Straining Struts. 


| Span. 
رس ےس سار ھا‎ ew ہا ہے ہہ ہے‎ es ےمج ےی اج کے‎ 
| 85 ft. |11 x 4in.| 5 x 4in. | 4 x 4 in. | 7 x 4in. 4 x Qin. 
40 12 6 6 4 5 5 (8 5 5 3 
45 513 6 {7 5 | 6 6 9 5 5 5 
Crass III. (Fig. 408.) 
1 | ۱ 
| ١ Principal u Straining- | Princi 
Span. | Tio-beam. ہت رم‎ Btruta. piede. Nene 
eae rena 
' 50 ft. 13 x 8in. 8x 4in. 5x 8in.| 9x 6in. | 8 x Gin. 
jM 9 9 4 54 3 |10 6 8 7 
(15 10 10 4 6 3 11 6 8 8 
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1215. In fig. 413 we give a plan of the roof-timbers of a building where 
one part is at right angles to the other: a a a a the walls; 6 66 the wall- 


Fig. 413. 

a 
ÉL سس‎ 
8] |) ILL 
i TEN ارس | و‎ 
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TIMBER OF A ROOF MEETING AT RIGHT ANGLES (rLax)}—scaLe, ] nico TO THE FOOT. 


plates, 4 inches by 2; d d the ridge-pole, 74 inches by 24, of the longest 
part of the roof; c c the ridge-pole, 7 inches by 14, of the shortest part; 
e e the hip-rafters, 6 inches by 2; f f the rafters, 6 inches by 2; gà 
part of the slate-boarding on the two roofs. In fig. 414 we give an end 
elevation of the same roof; h h is the ridge-pole corresponding to c c, fig. 
413, the end of which butts 
on the ridge-pole corre- 
sponding to d d, fig. 413, 
the other end resting on 
the gable of the short pro- 
jection of the building 
m m, fig. 413; f the raf- 
ters of the longest portion 
of building; d the ceil- 
ing joists, 4 inches by 2; g 
the hip-rafter correspond- 
ing to e, fig. 413; nn the 
common rafters. In fig. 
415 we give the side 
elevation of roof; o o i8 
the ridge - pole corre- 
sponding to d d in fig. 
413; b b the rafters corre- 

SIDE ELEVATION OF ROOF IN FIO. 413, sponding ton n, fig. 414; 
n n the rafters corresponding to those marked f f in fig. 413. In fig. 416 
is the arrangement of timbers at c c, fig. 413, drawn to a larger scale; a a part 
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Fig. 415. 
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of the ridge-pole, corresponding to d d, fig. 413, and b the ridge-pole, corre- 
sponding to c c in the same figure, c c the hip-rafters, corresponding to e e, 
fig. 413. 

1216. In some roofs the ends terminate at the same angle of inclination 
as that of the sides. This is effected by introducing hip-rafters, as a a, 
fig. 417. 

1217. In smaller roofs the lower ends of the rafters rest on the walls at the 
corners of the building a a, the upper end being fitted to the ridge-pole b, as in 
fig. 417. 

1218. Fig. 418 shows the “ jack-rafters ” of a hip-roof, being the short tim- 
bers filling up the slope. 


Fig. 416. 
Fig. 418. 


4 
7۷۲۰۲۳ OP HIP-RAFTEAS 
wiry RID 2 P-PO[ EF =—S ALE, i 
INCH TO 1HE FOOT. 


JACK-RAFTERB, 


1219. In fig. 419 we give the elevation of a truss adapted for a flat roof; a 
the straining-beam, part 
of which is cut away at 
either end, as at b b, to 
form the butting ends, 
against which the raft- 
ers c c rest. These 
rafters are made of the 
pieces cut out of b b. TRUSS FOR FLAT ROOF—SOALE, ] INCH TO THE FOOT. 
Suspension or tie-bolts 

d d are placed near the ends of the beam a to prevent deflection. 

1220. In fig. 420 we give a drawing of another form of truss for a flat roof, 

for a 35-feet span: a wall-plate, Fig. 420. 
6 inches square; b b tie-beam, 
13 inches by 5; c queen-post, 12 
Inches by 6; d straining-beam, 12 
inches by 6; e strut or brace, 
94 inches by 54; f f principal, 
8 inches by 6; g pole - plate, 
6 inches by 4; h h common rafter, 
í inches by 6 ; i i joists supporting 
the lead flat. 

1221. Mansard or Curb Roof.— 
In cases where space is desired 
above the tie-beam, a form of truss 
known as the “mansard” is adopt- FLAT ROOF—80CALF, } INCH TO THE FOOT. 
ed; an illustration of which we 
give in fig. 421; a a, 10 inches by 4; bb, 6 inches by 4; c c, 5 inches by 4; 
dd, 4 inches by 4; e e, 5 inches by 4; f, 5 inches by 4; g g, 5 inches by 2. 

tU 
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1222. High - pitched 
or Gothic Hoofs.— ln 
fig. 422 we givea truss 
for a high-pitched roof 
for a 20-feet span; 
a a, 4 inches by 3}; 
b, 5 inches by 4; c, 3} 
inches by 4. | 

1223. In fig. 423 is 
another form of a truss 
for a high-pitched roof, 
in which the tie-bolt 
a is of wrought-iron. 
The tie-beam b b is 


| 8 
| | 12 inches deep at the 
MAKeARD OR CURB Roor—e«caLz, È INCH TO THR FOOT. 3 centre aud 9 at the 
| ends, the thickness be- 
Fig. 422. 


ing 5 inches; c c lower 
braces, 9 inches by 5; 
d d upper braces, 6 
inches by 5; e ¢ prin- 
cipals, 9 inches by 5. 

1224. Height in a 
high-pitched roof may 
be obtained by cam 
bering upthe tie-beam, 
as shown in fig. 424, 
which may be adapted 
for a thrashing-mill 
The king-post will re 


/ quire to have as many 
| faces as there are sides 
in the polygon to be 

S | roofed. The whole 
TRUSS TOR 3011110 OR HIGH-PITCHED ROOF=6CALE, 1 INCH TO THE FOOT. strength of the ar- 


rangement depends 
upon the strength of 
the straps used to join 
the ends of braces bb 
to the foot of the king- 
post a. 

1225. Curved Ri- 
Truss.— Fig. 425 illus- 
trates a form of roof 
invented by Mr Holds- 
worth, and for which 
the Society of Arts 
gave a reward. In 
this form, the space 
TRUBS POR GOTHIC OR HIGH-PITCHED ROOP., : usually taken up by 
king-posts, &c., is left 
clear, so as to be available for several useful purposes, while the truss !5 


Fig. 423. 
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Fig. 424. 


not only lighter, but a considerable saving of timber is effected. The prin- 
cipal feature is the employment of a curved rib, as a a a; this may be made of 
thin half-inch boards bolted together at intervals, firmly fixed into the tie- 
beam b b; the principal rafters c c rest on these ribs, the lower ends abutting 
upon pieces d resting on the wall, and firmly connected by iron straps to the 
rib, so as to be able to counteract the outward thrust of the rafters; e e are the 
common rafters, f f f the purlins, g the wall-plate. 


CURVED RID.TRUSS—SCALE, $ INOM TO THE FOOT 


1226. Mr Tredgold describes a method of making curved ribs of short pieces 
of wood, which we illustrate in fig. 426. The pieces break joint, as shown in 
plan, the bolts being placed at each side of the joint, passing through the solid 
parts of the wood. Timber for small roofs may be bent into the required form ; 
the elasticity of a piece of timber not being impaired by thus bending, when 
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its thickness does not exceed the one-hundred and twentieth part of its length. 

The best mode, however, of making a bent rib is on the “ laminated” principle, 

now much adopted in 

Fus £e | railway-station roofs— 

di SET س‎ a fine example being 

2 ge EC O E met with in the Car- 

stairs Junction Station‏ کے 

of the Caledonian Rail- 

way. Flat half-inch 

boards may be leid to- 

rr tether til the thick- 

PLAN AND ELEVATION TOK RIBS OF TRUSS. ness desired is attained. 

The two ribs may then be placed, and the ends brought down with a rope till 

the curve is got, when the two 

should bə bolted together. On 

the release of the rope they will 

not spring back more than one- 

fourth or so of the amount of 

curve. The original curve given 

them, therefore, should be about 

25 per cent greater than the 

curve required, to compensate 

for this spring or return, which 

taking place will bring the 8 
to their true position. 

1227. Laminated Rib-Roof— 
In fig. 427 we give a sketch of 
a truss of 32-feet span for a la- 
minated rib. The rafters a a 
are 10 inches by 6; the king- 
post b the same; c c the lami- 
nated ribs, 10 inches by 6. 
DETAIL OF PART OF ROOPTRUSS 1228. Fig. 428 is part of the 
—soaLte, È INCH TO THE FOOT. truss on a larger scale ; 7 the 

rafter resting on the pole-plate 


l | b, c c post resting on the 
bracket d, and bolted to the wall, 
= e e the laminated rib, of which a 
section and part side view are 
given in fig. 429. 
1929. Truss for Roof in 


DETAIL OF RIB OF ROOF—SCALE, } INCH TO THE FOOT. Thrashing- Mill.— In fig. 430 18 
plan of a truss for the horse-walk 
of a thrashing-mill, fig. 431 the elevation, and fig. 432 plan of walls. 
1230. Hexagonal Roof—In fig. 433 is plan, fig. 434 elevation, and fig. 439 
section of hexagonal roof for a thrashing-mill horse-walk. ۱ 

1231. Timber for Dormer Windows.— Where windows project from the angle 

of a roof they are termed “dormer,” as at © b, fig. 436. In same figure we 

give a section showing the arrangement of timbers; c c the rafter of the roof, 

d the ridge-pole of the window, e e upright for supporting the window-frame, 
f filling-in pieces. 


SKELETON OF TRUSS FOR A LAMINATE): 
RIB ROOF, SFERT OPAN. 
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PART PLAN OF TRUSS OF ROOF FOR THRASHING-MILL HORSE-WALE. 


Fig 431. 


BLEVATION OF TRUSS FOR THRASHING-MILL HORSE-WAIX---SCALE IM FIO. 430. 


Fig. 432. 


PLAN OF WALLS OP HOBSE-WALX. 
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T, 
ELEVATION OF HEXAOONAL ROOF—SOALE, i 301 TO SECTION OF MEXAOGOMAL ROOPF-——SOALE, i INOR TO TER FOO 
THER FOOT 


DOC‏ موجہ جوجھسہ 
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XS‏ 0 


ELEVATION AMD SECTION OP DORMER WiIndow=804LE, 1 DIOR 
TO TRB FOOT. 
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1232. Gutters.—Where the rafters project over the wall— which in the 
majority of the simpler constructions will be the case—the manner of making 
the gutters in a variety of ways is shown in the following figures: In fig. 437, 
dis the rafter; c the gutter, formed by bending thin iron or Fig. 437. 
zinc into the shape required, and nailing it to the end of the 
rafter. Care must be taken to give the gutter a gentle slope 
throughout its length, to prevent the water stagnating in any 
part, and to lead it as quickly as possible to the “ down pipe," 
carrying it to the rain-water tank or barrel. This slope is | 
given to it by marking off on the end of the first and last sur» ovrren or 
rafter, between which the length of gutter is fastened, a line ٦ 
at the same distance from the under side—say this, 4 inches: the upper edge 
of the gutter, as a, is nailed at the mark; and the other end of the gutter at the 
other rafter, at a short distance below the mark, as b: this will give the proper 
fall. The inclination may be, for every 15 feet in length, a fall of 1 inch. In 
fig. 438 the gutter b may be made of wood 3 inches square in the inside, and 
nailed to the rafter a, as shown. Mr Downing, in his work on Country Houses, 
figures two simple methods of forming gutters at the end of rafters; these are 
shown in figs. 439, 440. In fig. 439, a is the wall, b 5 the rafter, c a trian- 


Fig. 489. 
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GUTTERS AT ENDS OF RAFTERS. 


gular piece of wood nailed to the rafter, giving a support to a curved halt 
pipe of zinc or iron, as shown in the diagram. In fig. 440 the half-circular bed 
for the pipe-gutter is cut out of the rafter: this looks well from the exterior, 
as no projection is seen. In both these plans the down-pipes, for leading the 
rain-water to the lower level, can be at once taken from the gutters, flush or 
level with the outside line of wall, as shown by the dotted lines. In the other 
forms of gutter described, if the down-pipe is wished to be taken along the 
wall, bends or turns must be made to bring it from the projecting gutter to the 
face of wall. Thus, in fig. 438, the simplest method of leading the rain-water 
from the gutter b, would be to take a pipe, shown 
by the dotted line e, to the barrel or drain beneath. 
This, however, would be unsightly; to obviate 
Which, a return or bend f might be made to the 
wall d, and the pipe led down its face, as is usually 
done. In fig. 441 the gutter is supported by 
pieces of timber a, placed beneath the wall-plate b, 
at intervals corresponding to the rafters e. The 
front face of the gutter d may be ornamented with 
a moulded piece f nailed to it. The size of pro- D EMIT 
jecting piece e, or “ cantaliver" as it is termed, may be, for roofs of ordinary 
size, 4 inches wide by 1 thick; the size of gutter inside may be from 3 to 4 
inches wide and deep, inside measurement. 


WS 
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1233. In fig. 442 we give a section of a wall of house showing formation of 
gutter, in which a a is the wall, b the cantaliver, supported by the bracket e, 
secured to the nog d; ean ornamental bracket ; f the gutter. Of the remain- 
ing part of this figure, g is the pole-plate, A ۸ the rafter, 2 the ceiling-joist, k the 
cornice, l head of window, and m upper 
part of sash. 

1234. Bridged Gutter. — Where the 
wall is continued in front to form a 
parapet, as a a, fig. 443, the bridged 
gutter is used; Û b the rafter, butting 
by a bird's-nose joint on the wall-plate c; 
d the gutter-beam, supported by e. 


Fig. 443. 
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1235. Valley-Gutter—Fig. 444 shows 
a simple method of forming a valley- 
gutter, in which a is the beam on which 
SECTION OF WALL SHOWING GUTTER WITH CANTALIVER—— the rafters b b abut ; cc the boarding 

SCALE, $ INCH TO THE FOOT. forming the gutter. 

1236. In fig. 445 is another method of forming 8 
valley-gutter: a a the beams, 10 inches by 21, against 
which the rafters b b, 4 inches by 24, abut; the dis- 
tance between the joists a a being 10 inches. Part 
of the side view of joists a a is given atc c; d d the 
* gutter-plate," which rests on the studs e e, let into 
VALLET-OUTTAR. the joists at either end. 


Fig. 445. 


RECEN INDEX TERNI 
MODE OF CUTTING OUT 
ROANB OR GUTTERS OUT 
SECTION AND ELEVATION OF VALLEY-QUTTER—SOALE, È tuom TO THR FOOT. OF BOLID TIMBER. 


1237. Roans or Gutters cut out of a Solid Block of Wood.—Fig. 446 represents 8 
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method of cutting out triangular “ roans ” out of a solid balk, as recommended 


by the architect of 
the Scottish Asso- 
ciation for Improv- 
ing the Cottages 
of Agricultural La- 
bourers. Let abcd 
be the section of 
balk ; by means of 
a circular saw, make 
a cut from e to f 
and from f to g; 
the prt e fg d 
wil thus be cut 
out, leaving a roan 
or gutter ab ef gc. 
Outof the partg fed 
another gutter may 
be cut, as shown by 
the lines j h; and 
out of the square 
piece cut i, a third 
may be obtained, 
leaving, finally, & 
spar, which may be 
used for a variety 
of purposes. 


Fig. 447. 


PRONT ELEVATION OP BBLVIDERB OF HOUSE 
IN FIO. 38. 


1238. Belvidere of House in Fig. 38.—Of this we give in fig. 447 a section, 
and in fig. 448 a side elevation of brackets supporting rafters. 


Fig. 448. 


GIDE ELEVATION OP WOODEN BRACKET OF HOUSE IN F10. 38. 
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1239. Section FirrH—Stairs.—There are two limits of space to be con- 
sidered in the laying out of stairs—these are, the height from the upper surface 
of the lowest floor to that of the upper, as the height from 5 to a, fig. 449; next, 
the horizontal distance between the outer edge of the step at the top, as a to 
that of the lower one at c. The part of a step on which the foot rests in ascend- 
ing or descending is termed the “ tread,” a, fig. 450, and a generally received 
breadth for this is 9 inches; the vertical part of a step, as b, b, fig. 450, is 


Fig. 449. 
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TREADS AND RIGERS. 


MODE OF LATIWO OUT STEPS. 


called the “ riser,” and the height may be averaged at 74 inches. The vertical 
height a b, fig. 449, from one floor to another, being carefully ascertained— 
suppose it to be 974 inches, or 8 feet 14 inch, and the height of riser to be 73— 
974 divided by 74 lengths will give 13, the number of risers in the stair as in 
fig. 449. Now, supposing the horizontal distance b c to be accurately ascer- 
tained to be 9 feet or 108 inches, the tread being 9 inches, this will give 12 
treads; the number of treads in a stair is always one less than the number of 
risers, as the floor of the upper storey forms the last tread. 

1240. Fig. 451 is an elevation of the stairs laid 
out in fig. 449, and which forms the simplest method 
of reaching an upper floor. 

1241. In fig. 452 we give the plan of a “ platform 
staircase,” in which there is first a flight of eleven 


Fig. 451. 


Fig. 452. 


PLAN OF PLATFORM BTAIRB—SCALE, } INCH TO THE FOOT 
MODE OF SEITING OUT STEPS. 


steps a a, leading to the platform 5 b, which forms the twelfth step. A second, 
or “return " flight, of eleven steps, c c, leads to the floor © of second storey, 
which forms the twenty-fourth step. 
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1242. In fig. 453 we give a section of this; a 5 being the height from 
first to second floor; c the twelfth landing-place. 

1243. In fig. 454 we give the plan, and in fig. 455 the section, of a staircase, 
with return steps a a. 

1244. Notch-Board.—String-Board.—The “treads” and “risers” of a stair- 
case are notched into, or housed into, two inclined boards, which are termed 
“notch-boards.” The “ carriage-board,” fig. 456, is the board next the open side 
of the well-hole of a staircase, which encloses or terminates the ends of the steps. 

Fig. 453. b 


SECTION OF PLATFORM STAIRCASE— 
scarz } INCH ro THE FOOT. 


Fig. 455. 


SECTION OF RETURN STAIRS. CARRIAGE-BOARD OF A STAIRCASE. 


1245. Laying out of the Steps on the Notch-Board.—We now proceed to ex- 
plain another way of laying out the positions of the treads and risers, on what 
are termed "string" or “ carriage boards "—as a b c d, fig. 457, where e, g h 
represents the mortises made in the face of the Fig. 457. 
board a b cd, and e g, ۸۴۶ those for the treads, B 
and into which the ends of the boards, 1 inch 
thick, are passed, forming the “risers” and 
" treads" respectively. Instead of mortising 
them, the risers may be merely nailed at each 
end to the carriage-boards, the treads being 
nailed on the risers. The dimensions of the 
carriage-board, where the “ risers” are 74 and the 
treads 9 inches, may be 9 by 1} inches. If the j 
under side of steps is to be covered in with lath 7 
and plaster, 4 inches should be added to the ار جب‎ 
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above breadth. Having duly ascertained the vertical and horizontal heights, 
proportioned the rise and tread, and ascertained their number, procure a tn- 
angular board a b c, fig. 458—the sides a b, b c, each 12 inches or so, and about 
f thick—from b mark off on b a, an extent of 74 inches d (or whatever dimen- 
sions the “ riser ” is to be), and from b to e on b c, equal to 9 inches (or the size 
of tread). Procure a piece of timber a b c d, fig. 459, about 1 inch thick, and 


Fig. 458. Fig. 459. 
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d a 
TEMPLATE FOR MARKING CUT MODE OF USING TEMPLATE IN MARKING OUT STEPS. 
STEPS. 


square up one side a d; take the triangular piece a b c, in fig. 458, and placing 
the point d (denoting the extent of 7j inches from 5) at any point in the side 
a d, as at h, fig. 459, and the point e (denoting the extent of 9 inches from b) to 
meet the same line a d, mark round, with a sharp point or pencil, A g, g m, and cut 
out the piece 7 g m, as shown by the notched lines ; square the edges of this—it 
will form the *' pitch-board " by which to mark the position of treads and risers on 
the string-board. Harv- 
ing obtained the timber 
for the string-board of 
proper dimensions, place 
the “pitch-board” h gm, 
fig. 459, with the point A 
at c, fig. 460 (having pre- 
viously drawn a gauge 
line c c from the squared- 


Fig. 460. 


MARKING OUT STEPS IN GSTRINO-BOARD. 


up side a b, of breadth 
8:40 sufficient for plastering 4 
or 5 inches, or 2 to 3 if 
left open), and the point 
mate; draw in the face 
of the string-board © de; 
next place the end A at 
e, and m at g, and draw 
e f g, and so on until 
the requisite number of 
treads and risers are laid 


Fig. 462. 
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SECTION OF BALUSTER. 


ELEVATION OF BALUSTERS FOR FARMHOUSE. 


down. The two string-boards thus treated (one on 
each side of the staircase) are to be placed as far 9 “*™*70" or Pie seram von rant 


ROUSE. 
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apart as the width of stair; and the boards forming treads, 9 inches wide, and 
those forming risers, 74 inches deep, are to be nailed at the ends or mortised, 
as described in fig. 457—the risers being nailed, &c. to the lines corresponding 
to c d, e f, and the treads on the lines d e, fg, fig. 460. When the stairs, thus 
formed, are placed in their position between the walls a and b, in fig. 451, the 
treads d e, f g, fig. 460, will be horizontal, and the risers c d, e f vertical. 

1246. In fig. 461 we give elevation of balusters for house in fig. 23, and 
in fig. 462 & section of one of the balusters; and in fig. 463 an elevation of the 
baluster for house in fig. 41; both for a first-class farmhouse. 


1247. Section SIXTH — Wooden Fittings of the Farmhouse and Cottage 
—Doors— Windows, óc. 

1248. Ledged Doors.—A ledged door is constructed of a number of boards, 
aa, fig. 464, of length equal to that of doorway. They are tongued and grooved, 
and secured by cross pieces or ledges b b. 

1249. Ledged and Braced Doors.—In this form, in addition to the ledges a a a, 
fig. 465, braces 5 b, are added. 

1250. Framed and Braced Doors.—In this form the longitudinal boards are 
kept together by the frame a a a a, fig. 466, and farther strengthened by the braces 
bb. Doors of this kind, when circular headed, may be finished in the interior, as 
shown in fig. 467. The exterior being kept quite plain. 


Fig. 467. 
Fig. 464. 
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1251. Sash Door.—In CTRCULAR-HEADED DOOR. 
fig. 468 we give the ele- Fig. 408. Fig. 469. 


vation of a sash door, the 
lower part being furnished 
with two panels a b, the 
upper with a sash c, framed 
and glazed. 

1252. Framed Doors.— 
The doors of rooms of a 
superior class, furnished 
With panels, are termed 
"framed doors." In fig. 
169, a a shows a four- 
panelled, and Ûû b a six- 
panelled door. In the 
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frame of a panelled door, the side parts a a, fig. 470, are called “styles.” 
The “rails,” fig. 471, are the horizontal pieces containing the tenon mortised 
into the styles, and into which the panels are inserted. In fig. 472 a is the 


Fig. 471. 


Fig. 470. 


BOTTOM RAIL CF A DOOR. 
STTILES OF A DOOR. 


RAILS OF A OOR. 


“bottom rail;" in fig. 473 a is the “middle rail.” The vertical pieces a 4, 
fig. 474, between the styles Û b and rails c c, are called “ muntins." 


Fig. 473. 


MOUNTINS OF A DOOR. 
MIDDLE RAIL OF A DOOR., 


1253. Panels.—In fig. 475 we give at a the elevation of a sunk panel, and at 
b a raised lozenge. A panel is said to be * bead butt," as at a, fig. 476, when 
the bead is worked on the edge of the panel, and so butts against the “rails.” 
It is said to be “bead flush," as at b, fig. 476, when the bead is worked all 
round on the edge of the frame. 


Fig. 475. Fig. 476. 


RAISED PANEL. SUNK PANEL. BEAD-RUTT AND FLUSH PANEL. 
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1254. In fig. 477 we give suggestions for panelled work for house in fig. 23, 
and in fig. 478 for the panel of drawing-room door of house in fig. 41. 


Fig. 477. 


FANEI6 OF DOOR CF FARMHOCSE. 


1255. Gothic Door, fig. 479. — 
1256. Raised Panel Door.— Bolection Moulded, fig. 480. 


1257. Folding Door, fig. 481. 
1258. Sliding Door, fig. 482. 


Fig. 478. 


PANEL FOR DOOR OF FARMHBOOBE. 


GOTHIO DOOR. RIGHT-PANEL RATS ED DOOR. 
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SLIDING DOOR. 


1259. Door Stops for the Prevention of Draughts.—ln fig. 483 we give a 
drawing of a left-hand door closed, and in fig. 484 a right-hand door opening, 


Fig. 481. 
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Fig. 483. l Fig. 484. 
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fitted with the india-rubber stops. The appliance consists of a small beading, 
nailed or screwed round the door frame, with a narrow strip or ribbon of thin 
vulcanised india-rubber, which is fixed at an angle, as at a, fig. 484, in a 
groove. The whole forms a species of spring, which presses against the 
door when closed, and forms an air-tight joint all round. In fig. 485 we 
illustrate the stop for the bottom of a door—an admirable substitute for weather- 
boards in outside-doors. The beading which supports the strip of vulcanised 
india-rubber is hinged to the door itself, so that it opens like a parallel ruler. 
A spring is provided between the two pieces, so that, as the door closes, the 
heel of the bead is caught by the frame and pressed so as to open the parallel 
slip, and cause the lower edge, provided with the india-rubber, to press upon the 
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floor or carpet. The address of the patentee is, Mr J. Greenwood, 10 Arthur 
Street West, London Bridge, London. 


Fig. 485. 
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DOOR STOP FOR BOTTOM RAIL OF DOOR. 


1260. Windows.—In fig. 486 we give a diagram of the framing for a window 
4 feet high—that is, between upper and 
under side of lintels a a, a a—and 2 feet 
broad between inner side of side-posts 
66. Part of the length of side-posts are 
broken off to save room. The lintels aa, aa 
are 4 inches by 3; the side-posts, same 
size, are attached to these by any of the 
joints already described; a centre rail 
cc, 4 by 2, divides the window into two. 
Fig. 487 shows the plan of this, where 
the angular form of wall o o is shown, S N 
کت‎ at upper side of lower lintel WA 7 
a a, fig. 486, and terminating at under LEA 
side of upper lintel a a. The window- 
sill, in the inside of room, is formed by placing a piece of boarding, inch thick, 
in the space between o o at m, 
and projecting over inside wall 
about $ inch. Anexterior sill 
may be made by nailing to out- 
side of under lintel a a, fig. 
487, a piece of timber 3 inches 
square—the upper side sloping, 


Fig. 487. 
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and under side throated : c 18 ١ PLAN OF FIXED WINDOW. 
section of the corresponding centre 
rail c, fig. 486. In fig. 488 we give Fig. 488. 


the drawing of a sash window, the 
upper half c of which is fixed, the 
lower d being movable—that is, cap- 
ableof being liftedup. Thelowermov- 
able sash is, however. not balanced by 
sash-weights, but is retained in its 
place by a simple catch, or a piece of 
wood, at any desired height. The 
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of too complicated a kind to be at- Y Y d SS 
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workman. The left figure is a sec- SS | SS 
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an elevation : a a a a is the fram- SS SS 
ing, 5 inches by 3, the wall ff being SS WIS SNS 
14 inches thick ; c the upper sash, QQ ||] :.|\N 


firmly nailed to the framing; d the 
lower movable sash, which slides up ELEVATION AND SECTION OF FRAME OF FIXED WINDOW. 
x 
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into the space e. The‘lower sash d is prevented from coming out of its 
place by two bars c c, fig. 489, 4 inch thick, and inch wide, nailed to the 


Fig. 489. 
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inside and outside of side-posts a a. 
The outer one is only continued from 
bottom lintel up to the under side f 
upper sash; the inner one being carried 
up to the under side of upper lintel. In 
fig. 489, b is the side of sash-frame c, 
fig. 488, e the rebated astragal, f the 
glass, g the bottom rail of sash-frame ¢, 
fig. 488. The dimensions of this window 
is 3 feet 4 by 6 feet 5; each sash is 
divided into six panes, 12 inches by 11. 
In fig. 490 we give drawings of the 
lower sash, drawn to a scale of 1 inch 


to the foot. The lower rail a a, is 3 inches by 2; the upper, b, 2 inches by 2, 
as also the side ones c c. "The section to the right shows position of top and 


á Fig. 490. 
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ELEVATION AND SROTION OP SABH-FRAMB OP WINDOW. 


bottom rail, and astragal for sus 
taining the glass; that to the left, 
an end view of sash; that to the 
bottom, a plan. A method of mak- 
ing the astragals for sustaining the 
glass in windows, is shown in fig. 
491, which is & cross section of one. 
A piece of wood any desired length 
(they may be made in long lengths, 
and cut as desired) is planed up to 
1} inch broad by & thick; a rebate 
is made on both sides, as 5, } inch 
deep, and of breadth so as to leave 
the front a ] inch broad. The 
° gides c c are + inch broad, and the 

other portion is tapered off to a 

little more than }. The glass is 

fastened in the rebates b, and se 

cured with putty, filling up the 


angle. The part a is outside, d in the interior of the room. In fig. 492 the 
manner of joining the astragals together is shown: a a corresponds to the ver- 


Fig. 491. 


ASTERAGALS OF GASH WINDOW. 


tical lengths in fig. 490, û b to 
the cross ones. They may be 
joined by a dovetail or other 
joint, or nailed together. The 
dotted lines in fig. 491 show the 
position of an astragal at right 
angles to a d. In fig. 493 we 
give a diagram illustrative of the 
arrangement of another form of 
sliding window : in this instance 
the window is moved from side 


to side laterally, instead of vertically, as in fig. 488. Let a b c d be the 
opening of window in inside of frame, or in the wall; A h the wall of room; 
below the window fix (to wood bricks fixed in the wall) a horizontal timber ¢ 6 
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4} inches by 4 feet, having nailed on its upper side a piece c, fig. 494, 4 inch 
square; similar to this, fix above the window another horizontal slide f f, but 
having its piece, as c, Fig. 493. 
fig. 494, fixed on the 
lower edge ; there will 
thus be at upper and un- 
der sides of window, and 
extending beyond it on 
both sides (or one, as 
the window is desired to 
be moved on both sides 
or one only), two slides, 
in which the sash-frame 
a b c d, fig. 493, can be 
moved or pushed along. > ; 
To facilitate its being SECTION AND ELEVATION OP FRAME OF SLIDING WINDOW, 
moved along, two projecting handles may be attached to the sash-frame in- 
side. The upright g, fig. 493, limits the extent to which the window can be 
opened, or slid along 
eeandff. Inthe dia- Fig. 494. 
gram we have repre- 
sented the horizontal 
bars e e, f f as being 
broken off. If the 
window is required to 
be capable of moving 
either to right or left 
of window - opening, 
they will extend to an 
equal distance on both 
sides: if the window 
is to move only to one side, a vertical post similar to g will be placed close to the 
edge of window, at side opposite to that at which g in the figure is placed. 
The figure to the left, fig. 493, is a section. In fig. 494, a is the sash-frame, 4 
feet square, inside measurement, the scantling being the same as in fig. 490. It 
is divided into 20 squares, 11 inches by 9. The section b to the right repre- 
sents the under rail e e in fig. 493, to a scale of + inch to the inch; c is the 
bottom rail of the sash. Instead of making the window in one part, it may be 
divided into two—the inner rails of sash-frame being rebated, as in section e e 
to the left, so that, when closed together, they will form a water-tight joint. 
1261. As a good window is an essential article in the cottages of labourers, 
it may be worth while to give a description of one made by Messrs M‘Culloch 
& Co., Gallowgate, Glasgow, and for which they received a premium from the 
Highland and Agricultural Society. “ This window is extremely simple in its 
construction, and may with safety be pronounced efficient in point of comfort 
and utility, while the price, it is believed, will not be higher than the cheapest 
description of iron windows now in use, and, for durability, will be preferable 
to those of any other material. The dimensions that have been recommended 
for the windows of ordinary cottages are, 39 inches for the height, and 24 inches 
for the width, within the wooden frames. The size of glass required for these 
frames is 7} inches by 5}. The sash is divided into two unequal parts, the lower 
part having 3 squares in height, and the upper part 2. The lower part is per: 
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manently fixed, while the upper part is constructed to turn in the vertical 
direction on pivots, which are situate in the line of its middle astragal; and 
both parts are set in a substantial wooden frame, which may either be built ها‎ 
while the wall is erecting, or set in afterwards in the ordinary way, with or 
without checked rebats, according to the taste of the proprietor. The window 
and its arrangements will be better understood by reference to the annexed 
cuts, fig. 495 showing an inside elevation, fig. 496 a plan, and fig. 497 a ver- 


THX INSIDE ELEVATION OF AN IMPROVED WINDOW SUITED FOR COTTAGES. 


tical section, in each of which a portion of the wall is exhibited, and the same 
letters refer to the corresponding parts of each figure ; a is a portion of the sur- 
rounding wall; b b the wooden frame of the window; c the lower sash, which is 
dormant; and d the upper and movable sash. In fig. 497, the upper sash is 
represented as open for ventilation. When shut, the parts of the opening sash 
cover and overlap the fixed parts in such a manner as to exclude wind and 
water; but when ventilation is required, the arrangement of the parts which 
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produce this, is such as to enable the housekeeper to admit air to any extent. 
For this purpose, the notched latch e is jointed to a stud in the edge of the 


Fig. 496. 


THE PLAN OF AN IMPROVED WINDOW FOR COTTAGES. 


sash; a simple iron pin or stud is also fixed 
in the wooden frame at s, and the notches of 
the latch being made to fall upon this stud 
at any required distance, the requisite degree 
of opening is secured ; and when the sash is 
again closed, the latch falls down parallel 
with, and close to, the sash. To secure the 
sashes when shut, the T bolt f, in the mid- 
dle of the meeting bars, has only to be 
turned + round, and the movable sash is held 
fast in close contact with the other. Fig. 
495 represents the windows as finished with 
simple dressings—namely, plain deal shutters, 
facings, and sole—which, at a small expense, 
Would give an air of neatness and comfort to 
the apartment, and promote a correspond- 
ing taste in the other parts of the cottage. 
Though the dimensions of the window here 
stated may be conceived sufficient for light- 
ing an apartment of ordinary size, they can, 
nevertheless, be varied to suit every pur- 
pose. This may be done either by employ- 
ing two such windows as above described, 
with a mullion of wood or of stone between 
them, or the single window may be enlarged 
by 1 or 2 squares in width, or in height, or 
in both directions." 

1262. It is proper to mention that zinc, 
in the opinion of tradesmen, is too weak for 
window-sashes to admit of repair by an un- 
practised hand. Wood and lead are, for the 
same reasons, equally unsuitable. Malleable 


iron, even so thin as to impede the light but ® 


little, if the astragals are not provided with 
flanges for the glass to rest against, the re- 


Fig. 497. 


' THE VERTICAL SECTION OF AN IMPROVED WINDOW 
FOR COTTAGES. 
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pair must also be a work of some difficulty, and is also deemed unfit for the 
purpose. Cast-iron, therefore, appears to be the material least liable to objec- 
tion; but astragals of cast-iron must be of considerable 
thickness, and such frames, consequently, could not be 
adapted to a very small size of glass, without materially 
obscuring the light. The iron sashes, as shown above, 
without the wooden frames, cost 5s.; and glass for such 
windows may be purchased at 220. per square. 

1263. French Casement Window.—In fig. 498 we give an 
elevation of this form of window, the peculiarity of which 
is, that the sashes a a, b b open longitudinally, like fold- 
ing-doors. The leaves may open up the whole length of 
window, or the sashes c c may be fixed. Objections to this 
form of window—the difficulty of regulating the amount 
of opening, so as to secure less or more ventilation, the ex- 
pensiveness of the fastenings, and their liability to shake 
and rattle, and to admit draughts through the central join- 
ing—are all obviated in the à ingenious form of window now 

RLevatiow or a vazwou on to be described. 

0+ ا‎ 1264. West 4 Habbelt s Patent “ Oak-Hall” Window.— 
In fig. 499 we give an elevation of this window closed, and in fig. 500 an ele- : 
vation open. From fig. 500, it will be seen that the sashes are capable of 


Fig. 499. 


OAE-HALL WINDOW, CLOSED OAEK-HALL WINDOW, OPEN. 


being opened several ways at once. The top sashes a a can be lowered, so 
as to permit of the escape of the foul air of the room, while the lower sashes b 
and c can be opened not only in the direction of their length, but can be 
raised in the frame. The upper panes a a can be lowered to the bottom of 
the frame, so as to be within easy reach when requiring to be cleaned or re- 
paired; and being kept in the lower position while the two swinging sashes are 
completely open, they will serve as a protection when children are in the room. 
In construction, this form of window is cheaper than French casements, requires 
no expensive fastenings, and does not interfere with inside blinds, which can 
be used whether the window is open or shut. Amongst other advantages this 
window possesses, is that which enables one-half of the lower sash, as the 
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part ب۸‎ to be opened or drawn up independently of the other half c. By this 
arrangement, the draught of air entering the apartment can be directed as de- 
sired. The centre mullions of the lower sashes b, c are tongued and grooved 
like the boards of a floor, so that the sashes do not shake or rattle, and are 
perfectly weather-tight when closed. From the vertical movement of the lower 
sashes, the stop bead at the bottom of the frame acts also as a medium to ex- 
clude the weather—the drip being on the outside. In fig. 501 we give a 
longitudinal, and in fig. 502 a horizontal, section of this window. 


Fig. 501. 


PART LONOIIUDINAL AND VERTIOAL SECTION OF OAK-HALL WINDOW. 
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PAMT HORIZONTAL PLAN OF OA K-KALL WINDOW. 


1265. Shaw's Patent Sash-Frame.—In fig. 503 we give a drawing of part ele- 
vation, in fig. 504 a horizontal section, and in fig. 505 a vertical section, of 
this window, which is rapidly coming into use, affording great facilities for 
cleaning and repairing. The sashes are fixed upon centres, so that they are 
capable of making a semi-revolution—presenting the outside of the window 
to the inside of the room. In fig. 505 the sash-cords a are attached to 
strips or loose pieces 5, sliding in the recess of the window-frame; the sashes 
dd have on either side a projecting pin or centre e e, as seen also in fig. 503 
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on the lower sash only. The centres e are nearly in the centre of the length of 
sash, and they engage in the bearings f, in the loose strips b. To preserve the 
sashes in a vertical direction, screws g g, fig. 504, are passed through the sash 
stile, and engage in pieces A h, fixed in the strips b. The sash is thus made to 
form vertically one piece with the strips b, so that it can be raised or lowered 
as an ordinary sash. By withdrawing the pins g, the sash may be turned on 
its centre, as in fig. 505. The sashes, when restored to their vertical position, 
are secured in their places by the screws g g—these entering the window inan 
oblique direction, as in fig. 504. "The address of the patentee is, Benjamin 
Shaw, Wellington, Salop. 


Fig. 503. 


PART ELEVATION OP BUAW' sS 
PATENT WINDOW. 


Fig. 504. 


10NOITUDINAL SECTION OF 5 
PATENT WINDOW. 


PART PLAN OF BHAW'B 
PATEMI WINDOW, 


1266. Details of Windows of Farmhouses.—Of the windows of houses given 
from pages 58 to 83, we now propose to give detail drawings. In fig. 506 
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we give half plan of main window, of which we have given the front elevation 
in fig. 56. 


BALF PLAN OF MAIN WINDOW OF HOUSE IN 710. O0. 


1267. In fig. 507 we give an enlarged sketch—to a scale of عقر‎ inch to the 
foot —showing half elevation of bay window to sitting-room a a in ground plan, 
fig. 55, and elevation in fig. 56. l 

1268. In fig. 508 we give part plan of this window, at the corner where the 


Fig. 507. 


Fig. 508. 


PART PLAN OF BAY WINDOW-—SCALE, 1 INOR TO 
TME FOOT. 


ENLARGED PLAN OF VIEW OF BAY WINDOW OF 
HOUSE aS GEEN IN rio. 50. 


front and side lights meet; a the corner jamb or mullion, b b space for sun 
blinds, c space for shutters, d skirting. 

1269. In fig. 509 we give the plan of shutter of one side of this window, 
where a a is line of sill, b jamb or mullion, c c space for sun blinds, d d 
space for shutters, e e face of skirting, f f shutter-box and shutters. 

1270. In fig. 510 we give part vertical section of this bay window; a a a 
cornice, 5 sash-frame. 

1271. In fig. 511 we give part vertical section of base of the same bay win- 
dow; a the sill, 5 sash-frame, c skirting in room. 

1272. In fig. 512 we give a side elevation of the V window in fig. 56, and 
in parlour, b b, fig. 55, of which fig. 513 is part plan, showing mullion a, sash- 
framing 5 b. 

1273. In fig. 514 we give section of inner part of same window, with jamb a, 
and shutter-box and shutters b and c. In figs. 513 and 514 the numbers 1 1 1, 
2 2, and 3 3, denote the same lines. The scale to which these drawings are 
made, is 1 inch to the foot. 
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Fig. 509. 
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PLAN OF BHUTTERS—ƏCALE, l INCH TO THE FOOT. 


Fig. 512. 


PANT SECTION OF BABE OV BAY WINDOWe-SCALE, 
l imc TO THB FOOT. 


SIDB ELEVATION OF Y WINDOW 


TM ria. 56. 


WINDOWS. 331 


Fig. 514. 
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PLAN OF V WINDOW-SHUTTERS—GOALE, l INCH TO THE 
FOOT. 


PART SECTIOMAL PLAN OF V WINDOW—GCALE, 
lixcH TO THE FOOT, 


1274. In fig. 515 we give plan of shutters of principal window of room c c, 
in house in fig. 65 (and in elevation, in: fig. 67), of which a a is the brick 
wall, b b cavity of do., c bracket, d stone mullion, e sash, f f shutter. Scale, 
l inch to the foot. 


PLAN OP SHUTTERS OF WINDOW OF HOUSE IN FIG. 65—eCaLE, l INOR TO THE FOOT. 


1275. In fig. 516 we give part plan of bay window in apartment Û b, fig. 
68; a stone mullion, b b brickwork, c sash-frame. 

1276. In fig. 517 a part of sash-frame, Û b brickwork, c c shutters. 

1277. In fig. 518 we give half plan of bay window in chamber floor b b, fig. 
69, and in the elevation in fig. 71; a stone mullion, b b brickwork, c d e sash- 
frames and sashes. The scale to which figs. 516, 517, and 518 are constructed, 
is given in fig. 516. | 
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Fig. 516. 


PART FLAN OF BAY WINDOW OF HOUSE IN FIG. O8—30aLx, l I*ou PLAN OF BAY WINDOW SHUITERS— 
TO THE FOOT. SCALE IN JIG. 516. 
Fig. 519 


PLAN OF BAY WINDOW, CHAMBER FLOOR, IN 210. 00—Sc0ALE 
IX FIG. 516. 


SECTION OF ARCHITRAYES OP 
HOUSE IN F10. B. 


1278. Architrave.—In fig. 519 we give section of mouldings of architrave for 
house in fig. 23. 

1279. Skirting and Cornice.—In fig. 520 we give section of skirting and cor- 
nice for dining-room of house in fig. 41. In fig. 521 skirting, and in fig. 522 
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cornice for drawing-room of same house. For many of these details we are 
indebted to Mr Burns’ work, Model Designs for Mansions, Villas, gc. 


Fig. 521. 


Fig. 520. 
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DINING-RCOM OF FARMHOUSE 
IN FIO. 41. 
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CORNICE TOR DRAWING-ROOM OP FIO. 41. 


1280. Section SEVENTH— Fittings of the Steading, Stable, Byre, Barn, Courtyard, 
$c.—The length of a work-horse stable, of course, depends on the number of 
horses employed on the farm; but in no instance should its width be less tban 
18 feet, for comfort to the horses themselves, and convenience to the men who 
take charge of them. Few stables for work-horses are made wider than 16 feet, 
and hence few are otherwise than hampered for room. A glance at the particulars 
which should be accommodated in the width of & work-horse stable, will show 
at once the inconvenience of this narrow breadth. The length of a work- 
horse is seldom less than 8 feet; the width of a hay-rack is about 2 feet; the 
harness hanging loosely against the wall occupies about 2 feet; and the gutter 
occupies 1 foot; so that in a width of 16 feet there is only a space of 3 feet left 
from the heels of the horses to the harness, to pass backward and forward, and 
wheel a barrow and use the shovel and broom. No wonder, when so little 
room is given to work in, that cleanliness is so much neglected in farm-stables, 
and that much of the dung and urine are left to be decomposed and dissipated 
by heat in the shape of ammoniacal gas, to the probable injury of the breath- 
ing and.eyesight of the horses, when shut up at night. To aggravate the 
evil, there is very seldom a ventilator in the roof; and the windows are gene- 
rally too small for the admission of light and air; and what is still worse, & 
hay-loft is placed immediately above the horses’ heads; and, to render the 
condition of the stable as bad as possible, as regards cleanliness, its walls 
are never plastered, and their rough stones form receptacles of dust and 
cobwebs. 

1281. Another particular in which most stables are improperly fitted up, is 
the narrowness of the stalls, 5 feet 3 inches being the largest space allowed for 
an ordinary-sized work-horse. A narrow stall is not only injurious to the horse 
himself, by confining him peremptorily to one position, in which he has no 
liberty to bite or scratch himself, should he feel so inclined, but it materially 
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obstructs the ploughmen in the grooming and supplying the horse with food. 
No work-horse, in our opinion, should have a narrower stall than 6 feet from 
centre to centre of the travis, in order that he may stand at ease, or lie down 
at pleasure with comfort. 

1282. It is a disputed point of what form the hay-racks in a work-horse 
stable should be. The prevailing opinion may be learned from the general 
practice, which is to place them as high as the horses’ heads, because, as it is 
alleged, the horse is thereby obliged to hold up his head, and he cannot then 
breathe upon his food. Many better reasons, as we conceive, may be adduced 
for placing the racks low down. A work-horse does not require to hold his 
. head up at any time, and much less in the stable, where he should rest as much 
as he can. A low rack permits the neck and head, in the act of eating, to be 
held in the usual position. He is not so liable to put the hay among his feet 
from a low as from a high rack. His breath cannot contaminate his food so 
much in a low as in a high rack, inasmuch as the breath naturally ascends ; and 
as the sense of smell is employed by the horse in choosing his food, he chooses 
it at leisure from a low rack, whereas from a high one he is first obliged to 
pull it out before he knows he is to like what he pulls. He is less fatigued 
eating out of a low than from a high rack, every mouthful having to be pulled 
out of the latter, from its sloping position, by the side of the mouth turned up- 
wards. For this reason mown grass is much more easily eaten out of a low 
than a high rack. And, lastly, we have heard of peas falling out of the straw, 
when pulled out of a high rack, into the ear of a horse, and therein setting up 
a serious degree of inflammation. 

1283. The front rail of the low rack should be made of strong hardwood, in 
case the horse should at any time playfully put his foot on it, or bite it when 
groomed. The front of the rack should be sparred, for the admission of fresh 
air among the food, and incline inwards at the lower end, to be out of the way 
of the horses’ fore-feet. The bottom should also be sparred, and raised at least 
6 inches above the floor, for the easy removal of the hay-seeds that may have 
passed through the spars. The manger should be placed at the near end ot 
the rack, for the greater convenience of supplying the corn. A spar of wood 
should be fixed across the rack from the front rail to the back wall, midway 
between the travis and the manger, to prevent the horse tossing out the fodder 
with the side of his mouth, which he will sometimes be inclined to do when 
not hungry. The ring through which the stall collar-shank passes, is fastened 
by a staple to the hardwood front rail. We have seen the manger, in some new 
steadings, made of stone, on the alleged plea that stone is more easily cleaned 
than wood after prepared food. We do not think wood more difficult of being 
cleaned than stone, when cleaned in a proper time after being used. As 
ploughmen are proverbially careless, the stone manger has perhaps been sub- 
stituted on the supposition that it will bear much harder usage than wood; or 
perhaps the proprietors could obtain stone cheaper from their own quarries than 
good timber from abroad: but whatever may have been the reasons for pre- 
ferring stone in such a situation, it has a clumsy appearance and feels uncon- 
fortable, and is injurious to the horses’ teeth when they seize it suddenly in 
grooming, and even work-horses will bite any object when groomed; and we sup- 
pose that stone would also prove hurtful to their lips when collecting their food 
at the bottom of the manger. 

1284. When hind-posts of travises are made of wood, they are fastened at 
the upper ends to battens stretching across the stable from the ends of the 
couple legs where there is no hay-loft, and from the joists of the flooring where 
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there is, and sunk at the lower ends in stone blocks placed in the ground. The 
head-posts are divided into two parts, which clasp the travis-boards between 
them, and are kept together with screw-bolts and nuts, and their lower ends 
are algo sunk into stone blocks. Their upper ends are fastened to the battens 
or joists when the hind-posts are of wood. The travis-boards are put endways 
into the groove of the hind-post, and pass between the two divisions of the 
head-post to the wall before the horses’ heads; and are there raised with a 
sweep 80 high as to prevent the horses putting their heads over it. 

1285. Fig. 523 gives a view of the particulars of a stall for work-horses, 
fitted up with wooden travis-posts, 
which is yet the common method : Fig. 523. 

a a are the strong hind-posts; b b, 

the head-posts, both sunk into the 

stone blocks c c c c, and fastened 

to the battens d d, stretching across 

the stable from the wall e to the 

opposite wall; f.f, the travis-boards, 

let into the posts a a by grooves, 

and passing between the two di- 

visions of the posts b b; the boards 

are represented high enough to 

prevent the horses annoying each 

other; g g are curb-stones set be- 

tween the hind and fore posts a 

and b, to receive the side of the 

travis-boards in grooves, and there- 

by secure them from decay by keep- 

ing them above the action of the 

litter; A is the sparred bottom of 
the hay-rack, the upper rail of 
which holds the ring ¢ for the stall 

collar-shank ; k the corn-manger or 

trough; 7 the bar across the rack, 
to prevent the horse tossing out 
the fodder ; m the pavement within 
the stall; n the freestone gutter 
for conveying away the urine to one 

end of the stable; o the pavement 
of the passage behind the horses’ heels; p are two parallel spars fastened over 
and across the battens, when there is no hay-loft, to support trusses of straw 
or hay, to be given as fodder to the horses in the evenings of winter, to 
save the risk of fire in going at night to the straw-barn or hay-house with a 
light. 

1286. A new method of arranging the stalls in stables has recently been 
advocated—namely, giving feeding passage at the head, in place of termi- 
nating them at a dead wall. Morton, in his prize essay on Fittings for Stables 
and Byres,* has, we think, exhausted all the reasons which can be urged in 
favour of the scheme, and very pertinently finishes his remarks with the follow- 
ing :—'* If cow-stalls, having a front feeding passage, are found of advantage, 
in facilitating labour, in supplying the animals with food, and in some degree 
promoting ventilation, the same arrangement ought surely to be ll in 


* Transactions of the Highland and Agricultural Society, 1857. 
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stables where these advantages are of still greater importance.” But with such 
8 passage the stable would require to be made proportionately wider. 
1287. In the same essay Morton describes a method of fitting up the 
front of the stalls to which we refer the 
Fig. 524. reader. The following illustration which 
we have prepared, embraces the parti- 
culars there given, with some modifica- 
tions. In fig. 524, a a are the-head- 
posts of the stall, into which the cross- 
bars b b, c c are mortised—the bar cc 
being just above the top edge of manger. 
These bars, b b, c c, support a range of 
vertical spars d d, or have boarding 
nailed to them, according as an open or 
a closed space is required. In the centre 
of the stall a space e 30 inches wide is left, 
through which to supply food to the man- 
ger This is closed when required by 
folding-doors f f, hinged to the upright 
bars g g, which are mortised into the bars 
b b, c c at their upper and lower ends. In 
place of these folding-doors a sliding gate 
may be adopted. This is shown at hk À — 
مو‎ ov utap مہ‎ ILL ےہ یووم‎ the upper and lower bars of which, i k, 
TONO aus IONS Be PODES. being rounded at their outer edges o o, 
and running in grooves, made in bars / m, 
screwed to the face of the upper and lower bars b b and c c. The sliding gate 
h h may be fitted in at the centre n, either with vertical spars or with boarding. 
1288. Fig. 525 is a specimen of a 
. stall for a work-horse stable, with 
m Rl cast-iron heel-posts. 
—— ال‎ Ve | 1289. The roof of a work-stable 
EL. v n D S should always be open to the slates, 
and not only so, but have openings in 
its ridge, protected by ventilators; and 
such are absolutely necessary for a 
work-horse stable. It is distressing 
to the feelings to inhale the air in some 
farm stables at night, particularly in 
old steadings economically fitted up, 
which is not only warm from confine- 
ment, moist from breathing, and stif- 
ing from sudorific odours, but cutting 
to the breath, and pungent to the eyes, 
from the volatilisation of ammonia. 
The windows are seldom opened, and 
سے سے‎ E EEE EA رود‎ can scarcely be so by disuse. The 
Nelle Soe beri EASES roof in such a stable 18 like a suspend- 
ed extinguisher over the half-stifled 
horses. This evil is still further aggravated by a hay-loft, the floor of which is 
extended over and within a foot or less of the horses’ heads. Besides its incon- 
venience to the horses, the hay in it, through nightly roasting and fumigation, 


Fig. 525. 
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soon becomes dry and brittle, and contracts a disagreeable odour. The only 
remedy for all these inconveniences is complete ventilation. 

1290. Ventilation.—The object of ventilation, to any apartment which consti- 
tutes the abode of animals, is to procure a constant supply of air in sufficient 
purity to meet the demands of the animal economy. The practice that has long 
prevailed, as regards ventilation, seems to deny its utility, and to doubt the 
injury accompanying its neglect. “It is upwards of eight-and-forty years," 
says Stewart, ‘‘ since James Clarke of Edinburgh protested against close stables. 
He insisted they were hot and foul, to a degree incompatible with health, and 
he strongly recommended that they should be aired in such a manner as to have 
them always cool and sweet. Previous to the publication of Clarke’s work, 
people never thought of admitting fresh air into a stable; they had no notion 
of its use. In fact, they regarded it as highly pernicious, and did all they 
could to exclude it. In those times the groom shut up his stable at night, and 
was careful to close every aperture by which a breath of fresh air might find 
admission  'The keyhole and the threshold of the door were not forgotten. 
The horse was confined all night in a sort of hot-house; and, in the morning, 
the groom was delighted to find his stable warm as an oven. He did not per- 
ceive, or did not notice, that the air was bad, charged with moisture, and with 
vapours more pernicious than moisture. It was oppressively warm, and that 
was enough for him. He knew nothing about its vitiation, or about its influ- 
ence upon the horses' health. In a large crowded stable, where the horses 
were in constant and laborious work, there would be much disease—glanders, 
grease, mange, blindness, coughs, and broken wind would prevail, varied occa- 
sionally by fatal inflammation. In another stable, containing fewer horses, 
and those doing little work, the principal diseases would be sore throats, bad 
eyes, swelled legs, and inflamed lungs, or frequent invasions of the influenza. 
But everything on earth would be blamed for them before a close stable." 
Moreover, he observes, “ The evils of an impure atmosphere vary according to 
several circumstances. The ammoniacal vapour is injurious to the eyes, to the 
nostrils, and the throat. Stables that are both close and filthy are notorious for 
producing blindness, coughs, and inflammation of the nostrils; these arise from 
acrid vapours alone. They are most common in those dirty hovels where the 
dung and urine are allowed to accumulate for weeks together. The air of a 
stable may be contaminated by union with ammoniacal vapour, and yet be tol- 
erably pure in other respects. It may never be greatly deficient in oxygen; 
but when the stable is so close that the supply’ of oxygen is deficient, other 
evils are added to those arising from acrid vapours. Disease, in a visible form, 
may not be the immediate result. The horses may perform their work and 
take their food, but they do not look well, and they have not the vigour of 
robust health ;—-some are lean, hide-bound, having a dead dry coat,—some have 
swelled legs, some mange, and some grease. All are spiritlefs, lazy at work, 
and soon fatigued. They may have the best of food, and plenty of it, and their 
work may not be very laborious, yet they always look as if half starved, or 
shamefully overwrought. When the influenza comes among them, it spreads 
fast, and is difficult to treat. Every now and then one or two of the horses 
become glandered and farcied.” 

. 1291. In order to show in a striking light the necessity there exists of using 
means to promote ventilation in all places occupied by animals, it may perhaps 
be done in the best manner by stating the estimated quantity of air which is 
vitiated every day by a cow of ordinary size. Dr Robert D. Thomson, after 
showing that the large quantity of carbon, 6.172 lb., daily taken by a cow in 
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its food, is employed for a purpose totally distinct from proper nutrition, pro- 
ceeds to say—‘“ We are at present acquainted with only one other purpose for 
which the carbon of the food can be employed—viz., the generation of animal 
heat throughout the body, a function undoubtedly carried on, not only in the 
lungs, but also throughout the entire capillary system of the skin, at least in 
man and perspiring animals. If this view be correct, then it follows that up- 
wards of 6 lb. of carbon are expended by a cow daily in the production of animal 
heat. And as 1 lb. of carbon, when combined with the necessary amount of 
oxygen to form carbonic acid, gives out as much heat as would melt 104.2 1b. 
of ice, it is evident that the quantity of ice capable of being melted by the heat 
generated by a cow, in one day, would amount to upwards of 625 1b., or it would 
heat 1 lb. of water, 87,528 degrees. It would consume, at the same time, the 
enormous quantity of 330,429 cubic inches of oxygen, or 191} cubic feet of this 
gas; and as this amounts to one-fifth of the atmospheric air, we find that a cow, | 
consuming 6 lb. of carbon for respiratory purposes, would require 956] cubic 
feet of atmospheric air, a sufficient indication of the immense importance of a 
free ventilation in cow-houses, and of the danger of over-crowding, if the ani- 
mals are expected to retain a healthy condition." * 

1292. Here are data furnished of the quantity of air required to be admitted 
into a byre, for the necessary use, daily, of a single cow of ordinary size. How, 
then, is this large quantity of fresh air to be admitted into a byre, when all the 
doors and windows are shut? This question involves and presupposes another, 
namely, How is as large a quantity of vitiated air to be expelled from the byre? 
—for this must first take place ere a ventilation through the byre can be main- 
tained. The popular notions, however, regarding ventilation ure very indefinite, 
as Mr Stewart observes: ‘‘ Most people do not imagine that one set of apertures 
is required to carry away the foul, and another to admit the pure air. Even 
those who know that one set cannot answer both purposes in a perfect manner, 
are apt to disregard any provision for admitting fresh air. They say there is 
no fear but sufficient will find its way in somehow, and the bottom of the door 
is usually pointed to as a very good inlet. It is clear enough, that while air is 
going out, some also must be coming in; and that if none go in, little or none 
can go out. To make an outlet without any inlet betrays ignorance of the cir- 
cumstances which produce motion in the air. To leave the inlet to chance, is 
just as much as to say that it is of no consequence in what direction the fresh 
air is admitted, or whether any be admitted. The outlets may also serve as 
inlets; but then they must be much larger than when they serve only one pur- 
pose; and the stable, without having purer air, must be cool or cold. When 
the external atmosphere is colder than that in tbe stable, it enters at the bottom 
of the door, or it passes through the lowest apertures, to supply and fill the 
place of that which is escaping from the high apertures. If there be no low 
openings, the cooler air will enter from above—it will form a current inwards at 
the one side, while the warmer air forms another current, setting outwards at 
the other side. But when the upper apertures are of small size, this will 
not take place till the air inside becomes very warm or hot.” So little do 
many people see the necessity of ventilation, that they cannot distinguish 
between the warm air and the foul air of a stable; and, consequently, if the 
admission of fresh air is wanted to expel the foul, they immediately conclude 
it must be cold, and do harm. Now, it is the proper action of ventilation 
to let away all, and no more of the warm air of a stable, than what is foul, 


* THomson’s Researches into the Food of Animals, pp. 118, 114. 
+ Srewarr's Stable Economy, pp. 85, 43, and 51. 
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and then, of course, no more than the same quantity of fresh air can find its 
way into it. 

1293. As doors and windows are usually situated in farm-stables, the fresh 
air should not be allowed to enter by them through the night; they should 
therefore be made tight. Fresh air coming directly from the doors or windows 
towards the nostrils of a horse, must pass either over his body, or first strike 
against his limbs—in either case doing more injury than good. The fresh air 
should come in near the horses’ nostrils, where it is really required to be 
breathed in. An opening through the head wall of the stable, a few feet above 
the horse’s head, seems the most convenient and proper place for the air to find 
its way. For the supply of every horse alike, an opening should be made above 
the head of each horse; and being so numerous, they should be small. We cannot 
particularise the size, as that must depend on many circumstances—the number 
of horses, contents of the stable, tightness of the doors and windows, and such- 
like. The air, on entering, being colder than that in the stable, will fall down- 
wards, and to retard the velocity of its entrance the openings should be pro- 
vided with a covering of perforated plates of zinc; and should the current be 
still too strong, let it strike against a board or plate of iron fixed to the wall, 
and so placed as to cause the air to be reflected upwards before it descends. 
Experience will soon adjust the various parts of the means of ventilation to 
their proper relative proportions. 

1294. It greatly promotes the comfort and health of animals confined for 
many hours every day in one apartment to have the fresh air admitted to them 
without the creation of draughts, and no means of obtaining this object is so 
much in our power, as placing ventilators in the roof of the part of the steading 
80 occupied by the animals. 

1295. Ferguson's Improved Ventilator for Stables, §c.—In fig. 526 we give an 
elevation, and in fig. 527 a section, of a ventilator invented by Mr James Fer- 
guson, agent to W. B. Beaumont, Esq., M.P. In fig. 527, the section, the 
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BLEVATION OF FERGUSON'S VENTILATOR. 


dimensions are about 3 feet by 2, and 3 feet high. A continuation of the void 
of the ventilator is carried downward with light close boarding, forming a cham- 
ber a a, in which the regulator operates—its interior dimensions being as above 
stated. At bottom the chamber spreads out, so as to assume the form of an in- 
verted funnel. At the point where the chamber expands, two valves or light 
doors are hinged, as at b b; these, when let down in a horizontal position, fill 
up the area of the chamber so completely as to prevent all egress of the foul 
air. The descent of the valves is secured by the action of the loaded levers c c. 
To open the valves, cords are attached, as shown in the diagram, and, joined 
into one, are carried down to a point within easy reach of the attendant. 
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1296. Other forms of Ventilators.—In figs. 528 and 529 we give forms of ven- 
tilators, in which the egress of the foul air is easily regulated, and which we 
have used with success. In fig. 528 aa is the box of the ventilator, which 
passes through, and is continued at least 2 feet above the ridge of the roof. A 
valve b is hinged at one side c, and rests on the batten or piece d, secured to 
the side of the ventilator. This is lifted up to any desired extent by the chain 
or string e e, which passes through an aperture in the box a, and is led overs 
pulley f, working in a small bracket secured to the box. The cord is carried 
over another pulley, and terminates within easy reach of the attendant. An- 


Fig. 528. 
۱ 1 Fig. 599. 


SECTION OP VEXTILATOR WITH SUSPENDED VALVE. 


SECTION OF VENTILATOR WITH HINOED VALVE. 


other form is shown in fig. 529. In this the valve a a is suspended beneath the 
ventilator b b. The dimensions of the valve a a exceed the area of the aperture 
of the ventilator. By this arrangement the foul air is compelled to take the 
course of the arrows, thus creating & more widely-extended current from the 
parts surrounding the aperture of the ventilator. The valve is worked bya 
cord c passing over the pulley d, which works on a bar e, passing across the 
ventilator. ١ 
1297. Fig. 530 is a ventilator, in which the Venetian blinds a are fixed, and 
answer the double purpose of permit- 
ting the escape of heated air and 
effluvia, and of preventing the entrance 
of rain or snow. The blinds are covered 
and protected by the roof b, made of 
slates and lead; c is an apron of lead. 
Such a ventilator would be more or- 
namental to the steading than fig. 530 
is, and more protective to the blinds, 
\ if its roof projected 12 inches over. 
۔-‎ One ventilator 6 feet in length, 3 feet 
FVWCTESUN سم‎ — dn height in front, and 2 feet above 
the ridging of the roof, for every six 
horses or cows, might suffice to maintain a complete ventilation. But such 
openings in the roof will not of themselves constitute ventilation, unless an 
adequate supply of fresh air is admitted below; and the supply might be ob- 
tained from small openings in the walls, including the chinks of doors and 
windows when shut, whose gross areas should be nearly equal to those of 
the ventilators. The openings should be in such situations and numbers as 


Fig. 530. 
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to cause no draught of air upon the animals; and might be conveniently 
placed, protected by iron gratings on the outside to prevent the entrance of 
vermin, in the wall behind or before the animals, of such a form as to deflect the 
air upwards against a board or plate of i iron, to spread it about as much as 
possible. Other forms of ventilators are in use, consisting of a large curve of 
lead or zinc pipe projected through the roof and bent downwards; or simply a 
few of the slates or tiles raised up a little, either of which is better than no ven- 
tilator at all, but neither so effectual for the purpose of ventilation as the one 
we have described. (Other forms of ventilators for withdrawing foul air will be 
found described in a future Section, when treating of Iron Construction.) 

1298. Stable Windows.—The windows of steadings should be of the form for 
the purpose they are intended to be used. On this account the windows of 
stables, and of other apartments, should be of different forms. Fig. 531 re- 


presents a window for a stable. The opening is 4} feet Fig. 531. 
in height by 3 in width. The framework is composed ہے‎ = 
of a dead part a, of 1 foot in depth, 2 shutters bb to —=- — a 


open on hinges, and fasten inside with a thumb-catch, | = 
and c a glazed sash 2 feet in height, with three rows of 21 
panes. The object of this form of window is, that it may ==] 
easily be opened, although a number of small articles E E 
are thrown upon the sole of a work-horse stable window, B =| 
such as short-ends, straps, &c., which are only used - =a 
occasionally, and intended to be at hand when wanted. —=—~ جل‎ 
The consequence of this confused mixture of things. UE = 
which it is not easy for the farmer to prevent, especially از ات‎ 

in a busy season, is, that when the shutters are desired to be opened, it is 
scarcely possible to do it without first clearing the sole of everything; and, 
rather than find another place for them, the window remains shut. A cupboard 
in a wall suggests itself for containing such small articles; but in the only wall 
—namely, the front one of the stable—in which it would be convenient to make 
such a cupboard, its surface is occupied by the harness hanging against it; and 
besides, no orders, however peremptory, will prevent such articles being at busy 
times thrown upon the window-soles ; and where is the harm of their lying there 
at hand, provided the windows are so constructed as to admit of being opened 
when desired? When a dead piece of wood, as a, is put into such windows, 
small things may remain on the sole, while the shutters b b may be easily opened 
and shut over them. 

1299. Harness-Pins.—The harness should all be hung against the wall be- 
hind the horses, and none on the posts of the stalls, against which it is too 
frequently placed, to its great injury, in being constantly kept in a damp state 
by the horses' breath and perspiration, and apt to be knocked down among their 
feet. A good way is to suspend harness upon stout hardwood pins driven into a 
Strong narrow board, fastened to the wall with iron holdfasts; but perhaps the 
most substantial way is to build the pins into the wall, when a new stable is build- 
ing. The harness belonging to each pair of horses should just cover a space of 
the wall equal to the breadth of the two stalls which they occupy, and when 
windows and doors intervene, and which of course must be left free, this arrange- 
ment requires some consideration. We have found this a convenient one: A 
spar of hardwood nailed firmly, immediately over the passage, across the upper 
edge of the batten d, fig. 523, that supports both posts of the stall, will suspend 
a collar on each end, high enough above a person's head. One pin on the wall 
is sufficient for each of the cart-saddles, one will support both the bridles, while 
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a fourth will suffice for the plough, and a fifth for the trace harness. Thus 5 
pins or 6 spaces will be required for each pair of stalls; and in a stable of 12 
stalls—deducting a space of 13 feet for 2 doors and 2 windows in such a stable 
—there will still be left, according to this arrangement, a space for the harness 
of about 18 inches between the pins. Iron hooks driven into the board betwixt 
the pins will keep the cart-ropes and plough-reins by themselves. The curry- 
comb, hair-brush, and foot-picker, may be conveniently enough hung up high 
on the hind-post, betwixt the pair of horses to which they belong, and the mane- 
comb is usually carried in the ploughman’s pocket. When the hind-posts are 
of cast-iron, these small articles cannot be hung upon them; and in such a case, 
there being no batten to suspend the collars from, hooks must be driven into 
the couple-legs to hang them upon. 

1300. Each horse should be bound to his stall with a leather stall-collar, 
having an iron-chain collar-shank to play through the ring i of the hay-rack, 
fig. 523, with & turned wooden sinker at its end, to weigh it to the ground. 
Iron chains make the strongest stall collar-shanks, though certainly noisy when 
in use; yet work-horses are not to be trusted with the best hempen cords, 
which often become affected with dry rot, and are, at all events, soon apt 
to wear out in running through the smoothest stall-rings. A simple stall- 
collar with & nose-band, and strap over the head, is sufficient to secure most 
horses; but as some acquire the trick of slipping the strap over their ears, it is 
necessary to have either a throat-lash in addition, or a simple broad belt around 
the neck. Others are apt, when scratching their neck with the hind-foot, to 
pass the fetlock joint over the stall collar-shank, and, finding themselves en- 
tangled, to throw themselves down in the stalls, bound neck and heel—there 
to remain unreleased until the morning, when the men come to the stablé. By 
this accident we have seen horses get injured in the head and leg for some 
time. A short stall collar-shank is the only preventive against such an acci- 
dent, and a low rack admits of its being made short. 

1301. Loose-Box.—Besides the ordinary stalls, a loose-box will be found 8 
useful adjunct to a work-horse stable. A space equal to two stalls should be 
railed off at one end of the stable. It is a convenient place into which to put a 
work-mare when expected to foal. Some mares indicate so very faint symptoms 
of foaling, that they frequently are known to drop their foals under night in the 
Btable—to the great risk of the foal's life—where requisite attention is not 
directed to the state of the mare, or where there is no spare apartment to put her 
in. It is also suitable for a young stallion, when first taken up and preparing 
for travelling the road; as also for any young draught-horse, taken up to 
be broke for work, until he become accustomed to the stable. It might also 
be, when unfortunately so required, converted into a temporary hospital for 
& horse, which, when seized with complaint, might be put into it until it is 
ascertained whether or not the disease is infectious, and if so, removed to 
a proper hospital. Some people object to having a loose-box in the stable, 
&nd would rather have it out of it; but the social disposition of the horse 
renders such a place useful on such occasions. It is, besides, an excellent 
place to rest a fatigued horse for a few days. It is also a good place for a 
foal when its mother is obliged to be absent at work in the fields, until both 
are turned out to grass. 

1302. Hay-House.—The hay-house should be adjoining the work-horse stable. 
Its floor should be flagged on a considerable quantity of sand to keep it 
dry, or with asphaltum. It should have a giblet-checked door to open out- 
wards, with a hand-bar to fasten it on the inside; it should also have s 
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partly glazed window, with shutters, to afford light when taking out the hay 
to the horses, and air to keep it sweet. As the hay-house communicates 
immediately with the work-horse stable by a door, it may find room for the 
work-horse corn-chest, which may there be conveniently supplied with corn 
from the granary above, by means of a spout let into the fixed part of the 
lid. For faciliating the taking out of the corn, the end of the chest should 
be placed against the wall at the side of the door which opens into the stable, 
and its back part boarded with thin deals up to the floor above, if there be 
one, or sufficiently high to prevent the hay coming upon the lid of the chest. 
The walls of the hay-house should be plastered. . 

1303. Corn-Chest.—The form of the corn-chest is more convenient, and takes 
up less room on the floor, when high and narrow than when low and broad, as in 
fig. 532, which is 5 feet long and 44 high at the back above the feet. A part 
of the front b folds down with hinges, Fig. 539. 
to give easier access to the corn as it 
gets low in the chest. Part of the lid 
is made fast, to receive the spout d, 
for conveying the corn into it from 
the granary or lop, if there be one, 
and also to render its movable part 
a lighter, and this is fastened with a 
hesp and padlock, the key of which 
should be constantly in the custody 
of the farm-steward, or of the person 
who gives out the corn to the plough- 
men Where no farm-steward is kept: 
cis the corner of the doorway into the 
work-horse stable, and e is the board- 
ing behind to prevent the hay falling 
on the lid. A fourth part of a peck 
measure is always kept in the chest 
for measuring out the corn to the | 
horses. It must not be imagined that when the spout supplies corn from the 
granary as required, it supplies it without measure. The corn appropriated for 
the horses is previously measured off on the granary floor, in any convenient 
quantity, and then shovelled down the spout at times to fill the chest. A way 
to ascertain the quantity of corn at any time in the chest is to mark lines on 
the inside of the chest indicative of every quarter of corn which it contains. 

1304. Byres.—The cow-house or byre is occupied by the cows, and in some 
districts by the fattening oxen also, and is fitted up in a peculiar manner. The 
cows stand in stalls: the stalls, to be easy for the cows to lie down and rise 
up, in our opinion, for a large kind of cattle, should never be less than 5 feet 
in width. Four feet is a more common width, but is too narrow for a large cow, 
and even 7 feet is considered in the dairy districts a fair-sized double stall for 
two cows. Our opinion is, that every cow should have a stall for her own use, 
lying, standing, or eating her food, of sufficient length and breadth that she 
may lie at ease betwixt the manger and the gutter. The width of the byre 
should be 18 feet, the manger 2 feet in width, the length of a large cow about 
8 feet, the gutter 1 foot broad, leaves 7 feet behind the gutter for a passage for 
containing the different vessels used in milking the cows and feeding the calves. 
The ceiling should be quite open to the slates, and a ventilator for every four 
or five cows in the roof, for regulating the temperature and supplying the byre 
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with fresh air. A door, divided into upper and lower halves, should open out- 
wards to the court on a giblet-check, for the easy passage of the cows to and 
from tho court, and each half fastened on the inside with a hand-bar. Two 
windows with glass panes, with the lower parts furnished with shutters to open, 
will give sufficient light, as also air, with the half-door. The walls should be 
plastered for comfort and cleanliness. 

1305. The stalls are most comfortably made of ood. though some recom- 
mend stone, which always feels hard and cold. Their height should be 3 feet, 
and length no farther than to reach the flank of the cow, or about 6 feet from 
the wall. When of wood, a strong hardwood hind-post is sunk into the ground, 
and built in masonry. Between this post and the manger should be laid a 
curb-stone, grooved on the upper edge to let in the ends of the travis-boards. 
The deals are held in their places at the upper ends by means of a hardwood 
rail, grooved on the under side, into which the edge of the deals are let; and 
the rail is fixed to the back of the hind-post at one end, and let into the wall at 
the other, and there fastened with iron holdfasts. Stone travises are no doubt 
more durable, and in the end perhaps more economical, where flag-stones are 
plentiful ; but we would in all cases prefer wood, as feeling warmer, being more 
dry in damp weather, and less liable to injure the cows coming against them, 
and within doors will last a long time. 

1306. The mangers of byres are usually placed on a level with the floor, 
with a curb-stone in front to keep in the food, and paved in the bottom. Sucha 
position we conceive highly objectionable, as, on breaking the turnips, the head 
of the animal is so depressed that an undue weight is thrown upon the fore-legs, 
and an injurious strain induced on the muscles of the lowerjaw. A better manger 
is made of flag-stones or wood, resting on a building of stone and mortar; raised 
about 20 inches from the ground, and a plank set on edge in front to keep in 
the food. This front should be secured in its position with iron rods batted 
into the wall at one end, and the other end passed through the plank against a 
shoulder, which is pressed home by means of a nut and screw. Out of such a 
manger the cow will eat with ease any kind of food, whether whole or cut; and 
all feeding byres for oxen should be fitted up with mangers of this construc- 
tion. Mangers are generally made too narrow for cattle with horns, and the 
consequence is the rubbing away of the points of the horns against the wall. 

1307. The supply of green food to cattle in byres may be effected from the 
outside through holes in the wall at the back of the 
manger. This is 8 convenient mode for the cattle-man, 
E but is costly in the outfit, and allows the wind to blow 
= 41 forcibly upon the heads of the cows. Fig. 533 is a door 

7-7 jn the opening of the wall, shut on the outside. We pre- 
| fer giving the food by the stall, when it is 5 feet wide, 
and no cold air can come upon the cows. But when the 
stalls are narrow, a passage of 24 feet in width, betwixt 
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SUPPLY MANOERS WITH the stalls and the wall, would allow the cattle-man to 


TURNIPS. 


supply turnips and fodder. In such a case the space 
behind the cows is reduced to 44 feet in width. 

1308. A wide single stall is not only useful in supplying the food from within 
the byre, but admits of the cows being more easily and conveniently milked. 
A double stall is objectionable for several reasons: a cow is 8 capricious crea- 
ture, and not always friendly to her neighbour, and one of them in a double 
stall must be bound to the stake on the same side as she is milked from; and, 
to avoid the inconvenience, the dairy-maid either puts the cow aside nearer her 
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neighbour, in the same stall—which may prove unpleasant to both parties—or 
the cow in the adjoining stall nearer her neighbour, which may prove equally 
inconvenient. Neither is it a matter of indifference to the cow from which 
side she is milked, for many will not let down their milk if the milk-maid sits 
down to the unaccustomed side. The best plan in all respects is, for each cow 
to have a roomy stall to herself. 

1309. Fig. 534 is a section of a travis and manger of a byre, as just described, 
where a is the wall, 6 
the building which sup- 4 
ports the manger c, hav- | : 
ing a front of wood, and 
bottomed with either 
flags or wood; d the 
hardwood hind - post, 
sunk into the ground, 
and built in with stones 
and mortar; e the hard- 
wood top-rail, secured 
behind the post d, and 
let into and fixed in the 
wall a with iron hold- 
fasts; f the stone curb- 
stone into which the WEM P iy My UG 
ends of the travis-boards lua ae K P". 
are let; g the travis- RE و ا‎ | 
boards let end ways into l 
the curb-stone below, and into the top-rail above, by a groove in each; ha 
hardwood stake, to which the cattle are fastened by binders, the lower end of 
which is let into a hole in the block of stone i, and the upper fastened by a 
strap of iron to a block of wood &, built into the wall a; m is the gutter for 
the dung, having a bottom of flag-stones and sides of curb-stones ; n the 
paved floor; o the opening through the wall a by which the food is supplied 
into the manger c to the cattle, from the shed s behind. This shed is 8 feet 
wide, p being the pillars, 6 feet in height, which support 
its roof q, which is a continuation of the slating of the PE 
byre roof, the wall a of which is 9 feet high. But where 
these small doors are not used, the shed s, pillars p, and 
roof g, are not required, but they might form a convenient 
turnip-store, to which access might be obtained from the 
byre by a back door. 

1310. Cattle- Bindings.—Cows are bound to a stake in the 
stall by means of a ligature which goes round the neck 
behind the horns. One method of binding is with the 
baikie, which is made of & piece of hardwood, e fig. 535, 
standing upright, and flat to the neck of the cow. A rope 
g fastens the lower end of it to the stake, upon which it 
slides up and down by means of a loop which the rope 777777 ^ 
forms round the stake. This rope passes under the neck. | —— . . . — 
of the animal, and is never loosened. Another rope k ^^^ 
is fastened at the upper end of the piece of wood e, and, 
passing over the neck of the animal and round the stake, is made fast to 
itself by a knot and eye, and serves the purpose of fastening and loosen- 
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ing the animal. 'The neck, being embraced between the two ropes, moves up 
and down, carrying the baikie along with it. This method of binding, though 
quite easy to the animals themselves, is objectionable in preventing them turn- 
ing their heads round to lick their bodies; and, the stake being in a perpen- 
dicular position, the animals can only move their heads up and down, and are 
obliged to hold them always over the mangers. 

1311. A much better mode of binding cattle is 
with the seal, which consists of an iron chain, fig. 
536, where a is the large ring of the binder, which 
slides up and down the stake ہم‎ which is here shown 
in the same position as is À in the section of the 
stall in fig. 534. The iron chain, being put round 
the neck of the cow, is fastened together by a 
broad-tongued hook at c, which is put into any link 
of the chain that forms the gauge of the neck, and 
it cannot come out until turned on purpose edgeways 
to the link of which it has a hold. It is the most 
durable form of binder, and gives the animal liberty 
not only to lick itself, but to turn its head in any 
direction it pleases; and the inclination of the stakes 
gives the animal the farther liberty of lying down or 

. standing back quite free of the manger. 
1312. Byre Windows.—A convenient form of window for a byre consists of 
two shutters, a a, fig. 537, 2 feet in height, which open 
by cross-tailed hinges, and are kept shut with thumb- 
catches. The window-frame is made of wood, and 
glazed with four rows of panes c, 24 feet in height, and 
5 in number to the width—the opening of the window 
being 44 feet in height and 3 in width. There being 
no small articles in a byre to lay upon the window-sole, 
as in stables, the dead piece of wood below the shutter 
is not here required. 
: : 1313. The construction of byres for the accommo- 

SSS dation of fattening oxen and milk cows is quite the same, 

i ا‎ ae but feeding-byres are usually made much too small for 

the number of oxen confined in them. When stalls are put up, they seldom 
exceed 4 feet in width; more frequently two oxen are put into a double 
stall of 7 feet, and not unfrequently travises are dispensed with altogether, 
and simply a triangular piece of boarding placed across the manger against 
the wall to divide the food betwixt each pair of oxen. In double stalls, 
and where no stalls are used, even small oxen, as they increase in size, 
cannot all lie down at one time to chew their cud and rest; and as they re- 
quire more room and rest the fatter they become, the larger the oxen become 
they are hampered the more. In such confined byres, the gutter is placed too 
near the heels of the oxen, and prevents them standing back when they desire. 
Short stalls, it is true, save the litter being dirtied by the dung dropping 
from the cattle directly into the gutter, and the arrangement saves the cattle- 
man trouble; but the saving of litter in such a case is at the sacrifice of com- 
fort to the animals. 

1314. On the Construction of Cattle-Boxes.—Mr Ewart, a well-known prac- 
tical writer on agricultural construction, and author of a prize essay on “ Farm 
Buildings," has the following remarks :—“ The boxes should be sunk 1 foot below 
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the surface of the ground, and be separated from each other by a wall one brick 
thick, and 2 feet high from their bottom or floor. They should also have a 
similar wall in front, upon both of which there should be a wall-plate of deal 9 
inches wide and 3 inches thick, bringing the entire height of the division walls 
to 2 feet 3 inches above the level of the floor, and that of the front to 1 foot 3 
inches above the level of the passages. At the intersection of the front wall of 
the boxes by the division walls, should be cast-iron pillars 6 feet long and 41 
inches outside diameter, supporting a deal, similar to the wall-plates described, 
to carry the roof; and at each end of the range of boxes should be an upright 
jamb of 9 inches deal, laid flat to the inside of the north wall; . . . such 
jamb being framed to the wall-plate, and the deal supported by the pillars. 
The cast-iron pillars should have grooves formed on each of their sides in the 
direction of the length of the range, and also another groove on the side in the 
direction of the division walls, between the boxes, the grooves being formed of 
flanges 24 inches apart and 2 inches deep. The upright deals against the 
walls, at the ends of the range of boxes, should have half the breadth of a Nor- 
way batten nailed firmly on the face at 24 inches apart, thus forming a groove 
in the middle of the breadth of the deals throughout their length 24 inches wide 
and 24 deep. On the deal supporting the front of the roof, and immediately 
above each cast-iron pillar, should be firmly spiked one end of a Norway batten, 
which should extend across the range of boxes to the back wall, on which it 
should rest firmly, spiked to a continuous wall-plate of deal 44 inches wide. 
Against the back wall of the boxes should be upright deals framed to the wall- 
plates on the division walls, between the boxes, and receiving the cross-beam 
spoken of above in a notch. The upright deal just mentioned should have a 
groove formed in its face similar to those previously described, on the upright 
deals at each end of the range at the front of the boxes. Midway, in the length 
of the division between the boxes, should be two upright pieces, half the breadth 
of the Norway batten, opposite to each other, at 24 inches apart, the lower ends 
of which should be framed to the wall-plate in the division wall between the 
boxes, and the upper end secured to the cross-beam by a screw bolt. The 
fronts of the boxes should be enclosed to a height of about 4 feet above the 
walls, first by an 11-inch deal, and then by Norway battens in succession, 
fitting rather loosely in the grooves on the sides of the pillars in the direction 
of the length of the range. The fences between the boxes may be formed also 
of battens, one end of which being fitted into the groove in the pillar, in the 
direction of the breadth of the boxes, the other in the groove formed upon the 
upright deal on the back wall, passing between the half-battens at the mid-length 
of the division walls, and should be held 1 foot apart from each other by cotteril 
bolts, on holes made for the purpose in the flanges of the grooves.” 

1315. Laycock’s Fittings for Cattle-Boxes.—Mr Laycock of Lintz Hall has 
designed a variety of farm-building fittings, of which those for cattle-boxes may 
be selected for description. “ The front of the box is furnished with horizontal 
bars from one pillar to another—their ends fitting rather loosely into the grooves. 
The lowest is formed of a deal 11 inches wide, with chocks 33 inches wide, 
fixed on the lower edge near the ends. On the upper edge is hung, by means 
of hooks formed of flat iron, fitting the thickness of the deal, a short iron feeding- 
pan or manger, 2 feet 6 inches in length, 15 inches wide at top, and 8 8 8 
wide at the bottom; 14 inches deep at the back, and 10 inches of perpendicular 
depth at the front. The hooks are riveted to the backs of the pans near to the 
ends. On the same deal is a rack, the bars of which are § round iron, 2 feet 
6 inches long, somewhat curved, and each end riveted into a piece of flat 
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iron 1 inch broad and 2 feet 6 inches long, forming a rack about 2 feet high, 
which is attached to the deal near the lower edge by means of hook-and- 
eye hinges near the extreme ties, and supported in a sloping position by 
a piece of small chain at each end, 2 feet long, linked to any desired length 
to hooks near to the upper edge of the deal. Fig. 538 is a section of 
the manger, and fig. 539 that of the rack, described on a scale of + inch to 
the foot. 
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1316. ** Above the deal just described are two other bars, formed of Norway 
battens; the upper one held in its position, about 4 feet above the wall-plate, 
by means of iron pins or small cotteril bolts passing through holes in the sides 
of the grooves, and at the ends of the bars. It will be perceived that the racks 
and mangers can be raised as the box becomes filled with manure, by placing 
bars under the deal to which they are attached.”—Prize Essay on the Construc- 
tion of Farm Buildings, in vol. xi., Journal of the Royal Agricultural Society of 
England, pp. 245, 246. . 

1317. Calves House. — For convenience, the calves' house should be 
placed immediately adjoining the cow-byre. Calves are either suckled by their 
mothers, or brought up on milk by the hand. When they are suckled, 
if the byre be roomy enough—that is, 18 feet in width—stalls are erected for 
them against the wall behind the cows, in which they are usually tied up imme- 
diately behind their mothers ; or, what is a less restrictive plan, put in numbers 
together in large loose-boxes at the ends of the byre, and let loose from both 
places at stated times to be suckled. When brought up by the hand, they are 
put into a separate apartment from their mothers, and each confined in a crib, 
where the milk is given them. The superiority of separating calves to having 8 
number together is, that it prevents them sucking one another, after having had 
their allowance of milk, by the ears, teats, scrotum, or navel, by which mal- 
practice certain diseases may be engendered. 

1318. The crib is large enough for one calf at 4 feet square, and 4 feet in 
height, sparred with slips of tile-lath, and having & small wooden wicket to 
afford access to the calf. The floor of the cribs may be of earth; but the pas- 
sage between them should be flagged, or of asphalt. Abundance of light should 
be admitted, either by windows in the walls or skylights in the roof; and 
fresh air is essential to the health of calves, the supply of which would be best 
secured by a ventilator in the roof, such as fig. 530. A door should communicate 
with the cow-house, and another, having upper and lower divisions, with a court 
furnished with a shed. The crib should be fitted up with a manger to contain 
cut turnips or carrots, and a high rack for hay, the top of which should be as much 
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elevated above the litter as to preclude the possibility of the calf getting its 
feet over it. The general fault in the construction of calves’ houses is the want 
of both light and air, light being cheerful to animals in confinement, and air 
essential to the good health of all young animals. When desired, both may be 
excluded. The walls of the calves’ house should be plastered, to be neat and 
clean. Some people are of opinion that the calves’ house should not only have 
no door of communication with the cow-house, but should be placed at a dis- 
tance from it, that the cows may be beyond the reach of hearing the calves. 
Such an objection could only have originated from an imperfect acquaintance 
with the character of these animals, A cow that is prevented smelling and 
suckling her calf, does not know its voice, and will express no uneasiness about 
it a fow minutes after they are separated, and after the first portion of milk has 
been drawn from her by the hand. 

1319. The front and door of a calf's crib is represented by fig. 540, in which 
a is the wicket door which gives access 
to it, b b are the hinges, and c is a 
thumb-catch to keep it shut. This sort 
of hinge is very simple and economical. 
It consists of those rails of the wicket 
intended for the hinges being elon- 
gated towards b, where they are round- 
ed off; and their lower face is shaped 
into a round pin, which fills and ro- 
tates in a round hole made in a billet of 
wood, seen at the lower hinge at b, جج‎ 
securely screwed to the upright door- H کے‎ 
post of the crib. Another billet d is ~~ een = 
screwed immediately above the lower l 
rail b, to prevent the door being thrown off the hinges by any accident. Cross- 
tailed iron hinges, of the lightness suited to such doors, would soon break, by 
rusting in the dampness usually occasioned by the breath of a number of calves 
confined within the same apartment. 

1320. A court should be attached to the calves’ house, and there should 
be erected in it, for shelter to the calves in cold weather, or at night before 
they are turned out to pasture, or for the night for a few weeks before they 
are put into the larger court when at pasture, a shed fitted up with mangers 
for turnips and racks for hay. A trough of water is also requisite in this 
court, as well as a gateway for carts, by which the dung may be removed, and 
a liquid-manure grating to keep the court dry. 

1321. Fittings for Courts—Turnip-Troughs. ب‎ The troughs for turnips are 
placed against the walls, as in fig. 541, where a is the wall against which the 
trough is built, and Û a building of stone and lime 2 feet thick, to support the , 
bottom of the trough, of which the lime need not be used for more than 9 inches 
in the front and sides of the wall, and the remaining 15 inches may be filled up 
with any hard material; c is the flagging placed on the top of this wall, to form 
the bottom of the trough. Some board the bottom with wood; and, where 
wood is plentiful, it is cheap, and answers the purpose, and is pleasanter for 
the cattle in wet and frosty weather; but where flags can be easily procured, 
they are more durable in the open air: d is a plank, 3 inches thick and 9 in 
depth, to keep in the turnips. Oak planking from wrecks, and old spruce 
trees, however knotty, we have found a cheap and durable front for turnip- 
troughs. The planks are spliced together at their ends, and held on edge by 
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rods of iron e batted with lead into the wall, and with a shoulder and nut and 
screw in front. The height in front should not exceed 2 feet 9 inches for 


Fig. 541. 
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calves, and 3 feet for the other cattle ; and it will become less as the straw 
daily accumulates. The trough, here Shown short, may extend to any length 


along the side-wall of a court. 


1322. Straw- Racks. — The straw-racks for courts are made of vari- 


WOODEN STRAW-RACK FOR COURTS. 


ous forms. A common kind of wooden 
rack is in fig. 542, of a square form, 
‘sparred round the sides and bottom to 
keep in the straw. The cattle draw the 
straw through the spars as long as its 
top is too high for them to reach over 
it, but after the dung accumulates, and 
the rack thereby becomes low, the cat- 
tle get at the straw over the top. It is 
made of wood, 5 feet square and 4 in 
height. These racks may be pulled up 


higher when the dung accumulates much. 


1823.—Fig. 543 is a form 
of wooden rack adapted to 
supply fodder to cattle under 
cover in sheds. It consists of 
an upper and a lower bar of 
wood, parallel to each other, 
and into which are notched 
behind a series of rails as far 
asunder as to allow of the 
straw being pulled through 


STRAW-RACK FOR SHEDS, between them by the cattle. 
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The rack has an inclination of about 2 feet forward at the top, which affords 
the capacity of holding the food, both its rails being batted to the wall. 

1324. Pig-sty Door.—As swine have very powerful necks, and are apt to 
push open doors of ordinary construction, a form of door such as is repre- 
sented in fig. 544 is very secure. The door, of double plank-wood, slips up 
and down a groove formed in the masonry on each side, and this contrivance 
is such as to elude the arts of the most cunning brood-sow to escape out of 
its sty. 


Fig. 544. 


PiG-8TY DOOR. 


1325. On the Accommodation of the Grain Crops in the Steading.—On looking 
at the plans of steadings in the Plates, it will be observed that the thrashing- 
machine, placed in the upper barn above the corn-barn, is in the middle of the 
great range of the steading, ready to receive the unthrashed crop from the 
stackyard behind it, and as ready to deliver the straw thrashed into the straw- 
barn, and the grain into the corn-barn below. 

1326. Straw-Barn.—'The straw-barn is purposely made of the height of the 
upper barn, to contain a large quantity of straw, as it is often convenient in bad 
weather to thrash out a considerable quantity of corn, when no other work can 
be proceeded with, or when high market-prices induce farmers to take advan- 
tageof them. There is another good reason for giving ample room to the straw- 
barn. Every sort of straw is not suited to every purpose, one sort being best 
suited for litter, and another for fodder. This being the case, it is desirable to 
have always both kinds in the barn, that the fodder-straw may not be wasted 
in litter, and the litter-straw given as fodder, to the injury of the animals. Be- 
sides, the same sort of straw is not alike acceptable as fodder to every class of 
animals. 'Thus wheat-straw is a favourite fodder with horses, as well as oat- 
straw, whilst the latter only is. acceptable to cattle. Barley-straw is only fit 
for litter. To give access to litter and fodder straw at the same time, it is 
necessary to have a door from each kind into each court. "Thus four doors, two 
at each side near the ends, are required in a large straw-barn. Slit-like open- 
ings should be made in its side-walls, to admit air and promote ventilation 
through the straw. A skylight in the roof, at the end nearest the thrashing- 
machine, is useful in giving light to those who take away and store up the 
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straw from the thrashing-machine when the doors are shut, which they should 
be whenever the wind happens to blow too strongly through them into the 
machine against the straw. Instead of dividing straw-barn doors into two 
vertical leaves, as is usually done, they should be divided horizontally into an 
upper and lower leaf, so that the lower may always be kept shut against in- 
truders, such as pigs, whilst the upper admits both light and air into the bam. 
One of the doors at each end should be furnished with a good stock-lock and 
key, and thumb-latch, and the other two fastened with a wooden hand-bar from 
the inside. The floor of the straw-barn is seldom or never flagged or cause- 
wayed, though it is desirable it should be. If it were not so expensive, the 
asphaltum pavement would make a good floor for a straw-barn ; but the most 
effective floor is made of small broken stones to the depth of 15 inches, and 
blended with gravel. It will prevent moulding, and resist rats. Mouldy straw 
at the bottom of a heap superinduces throughout the upper mass a disagreeable 
odour, and imparts a taste repugnant to every animal That portion of the 
floor upon which the straw first alights on sliding down the straw-screen of the 
thrashing-machine, should be strongly boarded, to resist the action of the forks 
when removing the straw. Blocks of hardwood, such as the stools of hard- 
wood trees, set on end causewaywise, and sunk into the earth, form a very 
durable flooring for this purpose. Stone flagging in this place destroys the 
prongs of the pitchforks. The straw-barn should communicate with the chaff- 
house by a shutting door, to enable those who take away the straw to see 
whether the chaff accumulates too high against the end of the winnowing- 
machine. 

1327. The Corn-Barn.—lts roof is formed of the floor of the upper bam, 
and its height is generally made too low. The higher the roof is, the more 
easily will the corn descend to be cleaned from the thrashing-machine down 
the hopper to the winnowing-machine. Nine feet is the least height it 
should be in any instance. The corn-barn should have in it at least two 
glazed windows, to admit plenty of light in the short days of winter, and 
they should be guarded outside with iron stanchions, If one window cannot 
be got to the south, the door when open will answer for the admission of 
sunshine to keep the apartment comfortably dry for the workpeople and the 

rain. 

5 1328. The door is generally divided into upper and lower halves, which, as 
usually placed, are always in the way when the winnowing-machine is used: at 
the door. A more convenient method is to have the door in a whole piece, and 
when opened, to fold back into a recess in the outer wall, over the top of which a 
plinth might project to throw offthe rain. In this case the ribats and lintel must 
be giblet-checked as deep as the thickness of the door, into which it should 
close flush, and be fastened with a good lock and key, and provided with a 
thumb-latch. The object of making the corn-barn door of this form is to avoid 
the inconvenience of its opening into the barn, where, unless it folds wholly 
back on a wall, it is frequently in the way of work, particularly when winnowing 
roughs, and taking out sacks of corn on men’s backs. As to size, it should not 
be less in the opening than 73 feet in height and 3} in width. A light half-door 
can be hooked on, when work is going on, to prevent the intrusion of animals, 
and the wind sweeping along the floor. 

1329. The floor of the corn-barn is frequently made of clay, or of a com- 
position of ashes and lime; the asphaltic composition would be better than 
either; but in every instance it should be made of wood—of sound hard red- 
wood Drahm battens, ploughed and feathered, and fastened down to stout joists 
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with Scotch flooring sprigs driven through the feather-edge. A wooden floor 
is the only one that can be depended on being constantly dry ina corn-barn; and 
in a barn for the use of corn, a dry floor is indispensable. It has been suggested 
to us that a stone pavement, square-jointed, and laid on a bed of lime over 9 
inches of broken stones—or an asphaltum pavement, laid on a body of 6 inches 
of broken stones, covered with a bed of grout on the top of the stones, would 
make as dry and a more durable barn-floor than wood, and which will not rot. 
No doubt stone or asphaltum pavement is durable, and not liable to rot; but 
there are objections to both, in a corn-barn, of a practical nature, and it is cer- 
tain that the best stone pavement is not proof against the undermining powers 
of the brown rat: whilst a wooden floor is durable enough, and certainly will 
not rot, if kept dry in the manner we shall recommend. The objections to all 
stone pavements as & barn-floor are, that the scoops for shovelling the corn pass 
very harshly over them—the iron nails in the shoes of the work-people wear 
them down, raise a dust upon them, and crush the grain—and they are hurtful 
to the bare hands and light implements, when used in taking up the corn from, 
or in cleaning the floor. For true comfort in all these respects, there is nothing 
like wood. "The walls of this barn should be made smooth with hair-plaster, 
and the joists and flooring forming its roof cleaned with the plane, as dust 
adheres much more readily to a rough than to a smooth surface. The stairs to 
the granaries should enter from the corn-barn, and a stout plain deal door with 
lock and key placed at the bottom of each. And at the side of one of the stairs 
may be enclosed on the floor of the barn, & space to contain light corn to be 
given to the fowls and pigs in summer, when this sort of food becomes scarce. 

1330. As the method of hanging doors on a giblet-check should be adopted 
in all cases in steadings where doors on 
outside walls are likely to meet with 
obstructions on opening inwards, or 
themselves becoming obstructive to 
things passing outwards, the subject de- 
serves a special illustration. In fig. 545, 
a is the inside form of a strong door, 
mounted on crooks and bands, fully 
open, and thrown back into the recess 
of the wall 4, the projecting part of the 
lintel c protecting it effectually from 
the rain; d is the giblet-check in the 
lintel, and e that in the ribats, into 
which the door shuts flush; f is the 
light movable door used when work is 
going on in the corn-barn. 

1381. The wooden floor of the corn-barn is liable to decay unless precautions 
are used to prevent it; but à much too common cause of its destruction is 
vermin—such as rats and mice. We used a most effectual method of preventing 
the destructive ravages of either vermin or damp, by supporting the floor in the 
particular manner represented in fig. 546. The earth, in the first instance, was 
dug out of the barn to the depth of the foundation walls, which should be two 
feet below the door-soles, and in the case of the building of a new steading 
this can be done when the foundations of the walls are taken out. The ground 
is then spread over with a layer of sand, sufficient to preserve steadiness in the 
stout broad flags b b which are laid upon it and jointed in strong mortar. Twelve- 
inch thick sleeper walls a a, of stone and lime, are then built on the flags, to 
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support the ends of the joists of the floor. The ends of the joists c, formed of 
10 inches by 24-inch plank, are then laid on edge upon the walls 16 inches apart, 
and the spaces between them filled up 
Fig. 546. to the top of the joists with stone and 
1 lime. The building between the 
joists requires to be done in a pecu- 
liar way. It should be done with 
squared rubble stones, and on no ac- 
count should the mortar come in con- 
tact with the joists, as nothing de- 
stroys timber, by superinducing the 
dry rot, more readily than the action 
of mortar upon timber above ground. 
For the same reason care should 
be observed in building all the joists 
into the walls; in placing the safe- 
lintels over the doors and windows 
dry-bedded, and in beam filling be- 
tween the couple-legs. The floor d 
is then laid on a level with the door- 
sole, and finished with a neat skirting 
board i i round the walls of the barn. 
SS By this contrivance the vermin can- 
رر تہ‎ nr not possibly reach the floor but from 
the flags 5, which are nearly 2 feet 
under it. A hewn stone pillar e, or even two, are placed on the flags under 
each joist to support and strengthen the floor. This construction of floor freely 
admits the air above and below to preserve it, and affords room under it for cats 
. and dogs to hunt after the vermin. The figure also gives a section of the 
building above the corn-barn, constituting the upper barn f, having similar out- 
side walls, coupling, slating, and ridging of the roof to the middle range of the 
building. 

1332. Immediately in connection with the upper barn may be a gangway to 
give access to the stackyard. It is used as an inclined plane, upon which to 
wheel the corn-barrows, and forms a road for the carriers of sheaves from the 
stackyard. This road should at all times be kept hard and smooth with small 
broken stones, and sufficiently strong to endure the action of barrow- wheels. 
Either asphaltum or wood pavement would answer this purpose well. To 
prevent the gangway affecting the wall of the corn-barn with dampness, it 
should be supported on a semicircular arch of masonry. Some farmers 
prefer taking in the corn on carts instead of by a gangway, and the carts in 
that case are placed alongside the large door of the upper barn, and emptied 
of their contents by means of a fork. We prefer a gangway for this reason, 
because it enables the farmer to dispense with horse-labour in bringing in the 
Blacks if they are near at hand, and they should always be built near the upper 
barn for convenience. It is suggested to have a railway to convey the stacks 
on their stathels to the upper barn-door, and thence cast the sheaves into the 
barn at once. This would require the ground of the stackyard and the barn to 
be on the same level. 

1333. Granary Windows.—These windows should be formed to admit light 
and air freely ; and we know of no form so capable of affording both as fig. 547. 
‘The opening is 4j feet in length and 3 in height. In the frame a are 8 
glazed sash 1 foot in height, composed of two rows of panes, and b Venetian 
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shutters, which may be opened more or less at pleasure: © d shows in section 
the manner in which these shutters operate. They revolve by their ends, a 
round pin, in holes in the side-posts of the frame d, and are kept in a parallel 
position to each other by the bar c, 
which is attached to them by an eye of 
iron, moving stiff on an iron pin pass- 
ing through both the eye and bar c. 
1334. Stackyard.—As most of the 
stacks must stand on the ground, it 
should receive that form which will 
allow the rain-water to run off and not 
injure their bottoms. This is done by 
forming the ground into ridges. The 
minimum breadth of these ridges may 
be determined in this way: The usual length of the straw of the grain crops 
can be conveniently packed in stacks of 15 feet diameter; and as 3 feet is little 
enough space to be left on the ground between the stacks, the ridges should 
not be of less width than 18 feet. The stackyard should be enclosed with a 
substantial stone and lime wall of 44 feet in height. In too many instances 
the stackyard is entirely unenclosed, and left exposed to the trespass of every 
animal. "The stackyard should have gateways of not less than 10 feet in width 
clear, with a stout gate hung on crook and band, and fastened with a short 
chain and hook. In carse farming the stacks require to be 24 feet in diameter. 
1335. Stathels.—1It is desirable to place the outside rows of the stacks next 
the wall on stools or stathels, which will not only keep them off the wet 
ground, should they remain a long time in the stackyard, but in a great 
measure prevent vermin getting into the stacks. These stathels are usually 
and most economically made of stone supports and a wooden frame. The 
frame is of the form of an octagon, and under its centre and each angle is 
placed a support. The framework consists of a plank a a, fig. 548, 15 feet in 
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length, and of others 74 feet in length, 9 inches in depth, and 24 inches in 
thickness, if made of Scots fir, but less will suffice of larch. The supports 
consist of a stone b, sunk to the level of the ground, to form a solid fow- 
dation for the pillar c, 18 inches in height and 8 square, to stand upon, 
and on the top of this is placed a flat rounded stone or bonnet d, of at least 
2 inches in thickness. The pillar is bedded in lime, both with the found 
stone and bonnet. The tops of these stone-supports must be on the same 
level. Upon them are placed on edge the scantlings a a, to the outer 
end of which are fastened with strong nails the bearers e e, also 9 inches in 
depth and 2 in thickness. The spaces between the scantlings a are filled up 
with fillets of wood f f, nailed upon them. If the wood of the framework were 
previously preserved by Kyan’s or Burnett's process, it would last perhaps 


twenty years, even if made of any kind of home timber, such as larch or 
Scots fir. 


1336. Section EiGnTu— Centres for Arches—Bridges—Sluices. 
1337. Centres for Arches —In fig. 549 we illustrate a simple centering for a 
Fig. 549. semicircular arch; a b the arch timbers, or ribs, resting 
: on the posts c c, as shown. Wedges are driven in be- 
tween the top of posts and under side of ribs a b. When 
the arch is turned and set, by driving out these wedges, 
the ribs are gradually lowered, and the arch allowed 
slowly to settle before the centering is finally removed. 
Bolster-pieces, as shown at d, are laid across the ribs, 
دہ‎ a poon ےی‎ And on these the brick or stone work rests. Two of these 
,سنہ‎ p wem ro zm» wor. ribs are generally used— one at each side of the thick- 
ness of the wall—the bolster-pieces d stretching between them. When the 
wall on which the arch is to be turned is of more than ordinary thickness, three 
ribs may be used, placed parallel to, and at equal distances from, each other. 
1338. In fig. 550 we give other forms of centres, in which the ribs a are 
supported by ties b, and struts or braces c c. The centering for a Gothic or 
pointed arch is shown at d e in the same figure. l 
1339. In fig. 551 we show how the ribs for centering may be strengthened 
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by being formed of two thicknesses—the parts a 5 c d having similarly cut 
pieces e وک‎ placed behind, and secured to them in such a way that their solid 
parts shall be placed at the back of the joints of the front pieces a b c d. In 
the lower part of the same figure, a centre for a larger arch or a small bridge is 
shown. The tie-beam A h is supported on the posts 2 i i, and carries the ribs 
kkkk. These are supported by the king-post J, and braced by the struts m m, 
and n n. 

1340. Bridges.—As a useful addition to the present section, we here give a 
few designs for simple wooden 
bridges, adapted for the short 
spans usually met with in farms. 
For the construction of more 
complicated forms we would ad- 
vise the professional aid of a 
competent engineer to be called 
in. Our notes, however, will 
apply to the majority of in- 
stances where small erections, 
not subjected to unusual strains, 
are required. Fig. 552 shows 
a form of simple foot- bridge 
used in Flanders for crossing 
ditches. FOOI-BHIDGE FOR SPANNING DITCHES. 

1341. Fig. 553 illustrates the simplest form of bridge which can be erected. 
It is composed of girders b 5, 


girders are placed at equal dis- 
tances on the wall-plates. The 
flooring is made with flooring- 
boards or planking, spiked on to 
the girders. The timbers. should BEAM-BRIDGE FOR 15-PEET SPAN—SOAIZE, } NUH TO THE FOOT. 

be Kyanised before being laid | 

down, or well painted with coal-tar. The girders, 9 inches by 4, are calculated 
to sustain ordinary cart-load pressure. Fig. 554. 

The scantling of the flooring-boarde 
d dd, 6 inches by 2. The hand-rail f f, 
3 inches by 2 (laid flat), is supported by 
postse e e e, 3inches by 2, mortised into the 
girder b 5. Diagonal struts g g g are in- 
serted between the posts, their scantling, 
3 inches by 14. The bridge illustrated 
in fig. 553 will be strengthened by using ۱ 
two struts c €, abutting at their lower BRIDOB FOR l4-FRET SPAN, WITH STRUTS—SOALB, 
ends on stone corbels d d, as in fig. 554, وت وو‎ 

built into the piers or abutments a a, and at their upper ends against the 
“straining beam” b. These two forms of bridges are well adapted for farm 
purposes, where a rivulet has to be crossed. Of the two forms, fig. 554 pre- 
sents the simplest construction of rail. The whole structure may be formed 
of rough trees in the bark, the girders of Scots fir, and the rails of weedings of 
larch. 


resting on wall-plates c c, on the 7 600 5 
wallsaa. The span is 15 feet Fd ZAR A 
the breadth 10 to 12 feet. Three X x 
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1342. Trussed-Girder Bridges.—In fig. 555 we give an elevation of a girder 


Fig. 555. bridge for a span of 8 feet. 

CHEN NOE RN ARN ERREUR REOR The beam rests in cast- 
iron shoes a b; cc c are 

the hand-rails, and a d? 

i eee r ٠ isthe malleable-iron truss.‏ و دج یج وودومے ہج 

fe P E In fig. 556 is a sketch 

| | showing the arrangement 

SS NI c—E > : of trussed beams for a 
N L z 7 KR span of 32 feet, divided 
UNS into two spans of 16 feet 
SON A each. The beams a a, 
PO SS 12 inches by 8, rest at 
NS Ner the ends 5 b on the retain- 
TRUSSED-BEAM BHIDGE, SPAN B FEET—SCALE, 1 INCH TO THE FOOT. ing walls : the other ends 


being secured by cast-iron shoes to the cap of the iron pillar ¢ c. Bolster-pieces 
d d rest on the beams, and upon these the flooring or planking e e is laid. 

Fig. 556. ۱ 
(SSS 3 سے — : 5 سرک‎ S 


7 1 
(7777 


f 7 j / // / 

/ / / 7,777 f 
HIH / Wii 7 
H HIHI 
MMS PIH 


1 // / / /j // 
Vif IH / Yj Hf Wi if, 
SELLS SS f //j 7777777) 
/ HH, Y 7 / H f; 7 / 
7/1 / HIHI d " 
/ /j 7777/7/7 


7 TLL 


TRUSSED-GIRDER BRIDGE FOR A SPAN OF 2 FEEK1——SCALE, i INCH TO THE FOOT. 


1343. In fig. 557 we illustrate another method of trussing beams to be thrown 


Fig. 557. 
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Fig. 558. 
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across an opening, on the principle of 
the king-post truss; a a the tie-beam, 
b the king-post, c c the struts. The 
hand-rail d d passes through the 
cap of the king-post after the man- 
ner of a ridge-pole in a roof, and the 
ends are supported by posts or up- 
rights e e. 

1344. In fig. 558 we illustrate 
another method of trussing a beam 
on the principle of the queen-post 
truss; a a the tie-beam, b b the 
queen-posts, c the straining-bean, 
d d the struts, e e the hand-rail, f f 
the posts or uprights. 


1345. In fig. 559 we illustrate another form of trussed bridge girder for a 30- 
feet span; aa, 13 inches by 4; b b, 7 by 4; c, 8 by 4; dd, 8 by 4; ee, 6 by 4; 
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f f,8 by 4; g, wrought-iron king-bolt 14 inch diameter. If the span is in- 
creased, say to 32 feet, 
or double that of fig. 553, 
as in fig. 560, two gird- 
ers—same length as in 
fig. 553— may be scarf- 
jointed to form one beam 
and supported by an up- 
right b, 4 inches by 6. 
At the upper end of this 


is a transverse beam a, " i ۱ 
4 inches by 6, the ends ہر ہت بت‎ 


ELEVATION OF BRIDGE OF 32-587 OFAN. 


of which rest on wall- 

plates d d. Struts cc, 4 inches by 3. 
1346. In fig. 561 we illustrate the method which may be adopted to support 

the post Û, fig. 560: aa Fig. 561. 

are piles driven into the Į 

bed of the river, or the | f f | 


centre of the ravine over RENE TA REPRE; 
which the bridge may be NE EN 


supposed to cross. These 
piles are driven at a dis- 
tance of 2 feet apart; b b 
is a “ capping-beam," con- 
necting the heads of the 
piles together. Into this 
beam the upright posts ccc 
are mortised, or secured 


FORM OF PIERS OR 
STARLINGS FOR BRIDGES. 


ELEVATION OF MID-PIER FOR BRIDGE IN FIG. کے کس سو‎ TTT 


by straps, bolts, and nuts; d dis the transverse beam, represented by the letter 
a, fig. 560, on which the piles d d and the beams e e, fig. 561, are supported ; 
f f are the flooring timbers, g g struts or braces, ۸ h outside struts, will act as 
fenders to protect the posts from ice, &c. The end of the beam Û, pointing up 
stream, should be tapered, or nose-pointed, as at a or b, fig. 562. 
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1347. In fig. 563 we illustrate a simple method of forming a central support, 
which may be used 
where the bridge, as 
in fig. 560, has not 
much pressure to sup- 
port—as in the case 
of a foot-bridge—a a, 
e e e is the beam, cor- 
responding to e ¢ in 
fig. 561, resting on the 
a X cross-beam f f or b. 
This is supported by 
the stays © cccat 
three points g g g. 
The stays c c, c © are 
strengthened by collars d d, transversely, and by others longitudinally, as 
shown by the dotted lines j; cross stays, as shown by the dotted lines i, may 
also be put in. 

1348. Wooden Aqueduct.—In fig. 564 we illustrate a form of bridge to lead 
the water of irrigation across a ravine. We are indebted for this illustration to 
Captain Baird Smith's work on Italian Irrigation: a a is a plan of the aqueduct, 
with the leaders of irrigation c c, c c diverging from it; and 5 b is an elevation 
of the aqueduct. 
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END AND SIDE ELEVATION OF CENTRAL BUPPORT FOR BRIDGE, IN FIO. 0060— 
SCALE IN FIG. O00. 
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ITALIAN WOOUEN AQUEZDUCT FOR CONDUOTING WATER OF IRRIOATION OVER RIVERS, RAVINES, kc. 


1349. Sluices.—W e now propose to illustrate a few simple forms of sluices. 
In fig. 565 we give a sketch of one constructed entirely of timber; a a the gate, 
composed of three pieces, strengthened with battens, as shown by the dotted 
lines; 5 b the gate in plan. The two uprights c c are mortised into the sill d d; 
two cheeks e e, f f(g g in elevation) are fastened to the uprights, forming a 
groove in which the sluice-gate a a works up and down. The gate is lifted by A, 
which passes through a slot in the cross-beam 1 i. Apertures are provided inf, 
through which a pin can be passed to retain the gate at any desired elevation. 
In fixing the timbers in the water-way, care should be taken to bed the sill and 
uprights in good puddle, to prevent all side and bottom leakage. The sluice- 
gate may be lifted by means of a screw a, right hand fig. 566, passing through 
an aperture in the cross-beam d, the nut e provided with handles. "The screw 
may be terminated by iron straps b 4, which will enable it to be firmly fixed 
to the gate. The left-hand fig. 566 illustrates a method of lifting gates used 
in Italian irrigation; f the gate; g g uprights, between which wooden or iron 
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rungs or rods À are placed, and which serve as handles to lift the gate. This 
is supported at any desired elevation by a stick or pin passed between one of 
the rods and the top of the cross-beam 1 i. 


Fig. 565. 


Fig. 566. 


b b 


ITALIAN MODE BLUICE GATE 
OF LIFTING LIFTED HY A 
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WOODEN SLCIOE-OATE—SOALE, ] 5 
TO THE Foor. 


1350. Where perfect work is desired, the gates should work in contact with 
stone or brick facing; the sill a, fig. 567, being carefully set in a good foun- 
dation b, and the retaining walls c c well puddled. The foundations of the 
Walls c c should be carried down some distance below the bed of the water- 
channel In this form of sluice the gate is raised or lowered by means of a 
rack fixed to the tail d, and a pinion working in bearings fixed to the cross-beam 
ce. A pawl should be provided, which, entering the teeth of the rack, will sus- 
tain the sluice at any desired elevation; f is the sluice-gate and walls in plan. 

1351. Self-acting Sluice.—In fig. 568 we give 
the longitudinal section, in fig. 569 plan, and in 


Fig. 568. 
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WOODEN SLUICE IN BTONE 
a vee. LONGITUDINAL SECTION OF SELPF-ACTINO SLUICE. 
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fig. 570 a transverse section of a self-acting sluice, designed by Mr Archibald 
Sutter, C.E., Edinburgh, and described by him in his valuable paper on 


Fig. 569. 


TRANSVERGE SECTION OF BELF-ACIING OLTICE, 


PLAN OF SKLF-ACTING SLUICE. 


“ River Embankments," in the Transactions of the Highland and Agricultural 
Society, July 1858. It consists of a chamber built of masonry in the centre of 
the embankment, as shown in fig. 568. The float a is kept in position by the 
guides 5 b. When the river begins to rise, the working beam c c is raised, 
consequently holding down the cover or valve of the pipe d, and upon the fall 
of the river again, opening the same, as shown by the dotted lines. A wooden 
door should be provided at the top to prevent people interfering with its work- 
ing. “It will be apparent," says Mr Sutter, *' that sluices of this nature would 
be more applicable to tidal-waters than others, the regularity of the tides pre- 
venting them getting out of order for want of work. In rivers, unless some 
examination takes place, grass may grow, say outside the valve hinge; a stone 
gets washed down the pipe and sticks below the valve, or something of that 
sort takes place, and unless remedied, spoils all.” 

1352. Sluice- Pipe Valves.—Valves for this purpose are hung outside the box 
which terminates the sluice-pipe or culvert. The valve is hung obliquely to 
the line of box, so that it has always a tendency to keep closed. In ordinary 
circumstances the water passes freely out, but in times of flood or tidal flow, 
the valve is kept close by the pressure outside, and the efflux of the drainage- 
water prevented. 

1353. In fig. 571 we give a 
sketch illustrative of a form 
of sluice-valve; a the box, Û 
the valve, hinged at c. A 
piece of iron d, may be bolted 
to the back of the valve to 
keep it closed. The figure 
to the left is a front view of 
valve. An tron sluice-valve 
will be found illustrated in 


Section on Bridges and Sluices, in Iron Construction. 


Fig. 571. 


BLUICE-PITE VALVE. 
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` 1354. Section Ninta— Gates — The reader, desirous to discuss the principles 
on which gates ought to be constructed, is referred to the Book of Farm Imple- 
ments and Machines, where he will find the subject fully entered into. We 
proceed at once, therefore, to illustrate examples for practice. 

1355. Fig. 572 represents field-gate with diagonal strut, without the upfil- 
lings, where a c is the heel-post, 5 d 
the head-post, and c b and a d the top biis 
and bottom rails of the rectangular 
frame of a field-gate; and a b is the 
diagonal, which converts the rectangle 
ac b d into two triangles a c b and 
b a d. 

1356. In field-gates constituted en- 
tirely of wood, the diagonal should in- 
variably be applied as a strut, to rise 
from the foot of the heel at a, and terminate at the top of the head-post at b. 
Placed in this position, the diagonal a 6 supports the swinging end of the gate 
b d, by its resistance to compression; which it is well adapted to perform by the 
area of its cross section being considerable, and hence capable of resisting 
lateral flexure. 

1357. But a field-gate is liable from various causes to be forced up at the 
head-post b d, however well the diagonal is adapted to prevent the upper rail 
from being depressed by any undue weight exerted upon its end at b. The 
advantages of a tie are the converse of a strut. If a tie, therefore, is placed 
from c to the opposite angle d, crossing the strut a b in its centre—and an iron 
bar makes a perfect tie, the cohesion of which is such that a very small sec- 
tional area is sufficient for the purpose—the two antagonistic forces of the 
wooden strut and the iron tie, acting each in its own sphere, preserve within 
the whole structure the most perfect equilibrium. 

1358. Defective Field-Gate.—4A very common form of field-gate to be seen in 

this country is shown in fig. 573, and applying correct principles to it, we 
Shall find it defective in several most 
essential particulars. It has a strut a b, 
but instead of extending across the en- 
tire diagonal to c, it stops short at the 
centre of the gate at b. The part of 
the top b c is liable to be broken off by 
any undue force being exerted upon it 
at c when it is converted into a lever, 
whose fulcrum is supported at b by the 
end of the strut a b. It has also a tie ` «® A COMMON FIELD-OATE. 
6 d, which is not only made of a wooden rail, but it does not extend across the 
rectangle to e, and in no part does it cross the strut a b, so as to act with it in 
maintaining an equilibrium of forces. The consequence in practice is, that 
this form of gate is very frequently fractured at the head-post c d, and falls to 
the ground at d. 

1359. Trussed Gate.—The principle of trussing has been successfully intro- 
duced into the wooden field-gate by Sir John Orde of Kilmory in Argyllshire. 
Fig. 574 shows the rectangular form trussed, so as to make a compact firm 
Structure. The heel-post a b, the head-post c d, and the upper and lower rails 
a c and 5 d, form the rectangular frame. - The truss consists of four bars of 
wood, a e, b e, c e, and d e, each of which abuts into an angle of the rectangle, 


A REOTANOULAR GATE WITH DIAGONAL STRUT. 
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and all meet at the centre of the gate e; where, each bar being longer than 
the half of a diagonal of the rectangle a d, they become elevated in the form of 
a pavilion roof. A similar truss is 
formed for the other face of the gate, 
whose apex is at f. Through the points 
e and f, the apeces of the trusses, passes 
the iron bolt e f, the head of which 
holds the bars at f; and a screw and 
nut upon a plate hold those at e; and 
when the screw is tightened, the trusses 
are brought nearer together in the cen- 
tre, and their ends abut with great force 
against the angles of the rectangular 
frame at b, a, c and d. To resist this pressure, it is necessary to connect the 
posts and rails with an iron clamp at each angle of the frame. We believe 
that this construction of gate will admit the frame neither to bend nor twist, 
and it will bear any pressure of stock against its sides; but its peculiar 
form is attended, we think, with a practical inconvenience. The trusses 
rising on each side of the gate 93 inches above the plane of the frame, 
the projecting parts at e and f present an easy and ready hold for the foot 
of a colt, should he be disposed to amuse himself about the gate—a recreation 
which young horses are apt to indulge in; and the same projection will 
likely graze against the sides of cattle, and lay hold of the harness of horses 
when passing through the gate. We are therefore doubtful of its utility as a 
common field-gate. The interior of the frame can be filled up with any light 
material, as wire or spars of wood. When fitted up with wooden spars, the 
frame costs 13s. 6d., and the posts suited for it, 13s. 6d. more. 

1360. A gate constructed by Mr 
Charles Miles, architect, London, 
which seems well adapted for fields, 
is illustrated in fig. 575. It con- 
sists of both iron and wood. It 
has a strong cast-iron heel-post, a b, 
which is round, tapering to the top, 
and is batted into a large stone in 
the ground. At a is a collar of 
iron embracing and revolving round 
upon a projecting bead encircling 
the post. To one side of this col- 
lar is attached a socket of considerable depth, and of a form to receive into 
it the upper rail of the gate, which, when properly seated, the socket 
prevents from drooping at the head d. The under-rail style at b is in every 
respect fitted up in the same manner as the upper one. The head-style d 
is light, and completes the framing. The filling-up of the frame is left to 
choice, either in iron or wood. In the figure the filling-up consists of light 
wooden spars, nailed on alternately upon both sides of the upper and 
lower bars. Were a wooden strut introduced into the frame from the bottom 
rail b to the opposite angle at d, the gate would be much strengthened, though 
the deep hold of the sockets makes the rails much more rigid than might 
be expected. The receiving-post c is made of wood fitted into an iron socket, 
which is batted into a stone. The cost of the gate, without the receiving-post, 
is 378. 6d.; with the post, 45s. 


Fig. 574. 


THE KILMORY WOODEN TRCSSED FIELD-GAIE. 


d Fig. 575. a 


MILES’ WOODEN FIELD-OATE WITH CAST-IRON BEEL-POST. 
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1361. We have hitherto alluded only to the simplest efficient form of wooden 
field-gates, in the construction of which cheapness is always an object, and we 
have, in order to avoid confusion of ideas, restricted the description to the essential 
parts ; the number of bars, or other means of rendering the gate a sufficient fence, 
is left to be filled up at discretion. In making these upfillings, the maker should 
studiously keep in mind that no curved bars or timbers of any description should 
enter into the construction either for ornament, or ostensibly for use. 

_ 1362, In the construction of wooden gates for drives or approaches, where 

utility is the chief object, strict attention should still be paid to the princi- 
ples of construction, but a little more latitude may be admissible in point of 
finish and expense. For such purposes, the rails and posts of the gate should 
be all of one thickness, or at most, the only difference should be a gradual 
diminution in thickness towards the head, to lessen the effect of gravity on the 
hinges and gate-post; for pleasant effect, there should not be more than three 
horizontal rails, with two diagonals; and if it is necessary to have a closer 
upfilling, it should be of an upright light balustrade form. Fig. 576 is an 


Fic. 576, 


WOODEN GATE SUITED FOR THE APPROACH TO A FARMHOUSE. 


example of this form of gate, adopted many years ago, and the originals then 
constructed are still good and serviceable, but it is considerably more expensive 
than the common field-gate. The heel-post a b is 5 inches broad and 3 thick, 
while the head-post c d may be reduced to 21 inches if thought advisable. The 
top and bottom bars are formed with abutment pieces at both ends, which are 
9 inches broad, the intermediate parts being reduced to 34 inches; the middle 
bar has the same breadth, but is made up in the middle with corresponding 
abutments as at e, and the two diagonals, of 2 inches in breadth, are inserted 
in four pieces, exactly fitted between the abutments of the bars. "The hinges 
are of the common double-tailed crook-and-band form, binding the top and 
bottom rails firmly to the heel-post, and the gate may be hung upon pillars of 
stone, or of wood well secured. The best balustrade for a gate of this kind is 
rods of iron } inch diameter, as in the figure, passed up through the bottom 
and middle bars and the diagonals, the holes for these being easily bored with 
an auger after the gate is formed; but a simple and cheaper balustrade is 
formed of light wooden spars sunk into the bars and diagonals. 

1363. For all wooden gates, the method of bracing with light iron diagonals 
is to be preferred to wooden struts, but to be effective, two diagonals must 
always be applied. In some cases they may pass from one angle to its oppo- 
site in one length, but in others they may be applied in four pieces, the con- 
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nection at the centre of the gate being effected either by a ring of iron, in which 
the four ends are screwed, or by bolting the palmated ends of the four parts, 
two and two together, through the middle bar, as at e, fig. 576, one bolt secur- 
ing the four ends; and in either case the rods pass through the top and bottom 
of the heel and head-posts of the gate, and are there secured by screw-nuta. It 
is obvious that iron diagonals would apply in this manner to the gate, fig. 576, 
instead of the wooden braces from e. 

1364. Field-gates should always be made to fold back upon a fence, to open 
beyond the square, and not to shut of themselves. When they shut of them- 
selves, and are not far enough pushed back when opened, they are apt to catch 
the wheel of a cart when passing, and to be broken, or the post to be snapped 
asunder by the concussion; and as self-shutting gates are all apt to be left un- 
fastened by people who pass through them, requiring greater attention than is 
usually bestowed on such matters, the stock, particularly young horses, which 
seem to take delight to loiter about gates, might then escape from the field. 
Young horses are fond of rubbing their rumps against gates, to prevent which, 
when they do, it is necessary to wattle thorns into the bars. 

1365. An excellent plan of fixing a hanging-post is to dig as narrow a hole 
as is practicable for the purpose, 3 feet deep, and at the bottom lay a flat 
stone of about 15 inches square and 7 or 8 thick, in the centre of which is cut 
through a hole of 8 or 9 inches in diameter, to take in the lower end of the post, 
dressed with the axe to fit the hole. Earth alone is then put in spadefuls into 
the hole, and made firm around the post with a rammer, up to the surface of the 
ground, in which is sunk a stone, at the edge of the upper square face of which 

Fig. 577. the iron-shod heel-post of the gate is 
pi ۱ made to rotate in a shallow hollow made 
to fit it. Fig. 577 shows the different 
parts of this mode of fastening the 
hanging-posts of field-gates; where a b 
is the hole into the bottom of which the 
stone c is sunk, and into this stone the 
end of the post d is inserted and secured, 
as at e. Water passing through the 
hole in the stone, the lower end of the 
post will be preserved; and more so 
by being charred or in the bark, and 
smeared with coal-tar: the upper part 
of the post at d will be best preserved 
by being planed and painted. The top 
of the post should always be semispher- 
ical, or pyramidal, to prevent the lodg- 
ment of water upon it. The earth is 
rammed hard into the pit a b to the 
M _ surface of the ground, in which is sunk 
SECURE MODE OF FASTENING THE HANOINO-POST OF A at f a stone, on which the heel-post of 
٠ پوس‎ the gate rotates. Part of the hedge- 
fence of the field in which the gate is placed is shown, as also the crook above 
d on which the gate is hung. 
` 1366. Another method is in digging a hole 2} feet square and of 3 in depth; 
and the post being set into it, the pit is filled with rubble masonry in mortar, 
packed firmly, and grouted round the post. This is no doubt a very effectual 
mode of fastening gate-posts—a matter not so well attended to on a farm as it 
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ought to be; and the lime may tend to preserve the wood under ground a 
longer time than it would be without it; but it is expensive, and when the 
post has to be renewed, the masonry will have to be removed, as no new post 
can again be fixed so firmly in the pit as when both were put in together. 

1367. There is no better mode of hanging a field-gate than by crook-and- 
band hinge at the upper rail, and a heel-crook at the bottom of the heel-post. 
Both the band-hinge and the heel-crook ought to be double-tailed, to embrace 
both sides of the heel-post and of the upper rail. The upper crook keeps the 
gate close to the upper part of the hanging-post, while the heel-crook, perpen- 
dicularly below it, resting on and working in a hole made in a hard stone, 
supports the entire weight of the gate, and thereby relieves the hanging-post. 
A gate-post of whatever kind, which has to support the entire weight of a gate, 
requires to be very securely fixed into the ground; but when the gate is sup- 
ported by a heel-crook, the post may be of more slender form. 

1368. The simplest mode of fastening field-gates to the head-posts is to hook 
on a small linked chain from the stile-head of the gate to a hook in the receiv- 
ing-post. No animal is able to unloosen this simple sort of fastening; but 
horses soon learn to unfasten almost every other sort. 

1369. Field-gates ought to be painted before being put to use, and they 
ought to receive a new coat every year, as without it they will rot in a com- 
paratively short period of time. The iron part of gates must of necessity be 
painted, to keep them from rusting. Coal-tar does not look well as a paint, 
and is apt to blacken the hands and clothes after exposure for a time to the air. 
Many compositions are presented to the public notice as suitable for painting 
outside work, amongst which we have seen a thick black varnish; but there is 
nothing better than good whitelead-and oil. Field-gates painted white have a 
lively appearance amongst the dark-green foliage of thorn hedges, and they 
harmonise well even with the colour of dry-stone walls. 

1370. Sliding Door.—In fig. 578 we give a drawing of a sliding door for the 
stable of the Coleshill Farm, Fig. 578. 

Plate XIV.; a a the wooden e 

gate, the upper rail a of which 
is embraced at points near 
each end by double straps 

b b, which support wheels c c, 
running on the bar of iron d d, 
1} inch by 4. This is bent 
at each end so as to project 14 
inch from the face of plate or . 
lintel, to which it is bolted by 
three bolts; e e are blocks of 
wood placed in the ground, 
with a groove in each to keep 
the door in its place; f fan 
upright post, against which 
the door aa shuts. A slid- SLIDING-DOOR FOR STANLES—SUALE, 1 INCH TO THE FOOT 

ing door or gate may be double, opening right and left, and shutting against 
their two edges. 

1371. Suspended or Hanging Gate.—In cases where a wall, as a a, fig. 579, 
divides two courtyards, the narrowness in which prevents the gate of an ordi- 
nary construction opening laterally, it may be suspended as shown; b b the gate, 
hung by the chains cc, passing over the pulleys d d, and counterbalanced by the 
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weights e e; f f the diagonal stays, to support the uprights, which carry the 
wheels or pulleys d d. 


BUSPENLKD OK HANGING GAIB FOR COURTYIAKDS—-SCALE, i INCH TO THE FOOT. 


1372. Gate for Centre of Bridge.—W here two pasture fields a a, fig. 580, are 
divided by a rivulet b b, crossed by a bridge c c, the cattle may be prevented 
from passing from one field to the other by a gate placed in the centre of the 
bridge, as at d d, in place of having two gates, one at each side at a. This is 
a plan adopted in Holland. An illustration of a swivel-gate for centre of bridge 
used in Belgium, is given in fig. 581: a d banks of the rivulet; b b the bridge; 
c c the swivel-gates, which are shown closed at e e. 


Fig. 580. 


GaTE FOR CENTRE OF BRIDGE. 
OWIVEL-GATE POR CENTRE OF BRILVUE. 


1373. Section Tents—Timber Houses and Sheds. 

1374. Construction of Frame-Houses.—The simplest frame-house which can be 
erected is by driving posts into the ground, Fig. 582. 
and nailing what are termed slabs—that is, 
the outsides of logs sawn off, as in a, fig. 
582—on the inside and outside faces b of 
posts c c, the space between them, d, being 1 
filled up with some non-conducting mate- 
rial, as clay or earth, which will keep the interior much warmer than if 
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the space is left hollow. The foundations of a good frame-house should be 
constructed of brick or stone, and carried all round to a height of at least 
18 inches above the ground—in this foundation the upright posts constitut- 
ing the framing are built. In the event, however, of brick or stone work 
for this purpose not being available, we think it best to explain, also, how 
a good balk foundation may be made, which will last many years—premising 
that the after operations to be described are to be carried out in any case, whe- 
ther the foundations be of wood, or of brick or stone. Having procured balks 
of from 12 to 16 inches diameter, partly square them on opposite sides; next 
mark out the outline of house on the ground, and make a frame of logs corre- 
sponding to this. Having previously decided on the plan, ascertain the measure- 
ments of the distance of window and door open- 

ings from any angle, as at b, fig. 583, and mark Fig. 583. 
them off on the log foundation, or frame, as to œ| me m 
cc, and at these places cut mortise holes, to 
admit the mortised ends of the upright posts. 
After all these holes have been marked and cùt, the foundation frame, as 
lying on the ground, will present Fig. 584. 

the appearance of fig. 584, which 
is a ground-plan. Having provided 
the upright posts of requisite length, 
4 inches square and tenoned at the 
ends, they are to be placed in the 
respective mortises in the log founda- 
tion. When thus placed they will 
present the appearance, when viewed PLAN OF FOUNDATION RALES FOR TIMBER SHED——eSCALE, yy 
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from the front of the house, as in Bags tO TER سس‎ 
figs. 585 and 586. The upper timbers A k, 9 inches square, must be placed on 
Fig. 585. Fig. 586. 
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the top of the posts c c, the tenons of these going into mortise holes in the 
timber ; or notches may be made on the under side of ۸ h, and spiked to the 
posts : the office of these timbers c c is to support the spars forming the roof f f. 
The upper part of the door-frame d, and the upper and lower parts of the 
window-frames e e, must next be put in between the posts, and struts g g, 2 
inches broad by 1 thick, placed as in the figures. The spars forming roof are 
next to be laid down, and properly secured; and finally, the shingles, slates, 
tiles, &c., used for the roof-covering 
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. : Fig. 587. 
laid carefully on. The outside cover- سے سے‎ TIT 
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We prefer to place them vertically, as on the left of the figure: where they 
are laid horizontally, they overlap one another in the manner shown in figs. 588 
and 589. Fig. 588 is a front view, the left figure representing it in section. 
Fig. 589 is the outside of the post to which the boards are nailed. In securing 
these, the one nearest the ground is nailed first, the second is placed so as to 
overlap this, the third to overlap the second, and so on: by this arrangement all 
the joints are secured from the effects of the weather. Where the boarding is 
secured to the posts vertically, the planks are nailed to the top and bottom tim- 
bers, between the posts, edge to edge. In first-class work they are tongued and 
grooved, but in ordinary work they may be merely planed, or, if preferred, left 
rough. The joints between the boards a a, fig. 590, are covered by narrow strips 
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or battens b b, some 2 inches broad and 1 thick, and secured by nails. The form 
of these battens may be varied according to taste: in fig. 591 a few are given 
Messrs Eassie & Son, Gloucester, have patented a method of joining boards for 
roofing and sides of timber houses; this we illustrate in fig. 592, in elevation, 
and in section at bottom. This makes a neat water-tight joint. In well-con- 
structed frame-houses, the interior facings are built up with brick, and plastered. 
Where this is objected to, the inner face of the posts may be rebated as in fig. 


REBATED BATT ENS. 


VARIOUS PORMS 
OF BATTENS. 


Basern’@ MODE OF JOINING BOARDS 


593, where a is the post, with rebates as 5 on the inner face. Boarding, planed 
on the outer face—that is, to the side to be presented to the room—may be 
placed between the posts, going in at each end into the rebates of the posts, and 
there secured. If the thickness of the boarding is equal to the depth of rebate رط‎ 
the face will be flush with that of the posta. The paper or paint may be 
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placed at once on the face of the boarding. The space between the inner face 
and the exterior weather boarding, as at d, may be filled in with some non- 
conducting material. A method of making the exterior and interior finishings 
for walls of timber, almost universally Fig. 594. 

adopted in Sweden, may be noticed here : 
a a, fig. 594, are the upright posts; cca 
range of boarding laid horizontally; an 
outer range, d: d, is placed above this 
vertically, secured by battens as in fig. 
590; the inner boarding b b is horizontal The space between the posts and 
boarding is filled with non-conducting material. 

1375. There is one decided objection to frame-houses—that is, their extreme 
liability to fire. We think that a method of combining the rapidity with which 
a house of this description may be built, its economy where wood is plentiful, 
its durability —and at the same time securing to it an almost absolute fireproof 
condition— will be useful and acceptable. The method we have to propose is 
amazingly simple—it is an adaptation of a plan much used in Paris for making 
fireproof partitions. The upright posts are to be placed in the horizontal 
foundation, at distances not greater than 2 feet; where window and door open- 
ings occur, they must necessarily be placed wider apart. Let a a, fig. 595, be 
the foundation; b b'two of the posts; to the Fig. 595. 
inside of these nail firmly flat boards c c, 1 inch 
thick, and of the breadth of the intended thick- 
ness of wall. Provide struts e e رہ‎ 2} inches wide by 
1 thick, and place them between the posts in the 
manner shown in the figure, one at each side; 
secure them to the boarding c c. Having pro- 
vided a hard setting mortar, or mixture of gyp- 
sum and sand, or other: easily made cement, 
fasten a board, of dimensions sufficient to cover 
one at least of the large diamond-formed open- 
ings, temporarily, yet firmly, either to the outside 
or inside of the posts; next procure a number of 
pieces of broken and angular stones of all sizes, 7 
not exceeding, however, that which could pass / © ammo 
through a ring 3 inches diameter; place these „onz or ronurwo watts or Paaua-novers 
within the interstices formed by the struts e, 202 | 
placing them as carefully as possible, so as to be flush, or nearly so, with 
the outside and inside face of posts. Having thus well fitted the spaces, 
proceed to press well in, from the side opposite to that on which the flat board 
is temporarily fastened, the thin mortar or cement—taking care that it shall 
thoroughly mix and permeate through the interstices of the stones packed up 
between the timbers. Having thus carefully filled in one portion with the 
stones and cement, remove the flat board to another portion, and proceed as 
before. The rough places afforded on each side of the wall by the projecting 
portions of small stones, will afford an excellent hold for the outside finishing 
and interior plastering. The roof can be made in exactly the same way, care 
being taken to place the flat boards on the under side of the timber, and allow- 
ing the cement a longer time to set. A house made on this principle will be 
dry, economical, quickly constructed, and almost absolutely fireproof. 

1376. Shelter-Sheds.—In fig. 596 we give the plan of a shelter-shed to be 

placed at the corner of four fields, from each of which a door leads to interior 
of shed. In case two of the four fields be in grass at the same time, a fence 
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Fig. 596. 
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could be put across the middle of the shed. Of such sheds there are too few in 
our pasture-fields. In fig. 597 we give plan of balk foundation for the shed. 
In fig. 598 side elevation, showing arrangement of tim- 
bers : a a door-spaces ; b b upright posts and cheek-posts 
of door-spaces ; c c roof-timbers ; d d, e e braces. In fig. 
599 we give end elevation. These walls are 12 feet 
high, but they would be sufficiently high at 9 feet. 
1377. Covered Dung-Shed.—ln fig. 600 we give plan 
of covered dung-shed as introduced in Belgian farm- 
practice by Baron Peers, at Oostcamp, near Bruges. 
In fig. 601 we give an end elevation and section; and 
in fig. 602 a side elevation. In the plan, fig. 600, are 
two double gates d d on each side of the shed, for the 
ingress and egress of the dung, as e and e are one double 
gate at each end. The shed is 60 feet long outside walls, and 27 in width. In 
the end elevation, fig. 601, a a is a pit, dug 4 feet below the ground 5 5, with a 
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parapet of brickwork 3 feet above the ground, and the bottom is paved with 
brick; © c c c are posts 7 feet high above the parapet; d is the roof, and e e a 
double gate. In fig. 602, a a is the parapet, b b the roof, c c double gates, and 
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Fig. 602. 
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SIDE ELEVATION OF RELGIAN COVERED DUNG-SHED. 


1378. The Americans are justly celebrated for their timber constructions. In 
fig. 603 we give a section of a barn 48 feet wide 
—the central portion being the barn floor, 24 
feet by 42; the right and left hand divisions 
being the cow-stables, each 12 feet wide. The 
length of the posts is 18 feet, the pitch of the 
toof 4; the projection of rafters over sides 2 feet. 
The dotted lines show the windows. In a future 
section, the internal arrangement of American 
barns or farm buildings will be fully illustrated. 

1379. A style of framing known as “ balloon” 
is now being rapidly introduced in the United 
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States; with extreme lightness it possesses great strength. All mortise holes, 
tenons, auger holes are avoided in the construction, thus insuring the perfect 
integrity of the timbers. Nails alone are used in the manner hereafter illus- 
trated, and advantage taken of the full tensile and compressible strength of 
the timber. For the following illustrations and descriptions, we are indebted 
to the American Cultivator. 

1380. Fig. 604 shows a portion of a balloon frame, drawn in isometrical per- 
spective. This is sufficient to show the whole manner of construction, the 
other parts of the building being a repetition. The manner of securing the 
different timbers is shown in figs. 605 and 606—the nails being driven diagonally, 
as in fig. 605, and in a manner to secure the greatest amount of strength. In 
fig. 605, a is the corner stud, 4 inches by 4; b b joists, 5 by 3; c, 2 by 4. In 
fig. 606, d is the joist, e stud. 


ELEVATION SECTION — MANYER 
OF WAILINQ. 


Fig. 606. 
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180METRICAL PERSPEOTIVE VIEW OF THE BALLOON FRAME. 


1381. The sizes of the different pieces of timber in a frame of this size are: 
sills, 3 inches by 8; corner studs, 4 by 4; other studding, 2 by 4; plate, 1 by 4; 
side strips, or side girts, 1 by 4; rafters, 3 by 6, or 24 by 5 will do; collars, 1 
by 4; floor joists, 3 by 8, or maybe 2 by 7. Rafters, studdings, and joists 
are 16 inches between centres. 

1382. Small buildings of this character, not calculated for heavy storage, 
may have all timbers 2 feet between centres. Small buildings of one storey, 
as tool-houses, granaries, cottages, &c., will be perfectly strong and secure, if 
all the timbers above the first floor joists are ripped from common 11-inch floor 
plank—thus make studdings, ceiling joists, and rafters, 1] inch by 5. 

1383. For large barns, storehouses, &c., larger sizes will be required. The 
weight and power necessary to injure a building with 3 by 8 studding, with 8 
double row of bridging, is more than is ever practically applied to any store- 
house. 

1384. The lining of & balloon frame adds immensely to its strength, particu- 
larly so if put on diagonally; it may be done outside or inside, though on the 
whole the inside is preferable. If done outside, it should be carried over the 
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sill and nailed to it; the sill being wider than the studding, in order to get a 
larger bearing on the masonry, and the floor joists being in the way, does not 
admit of inside lining being put on in the same manner. Close or continuous 
lining is not necessary for strength, but for dwelling-houses adds much to the 
warmth. Large buildings, not used as dwelling-houses, can be sufficiently well 
braced by diagonal strips of 1-inch board, 6 inches wide, nailed to the studding 
inside, 6 feet apart. Where vertical siding is used, these same strips can be 
put on in the same manner outside the studding. Let the strips run over the 
sill and be nailed to it. Between the strips on thé sill, nail an inch board, and 
it is then ready for upright or battened siding. Small out-buildings, barns, &c., 
do not require any diagonal bracing. 

1385, This kind of framing possesses many advantages — the labour of 
making mortise holes, &c., is dispensed with; and as any one timber can be 
removed without detriment to the structure, repairs are easily made — the 
whole indeed may be renewed timber by timber. Those requiring full infor- 
mation as to the system, may apply to Mr George E. Woodward, architect, 335 
Broadway, New York, United States. 


SUBDIVISION Tuirp—ZJron Construction. 


1386. SECTION First—Beams.—In fig. 607 we give a section of the best 
form of a cast-iron beam ; in fig. 608 a plan; and in fig. 609 an elevation. It 
will be observed from fig. 608, that in plan the shape of the flanges is not rec- 
tangular, but that it tapers from the middle towards the ends a a in the form of 
double parabolas, with the vertex at the middle. By this arrangement the 
quantity of metal in the bottom flange is reduced without deteriorating the 
strength of the beam. The ratio of the strength of this beam, and that with 
the equal flanges, as in fig. 610, is as 4075 to 2368, which was long considered, 
and is now by some still considered, the best form of cast-iron beam. 
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1887. In fig. 611 we give at ۸ b an elevation of a cast-iron girder, calculated 
for a span of 18 to 20 feet be- 
tween the bearings. In the 
plan, fig. 608, it will be ob- , 
served that the shape of the 
lower flange is parabolic; but ` 
as the extremities of this are : 
too narrow for bricks or beams ٠ه و‎ 8 
to lie on, the plan of the beam م‎ feet. 
in fig. 611 18 modified, 80 that PLAN AND ELEVATION OF CAST-IRON GIRDER FOR SPAN OF 18 OR 20 
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the bottom flanges are parallel, as at a. In fig. 612, at a b c d, we give a sc- 
tion of this girder, of which the following are the dimensions: the width of 
bottom flange a b, 14 inches, its thick- 
Fig. 612, ness lë inch; the top flange c d, 4 
۾‎ ete? inches broad, and $ inch thick; the 
2 1 total depth g h, 20 inches; the thickness 
: of the rib at e, 1} inch; at f, 1 inch. 
: Beams of this size, placed 9 feet apart, 
are calculated to support on the flooring 
22 to 24 cwt. on each square yard; the 
weight of flooring-beams, &c., or of the 
arches which may be used to support the 
floor, being extra. In fig. 612 we also 
13 give a section of a girder where the 
E ee weight per square yard is less than just 
SECTION OF GIRDER FOR SPAN O stated, namely, from 12 to 13 cwt. per 
yard. Breadth of bottom flange 94 inches, thickness 14 inch; breadth of top 
flange 23 inches, thickness § inch, total deptb 18 inches; thickness at section 
of rib corresponding to e, 1 inch; thickness corresponding to f, § inch. 
1388. In fig. 613 we illustrate a method of filling in the spaces between the 
| girders with the binding-joists a a, 
8 inches by 5; the bridging-joists òb, 
6 inches by 2; and the flooring-planks 
cc. Another method is shown in fig. 
614, where shoes, as a, are cast in the 
side of the girder, in which the joists b 
are laid; c is a front view of the shoe. 
Ceiling-joists, as d, may be suspended 
Af from the under side of the girder by 
نا‎ bolts and nuts, in passing through pro- 
CONNECTION OF ا‎ Edilio Say OIRDBRS— jecting snags e cast into the bottom 
flange, as is the snag g in fig. 613. 
1389. A very little consideration of the form of the girder now illustrated, 
and of the way in which it is calculated to resist 
any superincumbent weight that is laid upon it, 
will show that the method of placing the cross- 
joists, or binding-joists, on one side of the 
flange, as shown in fig. 613, or in one side of 
the rib, as in fig. 614, is wrong. The most cor- 
rect method is to place the cross-joists at once 
on the top flanges of the girders, stretching from 
ا سو اہ و‎ Ne بت‎ girder to girder. On this point Mr Fairbairn re- 
l marks : “ Supporting the load on one side of the 
flange is wrong in principle, and, to a certain extent, injurious in practice; but 
that method has many conveniences, and in practice we are frequently called 
upon to abandon self-evident principles, in order to meet the requirements of 
different structures. Under such circumstances, when the load is on one aide 
of the girder, the flange should be carefully constructed, in order to bring the 
bearing of the cross-beam as much as possible into the centre or vertical plane 
of the girder.” In fig. 613 we illustrate the method which Mr Fairbairn recom- 
mends to connect a wood cross-beam with the girder: small projections e are 
made in the lower flange at the places where the cross-beams d are to rest; 
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è 
bolt-holes are made in these, by which the cross-beam d is bolted to the flange. 
By this method the whole of the cross-beams and girders are united together, 
and the “ girder will be prevented from ‘ canting,’ as the strain has a tendency 
to bring the top flange inwards, and to force the top flange outwards, thus pro- 
ducing a lateral strain upon the girder, which would in a great measure be 
resisted by the bolts in the cross-beams. The best security for girders loaded 
in this way will, however, be good broad flanges, cast upon the top and bottom 
sides, in order to resist the lateral thrust of the cross-beams." 

1390. When the cross-beam or binding-joist is of cast-iron, and of the same 
section as the girder, Mr Fairbairn recommends an arrangement to be adopted, 
illustrated in fig. 615, a narrow shelf a being cast on the side of the flange, 
from one end of the girder to the other (not merely, 
it is to be noted, at the places where the cross-beams 
occur); “this would give a sufficient bearing for 
the cross-beam by forming the ends, as shown in the 
figure at d; and the bolt-holes c should perforate 
the vertical rib as near as possible to the neutral 
axis of the girder.” The cross-beam is shown at b. 

1391. With reference to this plan of perforating 
the girder, and also of making perforations for pass- 
ing through the tie-bolts, often used in trussing 
cast-iron girders, Mr Fairbairn says, that in “ cast- 
iron girders,” even where the hole, or rather the 
. metal immediately surrounding the aperture, is 
greatly strengthened, “such a process, if not fatal, OONNECTION OF CKOSS-BEAMS WITH 
would be, to say the least of it, exceedingly in- ® °° d عدص‎ to Tum roor. 
jurious. I have,” he continues, “ decided objections to anything like perfora- 
tions in cast-iron girders; and it is even with some reluctance I would have 
a bolt-hole through the neutral axis, unless thickened so as to compensate for 
the part taken out; besides, it is exceedingly objectionable to cut off the 
connection between the two resisting flanges of a girder, or to damage in any 
other way a casting of this description. There is nothing I should be more 
tenacious about than the cutting or boring of any part of a well-proportioned 
girder; and I believe there is nothing so dangerous in the hands of persons 
unacquainted with the laws which govern the strength of these important 
structures.” 

1392. Mr Fairbairn remedies the evil arising from the use of perforated 
girders by the plan illustrated in fig. 616. It is of essen- — 
tial importance that the bottom flange shall not be per- ied 
forated, the cross-beam being supported only by hook- : 
bolts. The other method is to lay the cross-beams at 
once upon the girders. | 

1393. Where tie-rods are used to truss the girders and 
prevent their lateral movement, it is important that they 
should be placed in the proper position. This practically 
is at the soffit of the arch, in which position the tie-rods 
will perforate the “neutral axis" of the beam. The 7 
maximum point of tension of the tie-rods is at the bottom تورووورووں‎ or cnoss-nuamy 
of the flange; but this, although the safest, is not the ee 
most convenient position in practice, as the tie-rod would ۱ 
then stretch across the chord of the arc. Tie-rods should never be placed 
above the arch near the top of the girder. For cases where the weight to 
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be supported is equal to 13 owt. per square yard, the sectional area of the 
tie-rods should not be less than 3 square inches for every 20 feet in width of 
the building; where the weight to be supported is equal to 24 cwt. per square 
yard, the area should be increased to nearly 5 square inches. 

1394. As already noticed, par. 1391, Mr Fairbairn objects to all perforations 
in girders, as in cases where tie-rods are used; he, however, has objections to 
the use of tie-rods on other grounds, which we here give: “ In trussing a cast- 
iron girder, I would much rather give the strength to the girder itself than 
depend upon a malleable-iron truss. The two materials are widely different in 
character, the one being ductile, and subject to elongation under a severe tensile 
strain, and the other rigid and firm under compression: they seldom, if ever, 
agree (if I may use the expression) well together; and during the whole of ny 
experience, I have found it safer and better to keep them separate. Besides, 
the effect of tightening or screwing up the truss-rods has a tendency to throw 
increased strain upon the girder, or, vice versa, upon the rods themselves; in 
fact, an ignorant person screwing up the trusses might do serious injury with- 
out ever being aware of having done so. Altogether, I have now, and always 
had, an objection to trussed girders, whether composed of chains or rods: I 
have, therefore, no hesitation in recommending a perfectly simple and well- 
proportioned girder, free from encumbrances of all kinds.” 

1395. Where truss-rods are used, Mr Fairbairn, in his work On the Applica- 

Fig. 617. tion of Iron to Construction, recommends, at p. 150, 
the following method :—a a, fig. 617, represents the 
flange of beam in plan, b the rib, which is thick- 
ened at the part c, through which the tie-rods pass 
A rectangular hole is made in this part, through 
which the tie-rods d e are passed in opposite direc- 
tions, the ends f catching on the rib of the beam, 
“ and the whole secured by a cotter g. The diameter of 
the rods—if wrought-iron—d and e, may be $ or j of 
an inch. “ This connection is probably the best, as 
the rods are not weakened by cotter holes, and are 
simply formed into single gibs, with shoulders 

FIXING OF TRUS8-RODS OF CAST-IRON pulling against the beams, on each side, and 8 key 
BEAMS—SUALE, $ INOH TO THE FOOT. between.” 

1396. Defects of Cast-Iron as compared with Wrought-Iron Beams.—With the 
pillars, cast-iron girders, and brick arches, buildings are not so safe or strong 
as might be expected. ‘Cast-iron cannot," remarks Mr Fairbairn, “be de- 
pended upon, even in the best form, and for several reasons—viz., unequal 
contraction in the cooling of the metal; the brittle nature of the material; 
imperfections and flaws in the castings; and its liability to break without 
warning. As regards the first point, we labour under great uncertainty in con- 
sequence of the ‘shrinkage’ or contraction of the metals during the process 
of cooling. A casting, even when well proportioned, will suddenly ‘snap, 
without any apparent cause. Exposure to rain, or intense frost during the 
night, not unfrequently produces fracture ; and on these occasions, rupture takes 
place with a loud noise like the report of a pistol. On minute examination, the 
injury is at once seen to have arisen from the presence of an immense tensile 
strain in the immediate vicinity of the fracture, which is generally found to be 
greatly enlarged, and an enormous force is required to bring the parts again into 
contact. This unequal and dangerous force of tension, existing within the 
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casting itself, appears to me to be produced by one of two causes, either from 
unequal rates in the time of cooling, whereby the crystalline process is seriously 
damaged, or from imperfect mixture of the metals, whence the shrinkage is 
greater in one part than in another, and from which would follow unequal 
degrees of tension of the parts. Great care, therefore, should be observed in 
castings. It should be seen that the metals are well mixed, and that the moulds 
or patterns are so proportioned as to insure uniformity in the rate of cooling. 
These are practical operations of some importance, and the moulds, after run- 
ning, should be covered closely up, and as much time as possible given for 
attaining, by a slow rate of cooling, a greater degree of perfection in crystalline 
stracture. The second cause of danger is, that all crystalline bodies are of a more 
brittle and uncertain character than those which are of a fibrous structure; and 
as wrought-iron possesses more ductility, and partakes in a greater degree of 
the latter quality, it is better qualified to sustain heavy weights and shocks 
than cast-iron; and its high powers of resistance to a tensile strain render its 
application in the constructive arts an object of primary importance to all those 
connected professionally or otherwise with the erection of buildings. The 
superiority of its resistance to tension is not, however, its only recommendation, 
as the new forms and conditions under which it can be manufactured and 
applied, in position and distribution, to resist compression, is another powerful 
recommendation of it as a safer and lighter substitute for cast-iron. Another 
defect of cast-iron is the impossibility of discovering imperfections which may 
lie concealed under the surface of a casting, and which frequently baffle the 
scrutiny of the keenest observer. These defects are by no means uncommon ; 
and repeated instances have occurred wherein castings, presentiug every appear- 
ance of perfection, have been found to contain the elements of destruction, 
_ either in concealed air-bubbles, or in the infusion of scoriæ which had been run 

into the moulds, and skinned over by a smooth covering of apparently sound 
iron. Now, this can never occur in the wrought-iron beams; as the different 
processes of manufacture, such as puddling, forging, piling, and rolling, are 
sufficient to cause any imperfection calculated to endanger the soundness of the 
plates to be detected. It will, however, sometimes occur, that minute particles 
of scoriæ will be inserted between the laminz or bars from which the plates are 
rolled ; but this does not materially affect the strength, excepting only in the 
case of boilers, where they form blisters when exposed to intense heat. In the 
formation of bearers, these defects are of less consequence, as they do not 
seriously impair their strength." — On the Application of Iron to Building Purposes, 
pp. 48, 49. Weale, London. 

1397. In view of these and other defects of cast-iron fireproof constructions, 
and the great weight of the girder, wrought-iron beams have been introduced 
with marked success. Mr Fairbairn, than whom no more practical authority 
on all matters connected with construction can be cited, thus remarks on their 
use : “ل‎ From the increased safety and greatly increased strength of the 
wrought-iron beam, it appears to me to be in every respect adapted to the con- 
Btruction of fireproof buildings. It offers much greater security, and is free 
from the risk of those accidents which not unfrequently occur with cast-iron 
beams, and which have created so much alarm in tbe public mind. . . . It 
now becomes a consideration of some importance to exhibit the advantages 
which may be gained by its introduction on a large scale into the building of 
warehouses, cotton and flax mills, and dwelling-houses, which require protec- 
tion from risk, whether arising from weakness, from the employment of a dan- 
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gerous material, or from fire. In these erections, it will be found exceedingly 
valuable, irrespectively of the sense of security which the nature of the material 
is sure to establish in the public mind. Impressed with these convictions, I 
unhesitatingly recommend its adoption to the architect and engineer; and pro- 
vided the laws which govern its strength be carefully attended to, I have every 
reason to believe that a few examples will not only give entire confidence in ita 
powers, but that increased experience will elicit improved conditions, and pro- 
bably better forms for its application." 

1398. In fig. 618 we give a section of the * plate beam " which Mr Fairbaim 

Fig. 618. most approves of. The length between the bearings for this ex- 
ample is 30 feet, and the breaking weight at the centre is 27.5 
tons, uniformly distributed over its surface 55 times : one-fourth 
or one-third of this should be the amount laid upon it. The 
total depth is 22 inches ; the breadth of bottom flange 54 inches; 
its thickness 8 inch; the breadth of upper flange 7} inches; and 
thickness 4 inch. The thickness of the middle plate is h of 
an inch. As will be seen from the sketch, the beam is composed 

exoriow oF of a central plate, with angle irons riveted on each side at the 
یر يم‎ Upper and lower edges. There is very little difference between 
xcu to ta root the cost of a girder of this kind and that of a cast-iron girder 
calculated to bear the same weight; but the wrought-iron girder is only one- 
third of the weight of the cast-iron, and therefore costs less for carriage, and is 
easier erected and put in its place, besides possessing, as we have shown, the 
advantages of increased safety. 

1399. In fig. 619 we give a section of a rolled beam, after the manner of 

rails, adapted for wrought- 

Fig. 619. d سیا‎ iron fireproof construction; 

: the length a b being 20 feet. 

The width of bottom flange 

is 4 inches, and thickness 

4 an inch; of top flange, 

4 inches, and thickness } 

inch; the thickness of rib 

c a; total depth of beam 
15 inches. 

1400. In fig. 620 we show 
the method of fixing the 
SECTION OF ROLLED tie-rods to wrought-iron 

WROUOHT-IROM beams و‎ 0 0 the upper flange 
meom ro rax oor. = scars a meute so sus oor, Of beam, b b the tie-rod, } 


inch broad and 3 thick; c is 


a part cross section of beam, d d tie-rod. 

1401. We here append the dimensions of cast-iron girders, and joists or 
binders, for a few of the most useful spans, calculated for loads of 280 lb. per 
square foot of floor, this including the material resting upon the floor, as grain 
or machinery, and the weight of the joists and the flooring materials. Fig. 612 
will illustrate the different measurements: thus, a b is the bottom flange; c d 
the top flange; e the “ thickness of rib” at the bottom ; f the thickness at top; 
g h total depth of girder. 

1402. The following are the sizes of main girders adapted to support 24 cwt. 
per square foot. A floor of 30 feet square, 900 superficial feet, supports a load 
of 111 tons 5 cwt. The dimensions of the girder are as follows: length, 32 feet; 


COLUMNS. | 381 


extreme depth, from g to A, fig. 612, 30 inches; bottom flange a b, 2.4 inches 
in breadth, 44 inches thick; top flange c d, 8 inches broad, 4% inches thick; 
thickness of rib at e, 3} inches; at f, 2 inches. Fora room of 25 feet square, 
the floor of which, 625 feet superficial, supports nearly 81 tons: length of girder, 
27 feet; breadth of bottom flange a b, 21 inches, thickness 4% inches; breadth 
of top flange c d, 61 inches, thickness 21 inches; depth of girder g h, 24 
inches; thickness of rib at e, 21; at f, 12. For a room 20 feet square, the 
floor of which, 400 feet superficial, supports a weight of 50 tons: length of 
girder, 22 feet; breadth of bottom flange a b, 15 inches, thickness 3 inches; 
breadth of top flange c d, 54 inches, thickness 14 inches; depth of girder g h, 
24 inches; thickness of rib at e, 2 inches; at f, 1] inch. For a room of 16 
feet square, the floor of which, 256 square feet, supports 28 tons, the length of 
the girder is 18 feet; the breadth of bottom flange a b, 14 inches, its thickness 
2 inches; breadth of top flange c d, 44 inches, ita thickness } inch; depth of 
beam, g h, 18 inches; thickness of rib at e, 12 inch; and at f, 1 inch. 

1403. The following are the dimensions of binders or joists adapted for the 
foregoing cases, and still illustrated by fig. 612: For a bearing of 80 feet, with 
a distance of 6 feet from centre to centre of joists, the weight supported is 224 
tons, at 24 cwt. per square foot. Length of joist 25 feet, breadth of bottom 
flange a b, 18 inches, thickness 2} inches; breadth of top flange, 6 inches, 
thickness 13 inch; depth of joist g A, 18 inches; thickness of rib at e, 1§; 
at f, 14. For a bearing of 25 feet, the distance from centre to centre of joists 
being 6 feet, the weight supported is nearly 19 tons. Length of joist 25 feet ; 
breadth of bottom flange, a b, 18 inches, thickness 2}; breadth of top flange 
c d, 52, thickness 14 inch; depth of joist g ^, 12 inches; thickness at e, 18 
inch; at f 1]. For a bearing of 16 feet, with the joists 6 feet apart from 
centre to centre, the weight supported is 12 tons. The length of joist is 16 
feet, the breadth of flange a 5, 8 inches, ita thickness 2 inches; the breadth of 
flange c d, 3 inches, thickness 1 inch; depth of joist g A, 12 inches; thickness 
of rib at e, 11; at f, 1 inch. For a very full table of the sizes of girders and - 
joists for a variety of spans and depths, we would recommend the reader to 
Weale's Engineer's Pocket- Book for 1855-56 (68.) 


1404. SECTION SEconp— Columns. 
1405. Cast-Iron Columns, and Junctions with Girders or Beams.—Where the 


foundation on which the column rests is good hard Fig. 621. 


stone, the simplest method of fixing or bedding is N à 
shown in fig. 621, where a is the foundation-stone, | c i 
with a socket cut into it to receive the neck b of the , N A 
colamn c. Care must be taken to have the end of the ١ d 


neck perfectly flat. 7777 7, 77 

1406. Where the foundation is of brick or soft stone, 7 
a cast-iron plate g g, fig. 622, should be let into the top " 
of the stone a; the plate has a collar or projection b, ^ nxwo or caerinox rretan— 
which passes into the aperture of the pipe of the ATT! or to m roor. 
column; the solid parta of the column fit into the parts c c; d shows the pillar 
connected with the base. 

1407. Fig. 623 represents the method of fixing the column at foundation in 
cotton factories; a a the stone-bed, resting on two or three brick courses; Û 6 
a cast-iron plate, bolted to the stone, and provided with a circular projection c 
—the hollow end of the column d passes over this; e e shows a plan of the 


whole. For supporting beams of 20 to 25 feet span, the diameter of column 
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BASE OF CAST-IRON PILLAR—GCALB, 
1 INOR TO TER FOOT. 


RASER OF OAST-IRON PILLAR—SOALE, l INCH TO THE FOOT. 


should be 8 inches; the thickness of metal at the bottom of 18 inch, and $ 
at the top. For beams of 18-feet span, the diameter may be reduced to 7 or 6} 
inches; the size of base-plate e e or b, fig. 623, being from 2 to 24 feet square. 
Mr Fairbairn states, “ that the base of the lower columns should, in every case, 
be considerably enlarged, and the ends faced in the lathe; the base-plate, 
.which receives it, should also be faced. This is the more necessary, as it 
gives an even surface for the purpose of levelling the plate, and maintaining 
the vertical position of the column." 

1408. The top of the pillar or column must be specially adapted to receive 
the girders or joists which rest upon it. 
vw Pest A method of doing this is shown at fig. 
g 624, where the top-plate 6 is left square, 
and has along two of its edges snags or 
projections c c; the space between these 
should be wide enough to allow the 
girder to be inserted easily, with a little 
on each side to allow of expansion; d 
shows the plan of top-plate. Where 
there are two storeys to the building, and 
one row of columns has to rest upon 
the other immediately beneath, the best 
method to adopt is to have the neck f of 
e . the lower pillar e prolonged, and made 
hollow, to receive the end g of the upper 
' UPPER TERMINATION OP COLUMNS TO RECEIVE BEAM— pillar. The neck £F must be long enough 
+70 to be flush with or a little above the top 

edge of the girder, when it is laid upon the cap of the lower pillar e. 
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1409. Fig. 625 shows another method of connecting one base of upper colamn 
with the cap of lower one, of which the upper part a receives the lower part b 
of column. The socket a and part b should both be carefully faced in the lathe 
to insure accurate fitting. 

1410. Where the caps of columns in rows are tied to- 
gether by truss-rods—which run at right angles to the line 
of beams—as the ties a a, fig. 626, connecting the columns 
b b b placed opposite each other—the method recommended 
by Mr Fairbairn is the best which can be adopted to secure 
the tie-rods. 

1411. In fig. 626 c c is part of cap of column, with slot 
holes in each side, as d. The tie-rods ee are terminated with 


Fig. 625. 


Fig. 020. 


UPPER TERMINATION OF 
COLUMN TO RECEIVE 
BASE OF SGEQOND COLUMN 


1 4 
——6CaLe, 1 INOR TO THE 


POSITION AND FIXING OF TIN-RODS—-S6OALE, l تر‎ TO THE FOOT. zoor. 


catches or bent points, which grasp the cap of the column, and are secured 
together by driving in the key کر‎ 

1412. There are various methods in use to join girders together, lying on 
the caps of columns. The simplest is illustrated in fig. 627, which represents 
a plan of the top of two girders, the ends a c and b d of which are expanded 
into flanges, to allow of bolt-holes to be made. The side view is seen at e. 

1413. The method adopted where a circular neck is made to the cap of the 
column, as f in fig. 624, is illustrated in fig. 628. In this form of joint the ends 
of the girders b b and c c are expauded into semicircular flanges, which embrace 


Fig. 627. 


“JUNCTION OF OfIRDERS WITH 
OtRKOULAR NECK TO © 0 1.5 2423 8 
SOALE, È INCH TO THE FOOT. 


JOXWIWO OF GIRDERS IM THB CAPS OF 
OCOLUMMNS—SCALE. $ incom TO THE Foor. 
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the neck كر‎ as f and f in figs. 624 and 627, and are secured by bolts and nuts. 
The side view is shown at e f, fig. 628. 

1414. In place of joining the two beams with bolts and nuts, as shown in fg. 
629, projecting horns a b may be cast in the ends of the circular part of the 
beams c d, which em- 
brace the cap e; these 
two horns being secured 
by wrought-iron clasps 
or clips f g. 

1415. Where four 
girders meet on the cap 
of a column with neck, 
as at f, fig. 627, the 
ends of the girders are 
expanded intoflanges of 
the form as shown infig. 
630, at b and c. Where 
four of these are put to- 
gether, the ends form a 
figure as shown by the 
dotted lines 5 e, c d. 

1416. Junction of 
Wrought -Iron Beams 
with Cast-Iron Columns. 
—In fig. 631 we show 
how' this is effected: 

JUNOTION OF FOUR GIRDERS OW CAP OF ود مش لم تی‎ Tce is zie s " a the central hollow of 

OOLUMM——SOALE, Å INOR TO THE FOOT. column ; b the 8q nare 
part of the cap c c, against which the ends of the two beams abut; angle-irons 
e e, e e are secured to the neck of column by the bolts f f, which pass through 
the part a, and are secured by nuts. The angle-irons e e, e e are riveted to 
the beams, as shown in the front elevation at g g, g g. 


| JUMOTION OF GIRDERS—BOALE, $ INOR 
TO THB FOOT. 


1417. SECTION THIRD— Roofs.—In fig. 632 we give a skeleton diagram of a 
roof adapted for a span of 18 feet, and in which the principals are placed at a dis- 
tance of 7 feet apart. The following are the dimensions of parts :—The rise or 
camber of tie-rods from a to b = 6 inches; from a to c, 4 feet; diameter of tie-rods 
a d, finch; diameter of king-bolt b c, $ inch. The following are the dimensions 

*of the rafters c d, c g, of which the right hand of fig. 633 is a section: 
Width of table a b, fig. 633, 2 inches; thickness of do., } inch; total depth 


BKRIETON TRUSS FOR AN IRON ROOF OP lS-FERT SPAN. 


SECTION OP WROUGHT-IRON RAFTERS. 


from c to d, 24 inches; thickness of rib e f, $ inch. The following are the 
dimensions of the struts e b, f b, fig..632, of which the left hand of fig. 633 
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is a section: Width of table g A, 1} inch; thickness of do., + inch ; depth from 
j to i, 1} inch; thickness of rib k, 1 inch. 

1418. Details of Roof in fig. 632.—In fig. 634 we give detail drawings of 
rafter-box or shoe, in which the lower terminations of the rafters e or g are 
fixed ; a a is the wall-plate, to which the shoe b b is bolted by bolts c, or, in 
place of being secured to a wall-plate, the shoe may be at once built into the 
wall; d the recess in which the end of the rafter e is placed. To the front of 
the shoe a snag f is cast, which is embraced by the jointed end of the tie-bolt 
و‎ (d b, or و‎ b, fig. 632), and secured thereto by bolt and nut. 

1419. Fig. 635 is the plan of shoe; a the recess for rafter, b the snag for 
tie-bolt. 


RAFTER-SHOBR FOR ROOP IN FIG. 632——scaLE 1N P10. 657. PLAN OF RAFTE R-SHOR—SCALE IN FIO. 657. 


1420. In fig. 636 we give a sketch of another form of shoe, in which the tie- 
bolt a is inserted in an aperture and secured by a key b; c the end of the rafter. 
In the end view d is the recess for the rafter, e the aperture for the tie-bolt. 


Fig. 636. 


SIDE AND END ELEVATION OF RAFTERASHOE-—SCALE IN FIG. 657. 


1421. In fig. 637 we give plan and elevation of the shoe, in which the upper 
ends of the rafters d c, و‎ c, fig. 632, are secured. The ends of the rafters a a 
are cut off at right angles, as at b and c, and are passed into slots made in the 
thickness of the shoe. The king-bolt d is passed into a circular aperture in the 
under side of shoe, and secured by a cotter key e; f is the recess for ridge-pole. 
In the plan of lower side, g g are the slots, in which the rafters a a are inserted, 
being secured therein by rivets or bolts; A the central aperture, in which 

2 B 
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the king-bolt d is inserted. In plan of upper side, k k slots for rafters, ii 


recess for ridge-pole. 


Fig. 697. 


ELEVATION AND PLANS OF GHOB FOR UPPER END OF RAFTER—S8CALE iw Fra. 657. 


1422. In fig. 638 we give side-elevation, and elevation and plan, showing 
method of connecting foot of king-bolt c b, fig. 632, feet of struts e b, f b, and 


JUNOTION OF KING-BOLT, STRUTS, RAFTERS, AND TIE-RODS—SOCALE IX 
mig. 657. 1 


inserted, 7 the snag to which the end of tie- 


inner ends of tie-rods a d, a 9. 
In fig. 638 the ends a a of the 
struts b b are inserted in recesses 
made in the cast-iron shoe c; to 
the under side of the shoe two 
snags d d are provided, to which 
the ends of the tie-rods © are 
jointed. The king-bolt f passes 
through an aperture in the centre 
of the shoe, and is tightened up 
by a nut g, fitted on the screwed 
lower end of king-bolt f. In the 
plan of under side of shoe, A is 
the nut of king-bolt, è i snags to 
which the tie-rods are jointed. 
In the side elevation & is the re- 
cess in which the end of strut is 


rod is jointed, m the king-bolt. 


1423. In fig. 639 we give another method of joining the feet of struts e and f, 
and the ends of the tie-rods a d, a g, fig. 632. In fig. 639 the ends of the tie- 
rods a and b are finished with circular eyes, and plates c c, d d are secured to them 
by bolts e e, e e passing through circular holes and secured by nuts. The ends 
of the rafters f.f are bent so as to lie flat on the upper plate c c, and are secured 
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to the plate c c and eyes of tie-rods a b by the bolts ee, e e. The king-bolt g 
passes through the central aperture in the plates c c, d d, and is screwed up 
by nuts. In the plan, h h are the upper sides of rafters, 1 ? the sides of upper 
plates corresponding to c c, k the nut of king-bolt, / m the nuts corresponding 
to e e. 


Fig. 639. 


Ohl ios 


í 


JUNCTION OF KINO-BOLT, RAFTERS, AND TIE-ROD8—-8CAUR IN FIO. 657. 


1424. A third method of effecting the junction of the struts and tie-rods 
is shown in fig. 640, in و‎ 
which the tie-rods a and SIBE A 
b pass into holes in the 
shoe, and are secured by 
keys or cotters c c. The 
king-boltd passes through 
a central aperture, and is 
secured by the nuts e e. 
In the end view, f is the 
king-bolt, g the recess in 
which the ends of the 
struts are placed, À the 
aperture into which the JONOTION OF KINO-BOLT, RAFTERS, AND TIE-ROLS—93CALE IN FIO 657 
end of the tie-rod b passes. 

1425. In fig. 641 we give view of end of tie-rods a d, a g in fig. 632, of which 
a a, fig. 641, is the side, b c the 
plan of jointed end; the snag d, Pur ob 


fig. 638, passing into the part 8 d : 

and the ‘whole being secured by the pos | ( 

bolt d passing through the holes E 
c | b | 


and tightened up by the nut e. The 
outer termination of the tie-rods, 
where they are secured to the snag 
of the rafter-shoe in fig. 634, at 9 DETAILS OP TIE-RODS—SCALE IN FIG. 657. 
are precisely the same as here shown. ۱ 

1426. Fig. 642 shows the method of connecting the upper end of strut b e, 
fig. 632, with the rafter c g. The rafter is shown at a a, fig. 642. Two 
wrought-iron plates b b—one on each side of the web of the rafter—are secured 
by rivets c. Into the space between these two plates the end of the strut d 
is inserted, this being terminated by a line e parallel to face of rafter a a. The 
plates b b are secured to the end of the strut d by rivets f, as shown. We 
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give also in fig. 642 a plan in which the plates g are shown secured to the 
strut A h; 1 i being the bolts and nuts by which the plates are secured to the 
rafter a a, 


Fig. 642. 


JUNCTION OF ATRUTR WITH RaFTERA—SCALE IN rio. 657. 


1427. Double Roof for Wide Spans.—The same form of truss now illustrated 
may be used in forming the roof of a wide building, as the cow-byre s s of the 
Suburbial Farm-Steading for Dairy, in Plate VI., the plan of roof of which is 
shown in fig. 10, Plate X., and the span of which is 58 feet. 

1428. Fig. 643 shows the arrangement of roof trusses. A row of pillars or 
cast-iron columns a being placed down the centre of building at distances of 6 
feet apart, the inner ends of the trusses b rest on shoes secured to the caps 
of the columns, the outer ends c c to shoes on the walls d d. For a span of 
29 feet the following will be the dimensions of the parts of the truss, the letters 
of reference being those in fig. 632 : Camber of tie-rods from a to b, 84 inches; 
height from 5 to c, 5 feet 8 inches; diameter of king-bolt b c, 1 inch; diameter 
of tie-rod a d, 1] inch. The dimensions of rafters and struts are as follows, the 
letters of reference being those in fig. 633: rafters, width of table a b, 24 
inches ; thickness of table, 4& inch; depth from c to d, 3 inches ; thickness of 
rib e f, 8 inch; struts, width of table g h, 2 inches; thickness of table } inch; 
depth from Jj to i, 2 inches; thickness of rib k, عكر‎ inch, 


Fig. 643. 


SEELETON TRUSS OP DOUBLE-SPAW ROOP—BSCAIR IN Pra. 657. 


1429. Details of Roof in fig. 643.— A11 the details are of the same construction 
as those for truss in fig. 632, with the exception of the shoe for the feet of 
rafter at the junction of trusses at the point 5, fig. 643. In fig. 644 we give a 
side elevation of the shoe for this part: a the upper part of column; b b cap 
of same, to which the shoe is bolted; the ends of the rafters c c are passed 
into recesses formed in the shoe; d d are snags to which the ends of the tie- 
rods e e are jointed; fa slot, through which the truss-rods connecting the 
rows of pillars or columns together are passed, and which are secured as shown 
in fig. 626. 
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KAFTKH-8BHOXS FOR ROOF IN FIG. 0O13-—8cCALU IN vio. 057. 


1430. Iron Truss without King-Bolt.—In fig. 645 we give the drawing of a 
truss of this kind adapted for spans from 18 to 30 feet. The span fg, in fig. 
645, is 25 feet. D 
The king-bolt c b SI CAP 
is dispensed with, 
and two struts 
d e, d e are used, 
with tie-bolts c e, 
ce. The dotted 
lines gi a h f, and 
d i, d h, show the 
position of the struts and tie-bolts before being braced up into the positions 
shown by the black lines. 

1431. Details—In fig. 646 we give a side and end elevation of a form of 
cast-iron strut adapted to this form of truss: a a part of the rafter, b b the strut, 
secured by the bolt c. In the side elevation d is the lower part of the strut, e e 
the sides of the upper part, f the place in which the rafter a a is put, g h the 
bolt In fig. 647 we give side, and in fig. 648 edge, elevations of the lower 


SEXLEION OF IRON TRCSS FOR SPAN OF 25 FEET—GSOALE IN nio. 657. 


LOWER TERMINATION OF STRUT. 


UPPER END OP OABT-ITON STRUT. 


part of the strut a a, b b, fig. 646, provided with a bolt-hole at c. The part of the 
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tie shown at e, fig. 647, corresponds to the tie e f in fig. 645; the tie at d, 
Fig. 648. fig. 647, to the tie e b e in fig. 645; the part of the tie at g, 
fig. 647, to the ties ec, fig. 645. The whole of these ties, 
« as d, e, g, fig. 647, are secured to the strut a a, b b by the 

bolt f. In 648, a 6 the strut, d g the ties, and f the bolt. 
. 1432. In fig. 649 we give a front, and in fig. 650 a 
side elevation of the assemblage of rafters,- ridge-pole, 
bracket, and ties for a roof, as of fig. 645; the same letters 
referring to both figures : a a the rafter-head, or box, formed 
of two cast-iron plates, which embrace the enda e of the 
rafters, and are secured by bolts ff. They are provided 
with two snags Û b, to which the ties k k are bolted by 
the bolts d d; the brackets g g, cast to the sides of a a, 
support the ridge-pole box or shoe Ahin the cavity i of which the ridge-pole rests. 


SIDE ELEVATION OF STRUT. 


Fig. 649. 


JUNCTION OF RAFIKNS, RIDGE-POLE, BRACKET, AND TIBS. GIDE ELEVATION OY FIG. 69 


1433. We give in fig. 651 the elevation of another method of joining the 
assemblage of parts shown in figs. 649, 650, where a a is the cast-iron shoe, 6 
the recess for ridge-pole, c the rafter, d e the line of tie-rods e c, fig. 645, of 
which f f, fig. 651, is a side elevation, and g g edge, showing part which em- 
braces the shoe a a. 

1434. Shoe for Feet of Rafters.—We give, in fig. 652, an elevation of shoe 
for the feet of the rafters c ہو‎ c f in fig. 645: a the rafters, b the bolt which 
secures the shoe to the wall-plate, c that which secures the gutter, d the 
bolt-hole for securing the end of tie-rod. In the plan below, e is the end of the 
tie-rod, with circular eye f, A the bolt, secured by the nut ¢, k the recess into 
which the end of rafter passes. 

1435. In fig. 653, in the upper part, end view of shoe is given: a the end 
of tie-rod, 5 the circular eye of the same, c the bolt securing it to the snags d d, 
e the nut, f the recess for end of rafter. In section below, g is a front, and A a 
side view of the eye of tie-rod a. 
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Fig. 651. 


SHOE FOR BRAFTERY—SCALK 1X FIO. 657. 


Fig. 652. 


. h 


EMD VIEW OF RAFTER-8HOB AND DETAILS 
OP TIE-MODS—SOALN IN FIG. 007. 


SHOR IX PLAN AND ELEVATION FOR SECURING FEET OF RAFTBRS-—GSOALE IN 
vio. 027. 
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1436. In fig. 654 we give side elevation of upper part of another form of 
strut adapted for the truss in fig. 645, in which a a is the rafter at part d, fig. 
645, the bolts b b securing the strut c to the same. 

1437. In fig. 655 we give side elevation of the lower part of strut a a, ter- 
minated with a circular plate ò b, in the periphery of which apertures are made, 
in which the ends of the tie-rods c d e are inaerted, these being secured by keys 
shown by the dotted lines. 


Fig. 655. 
Fig. 654. 


P and 
UPPER TERMINATION OF STRUT—SCALE IN FIG. 057. 


LOWER TERMINATION OF BTRUT—SCALE IN FiO, 87. 


1438. Iron Trusses with Queen- Bolts.—Of this class of roof for spans from 28 
to 40 feet, we give a skeleton diagram in fig. 656 for a span of 30 feet, and of 
which the following are the dimensions: camber of roof from e to d, 9 inches; 
rise of roof from d to a, 6 feet; distance apart of king-bolt d and queen-bolts f 
and g, 5 feet; diameter of king-bolt d a, 1} inch; diameter of queen-bolts 
ff, & of an inch; of queen-bolts g g, 4 inch. Dimensions of rafters and struts, 
the letters of reference being the same as in fig. 633 :—Rafters, width of table 
a b, 24 inches; thickness of table, 3 of an inch; depth from c to d, 3 inches; 
thickness of rib e f, § inch. Struts, width of table g A, 12 inch; thickness 
of table, 4 inch; depth from j to i, 2 inches; thickness of rib k, yg inch. 


SERLETON OF TRUSSED ROOF 30 FEET 8PAN-——SOALE IX VIG. 057. 


Details of Truss in fig. 656,‏ .1439 تھے 
anu yy r aa the scale for all of which is given in‏ 
SOALE FOR 5108. 634 10 007 INCLUSIVE. fig. 651.‏ 
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1440. Fig. 658 is a sectional drawing, showing connection between foot of 
king-bolt and struts: a a, a a the tie-bolts; c c the struts; d d the king-bolt; f 
a section of king-bolt; 5 b bolts which pass through the ends of the struts c c, 
the upper and 
under plates 
8 $, $ s, and the 
ends of the tie- 
bolts a a. A 
plan view of 
the connection 
is given in the 
upper part of 
the figure: 
k k shows the 
form of the up- 


por Aud Dwor پر کا سک ھا کے گے‎ 
plates s s, 5 3; a سے‎ o8 

h the termina- ۱ 

tion of a tie- ©: 


bolt, g that of 
a strut. The 
king-bolt passes through the central aperture i, and the whole are secured by 
the bolts b b passing through the holes e e. 

1441. Fig. 659 shows the method of attaching the upper end of a strut 
to a rafter: a a is the rafter, b b a plate (there is & corresponding plate 
on the other side) attached to the rafter by a bolt passing through the plates 
and the rafter at d. The end of the strut c is cut off to suit the slope of the 
rafter as shown by the dotted lines, and passed between the two plates above 
described, and secured by rivets or bolts—rivets being usually employed. 

1442. The method of joining the foot of strut m and of queen-bolt f with the 
king-bolt a d, fig. 656, is illustrated in fig. 660, where a a is the tie-bolt 
(corresponding with tie-bolt c d, fig. 656), d the strut, c the lower collar of the 
queen-bolt, terminating in a bolt b, passing through the strut d, upper washer 
e e, tie-bolt a a, lower washer e, and secured by nut f. Fig. 661 shows the 
plan of tie-bolt a a, fig. 660, with the expanded part at the aperture b, through 
which the bolt 5, fig. 660, passes ; c is the section of the tie-bolt. 


JOINING OF FEET OP 8116018 AND KINO-BOLT. 


Fig. 661. 


JO1NISQ OP UPPER END OF STRUT WITH 
RAFTER. PLAN OF TIE-BOLT. 
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1443. Fig. 662 illustrates the method of forming the connection between the 


JOINT OF QUEKN-BOLT. 


upper end of the queen-bolt c, fig. 660, with the 
rafter a a, fig. 659. In fig. 662, the upper part 
of the queen-bolt is jointed as at d, and provided 


with two eye-holes at aa. The plates 5 b, fig. 659, 
¢ 


pass between the forks a a of the end of the queen- 
bolt in fig. 662; and a bolt is passed through the 


2 bolt-holes in a a, and the bolt-hole d in b b, fig. 659, 
€ 


and is secured by a nut. In fig. 662, b shows in 
side view the bolt-holes at a a, c the section of the 
queen-bolt f, fig. 656 ($ inch), and e the section 
of queen-bolt g (4 inch), also in fig. 656. . 

1444. Fig. 663 illustrates the method of joining 
the upper extremities of the two rafters in a b, a © 


fig. 656, the ends of which are cut off at right angles to the direction of their 
length, as shown by the dotted lines of d and d, fig. 663. The king-bolt- 


head a a ais made of cast- 
iron; and space is provided 
between its two projecting 
ends, as shown at a a, fig. 
664, into which the ends of 
the rafters are inserted, and 
secured by bolts and nuts or 
rivets passing through the 
“head ” a a, fig. 663, and the 
rafters. The upper part of 
the head is terminated by a 
recess f, formed between two 
plates e e, fig. 663, into which 
the ridge-pole is placed. In 


JUNCTION OF RAFTERS WITH KING-BOLT-HEAD. the solid part of the head á 
Fig. 664. core-hole is cast, into which 


PLAN OF EK1NQ-DOLT-HEAD. 


is passed the upper end of 
\ Ll] the king-bolt b c; this is 
fixed by a key driven through 

slots made in the head, and 
the key-seat in the bolt. 


1445. Fig. 665 is an end view of king-bolt-head; a a the slot into which the 


Fig. 665. 


m 


END ELEVATION OF KING-BOLT- HEAD. 


rafter is passed, Û b the part sustaining the ridge-pole, 
c the king-bolt. Fig. 664 is the plan of the king-bolt- 
head. 

1446. In fig. 666 we give side elevation of shoe, in 
which the lower ends of rafters a b, a c, fig. 656, are 
secured ; a a, fig. 666, the end of the tie-rod 5 c, fig. 
656, which passes into an aperture cast in the shoe, 
and secured by a cotter and gib b; d end of rafter, 
secured by the bolts e e. 

1447. Fig. 667 is a front view of the shoe, which is 
built into the wall. A form of shoe, as in fig. 634, 
may be adopted. 

.1448. The following are the dimensions of the parts 
of wrought-iron roofs of various spans; for these we 
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Fig. 667. 


END ELEVATION OF SUORB——6CALE 
IN F19. 657. 


BIDE ELEVATION OF RAFIER-SHOE—SUCALE IN FIG. 657. 


are indebted to a valuable table in Weale’s Engineer's Pocket-Book for 1855-56 ; 
for other sizes we refer to the book itself. 

1449. For a 20-feet span, as in fig. 632, the rise in the centre from © to b is 
6 inches ; from 5 to c, 4 feet; diameter of the tie-rod d b, g b, # inch; of the king- 
bolt b c, 5 inch. 

1450. For a 25-feet span, as in fig. 645, the rise from a to b, 74 inches ; from 
b to c, 5 feet; diameter of the tie-rod e b, b e, 1 inch; of king-bolt b c, ع‎ inch. 

1451. For a 30-feet span, as in fig. 656, the rise from e to d, 9 inches; from 
dto a, 5 feet. The distance from king-bolt a d to the queen-bolts f f, g g, 5 
feet respectively. The diameter of tie-rod b d, d c, 14 inch; the diameter of 
king-bolt a d, ع‎ inch; of queen-bolts ff, $ inch ; of queen-bolts ہو و‎ inch. 

1452. For a span of 35 feet, the truss as in fig. 656, the rise from e to d, 104 
inches ; from d to a, 7 feet. The distance from king-bolt a d, and queen-posts 

SS; and from queen-posts f f to those g g, 5 feet 10 inches. The diameter of 
tie-rod b d, d c, king-bolt a d, queen-bolts f f and g g, the same as for span of 
30 feet, as in paragraph 1451. 

1453. For a span of 40 feet, truss same as in fig. 656; rise from e to d, 12 
inches ; from d to a, 8 feet; distance between king-bolt d a to queen-bolts f f, 
ہو و‎ each 6 feet 8 inches; diameter of tie-rod b d, d c, 1} inch; of king-bolt, 
l inch; of queen-bolts ff, 2 inch ; and of queen-bolts g g, اق‎ 

1454. For a span of 45 feet, same truss as in fig. 656, but with a third pair 
of queen-posts, rise from e to d, 134 inches; from d to a, 9 feet; distance between 
king-bolts and queen-posts, and between queen-posts, each 5 feet 74 inches; 
diameter of tie-rod b c, 14 inch; of king-bolt, 1g inch ; first pair of queen-bolts, 
% inch; second pair, 2; and third pair, 5. 

1455. For a span of 50 feet, the truss same as in span of 45 feet, the rise 
from c to d, fig. 656, 151 inches; from d to a, 10 feet; distance between king 
and queen bolts each 6 feet 3 inches; diameter of tie-rod Û c, 14 inch; of king- 
bolt, 1} inch; of first pair of queen-bolts, 1 inch; of second pair, 1; and of third 
pair, 3. 

1456. In fig. 633 we give section of the rafter a b, a c, and strut m m, h h, in 
fig. 656. The following are the dimensions of rafters for the various spans now 
described :—20-feet span, total depth from c to d, fig. 633, 54 inches, width of 
top table a b 2, thickness of top table 4, thickness of the rib e f£ 2; 25-feet 
span, c d 3 inches, a b 24, thickness of a b 1, thickness of rib e f 3; 30-feet 
span, c d 3 inches, a b 24, thickness of a b 8, e f 8; 35-feet span, c d 3} 
inches, a b 21, thickness of a b 3, e f yy; 40-feet span, c d 4 inches, a b 3}, 
thickness of a b jg, e f 4; 45-feet span, e d 4} inches, a 6 34, thickness of a b 
Ye, € f Ys; 50-feet span, c d 4 inches, a b 33, thickness of a b 45, of e f $. 

1457. The following are the dimensions of the struts or braces of the above 
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spans :—Let j i, fig. 633, be the depth of the strut, g A width of table, k the 
thickness of rib, and let m represent the thickness of table. Then, for a span 
of 20 feet: j i 24 inches, g k 2, k f, and m 1. Fora span of 25 feet: j i 3 
inches, g h 2}, k 8, m +. For a span of 30 feet: j 2 3 inches, g h 2}, k 8, mẹ. 
For a span of 35 feet: j è 3} inches, g h 23, k jg, m 8. For a span of 40 feet: 
J i å inches, g h 31, k 4, m yy. For a span of 45 feet: 7 14] inches, g A 3}, 
k fg, m yy. For a span of 50 feet: j i 42 inches, g h 33, k $, m fe: 

1458. Iron Roof for Horse-Walk of Thrashing-Mill.—In fig. 668 we give the 
plan of horse-walk ; a a barn wall, b b collar beam, 8 inches by 6, to support 
hanger for vertical shaft of mill; c c, c c, shears, 8 inches by 4, framed into 
collar b ò, and stayed by the braces d d; e e the columns supporting the rafters 


and collar-beam 5 b. 


1459. In fig. 669 we give a skeleton roof, showing disposition of the rafters, 
&o.: a a the cast-iron columns, 5 b the rafters, c c the tie-bolts, d d struts or 


braces, e king-bolt. 


SKELETON TRUSS FOR THRASHINO-MILI — 
SCALE, yy IN2H TO THE Foor 


PLAN OF HOKBE-WALK FOR IHHASHING-MILLI-——GSCALE, 


INCH 10 THE FOOT.‏ وأو 


1460. Details of the Roof.—In fig. 670 we give elevation of the shoe which 


SHOE VOR FEET OP RAFTERS, TIR- 
BEAM, AND TIE-RODS—SCALE, 
l INCH TO TUX FOOT. 


supports the ends of the collar-beam 6 3, fig. 668, 
and the ends of two of the rafters; a the column to 
the cap 5, of which the shoe c is secured by bolts and 
nuts ; d the end of collar-beam, which is received into 
a recess made in the shoe, and kept in its place by a 
bolt; e the end of the rafter. A stud f is riveted 
to the rafter, and provided with an eye, to which the 
tie-bolt g is jointed. To steady the two columns 
supporting the collar-beam d, a tie-bolt may be used, 
Stretching from one column to the other, secured at 
the ends to the eyes of snags A, cast in the caps of 
the columns. As two columns—out of the assem- 
blage employed to support the roof—only are required 
to support the collar-beam, the shoes for receiving 
the feet of the other rafters do not require to have 
recesses for receiving the ends of collar-beams, as in 
fig. 670; the shoe required, however, will be the same 
as in fig. 670, with the exception of the part to re- 
ceive end of collar-beam. 

1461. In fig. 671 we give a drawing of the king- 


bolt-head which receives the upper end of the king-bolt e, fig. 669, and the 
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upper termination of the rafters at the point f. In fig. 671 a a is an elevation 
of the head, b the king-bolt, passing through an aperture in the centre of head, 
and secured by a nut c. In the plan, d d d are the recesses which receive the 
ends of the rafters ; e the nut of the king-bolt. 

1462. In fig. 672 wo give the cast-iron box or shoe for receiving the ends 


Fig. 671. 


BHOR FOR RECEIVING LOWER ENDS OF STRUTS AND UPPER 
ENLA OF T18-RODS—SCALS, l INCH TO THE FOOT. 


XING-BOLT AND RAFIFR-SHOK IN ELEVATION AND PLAN-— 
BCALE, | INCH TO TUE FOOT. 


of the struts d d, fig. 669, which meet at the point g, and to which also the 
ends of the tie-bolts c c are jointed. In 
fig. 672 we give the shoe, in which a 
is king-bolt, secured by the nuts 5 5; 
c c the recesses which receive the ends 
of the struts d d, fig. 669; and d d the 
tie-bolts c c, fig. 669; e e struts, corre- 
sponding to d d, fig. 669. The tie-bolts 
d d are jointed to the snags f f f f by 
means of eyes, through which and the 
tie-bolts bolts are passed ; g the aperture 
through which the king-bolt a is passed. 

1463. In fig. 673 we illustrate an- 
other method of joining the assemblage 
of struts d d, and tie-bolts c c, fig. 669, 
to the shoe. In fig. 673, a the king- 
bolt, passing through the shoe d; c c 
the struts, secured to the shoe by 
the bolts d d and nuts e e; ff the 
snags to which the tie-bolts g g are 
jointed. The lower figure is a plan of 
the shoe, with the ends of the struts JUNCTION OF K1NG-BOLT, STRUTS, AND TIE-ROD8—8GALE, 
inserted. l IRON TO THE voor. 

1464. Gutters for Iron Roofs—Gutter for Single Roof.—In fig. 674 we illus- 
trate a method of forming the gutter of an iron roof, in which a is the wall on 
which rests the shoe for rafter b. The flange c of the rafter b is continued 
past the butting end c, and carried outward beyond the wall a. The zinc or 
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iron roan or gutter d is riveted to the end of the flange c, as shown in the plan 
of under side of flange in the left-hand figure, where e is part of the flange, 


Fig. 674. 


€ 


Of IKON KOOP=8CALE IN ۶1٥۵. 657.‏ اللظ 1 1نف 


f f body of roan or gutter d, which is continued along the line of wall from end 
to end, being riveted to the end of the flange of each principal. 
1465. In fig. 675 we give another form of gutter: a a is the gutter- 


Fig. 675. 


CAST-IRON GOTTEIH———SCALE IN FIO, 657. 


box, secured to the wall by bolts and nuts b b, as shown. The back of the 
gutter-box c is extended upwards, and forms a part d at the same angle as 
the angle of line of rafters e, the lower flange of which is bolted to the gutter- 
box by the bolt f and nut g. The rafter, instead of breaking off flush with the 
inside of gutter-box, may be extended across, as shown by the dotted lines A, and 
rest on the cornice ٤ of the box. 

1466. In fig. 676 we give a drawing of another method of forming a gutter, 
in which the rafters are secured to shoes a a, resting on columns b, which 
are made hollow, and conduct the water from the roofs to the drains. At the 
back of the shoe a flange c is cast, to which is secured the wrought-iron gut- 
ter d d, by the bolt and nut e e. A down pipe (placed at intervals in the length 
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of gutter d d, corresponding to the distance between the columns b) f is con- 
nected by a flange to the flange g of the elbow h, which conducts the water to 
the interior of the column 5. 


CAST-IRON GUTTER, LEADINO WATFR TO HOLLOW OF COLUMN 
SCALE IN FIG. .7ن6‎ : 


1467. Gutters for Double Roofs.—In the double roof, of which we gave the 
junction of rafters at 5, in the central column, in fig. 643, we now show a method 
of forming the gutter by bending galvanised iron to the form as shown at Û, 
and riveting it to the flanges of the rafters. 

1468. In fig. 677 we give another method of forming this central or valley 
gutter, in which a hollow part, a a, is cast in the centre of the shoe b b, c the 
rafter, d the tie-bolt, e the down pipe, leading the water to the centre of column, 
to which the shoe b b is bolted. | 

1469. In fig. 678 we give another form of gutter for a double roof: a a the 


Fig. 678. 
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CAST-IRON GUTTER FOR NOUBLE-SPAN 14خ 7-80 0م‎ IN FIG. 657 


gutter-box, of cast-iron, secured to the wall-plate or column by bolts and nuts 
b b; c c the rafters, secured to the angular pieces d d by bolts and nuts as 
shown. The rafters may be continued, as shown by the dotted lines, and 
secured by bolt and nut. 
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1470. Corrugated Iron Roofs.—W hen the surface of a plate of iron is formed 
Fig. 679. into a series of ridges and furrows, as a b, 


101010101010 fig. 679, a series of arches is arranged, 
: * which, abutting against each other, en- 


able weights laid, or a pressure made, 

SN upon the upper surface to be resisted,‏ لا ار 

a under circumstances in which the same 

piece of iron, if flat, would be bent and 

doubled up. In fig. 679 c d is the eleva- 

: ى‎ tion of plate a b; and e f shows how, by 

giving a curve to the plate a b, so as 

to form it into an arch, still greater 

strength may be given to the plate—so 

"0ْ much go, that it may. be used as the cover- 

ing of a roof of moderate span without the use of rafters—the only point of 
support being at the abutments e and f of the walls. 

1471. In fig. 680 we give elevation for a truss—span 18 feet—adapted for 

galvanised iron covering : a a the covered rib or rafter, resting on the shoes bb, 


Fig. 680. 


TRUSS FOR A GALVANISED IRON ROOf— CALE, 1 INCH TO THE FOOT. 
bolted to the beams c c which run along each side of building, and which rest 
on the caps of pillars placed at intervals; d d tie-rods, e e struts of wrought 
iron. In fig. 681 a is a section, and b side elevation of the rafter or rib a am 
fig. 680. In fig. 682 we give upper part of column a, which supports the beam 


Fig. 681. 


NEP نے‎ 


SKCTION AMD BIDE ELEVATION OF A1B—BSCALE, 1 INCH 
TO THE FOOT, 


CaP OF COLUMN-BEAM-— 
SCALE. f INCH TO THB POCT. 


b, this carrying the series of rafter-shoes, which is bolted to the cap ء‎ by the 
bolt d. In fig. 683 we give plan of upper 
end of column a: b b cap, c c the beam, d d 
the nuts of the bolts securing it to c c. In 
fig. 684 we give side elevation and plan, 
showing the junction of feet of struts e 6 
fig. 680, with the tie-rod d d. In fig. 684 
a a is tie-rod, b b the struts riveted to the tie- 
rod a a; one of the struts c is placed on 
VLAN oF UPPER END or corous=sca, Î INE one gide, the other, d, on the opposite side of 
the tie-rod e e. 


Fig. 653. 
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1472. In fig. 685 we show a mode of connecting corrugated arched iron 
plates e and c with the gutters a, which are either bolted to the cap of column b 


Fig. 685. 


JUMCTIOM OP STRUTS WITH TIE-ROD—SCAIE, 
3 ince To THE Foor. 


lj ince 10 THE Foor, 

or built into a wall. The plate e is secured to the side of gutter with bolts and 
nuts d. This figure also shows a mode of connecting the plates of a 
double roof, as in fig. 643: a the iron gutter, stretching from column to 
column, or laid continuously in a central wall; e and c the plates, secured to 
gutter with bolts and nuts d. The connection of outer sides of plates is the 
` game as at d. For roofs of large span, principals or iron trusses should be used 
—the principals being placed at distances varying from 10 to 15 feet, and the 
plates of corrugated iron slightly arched, so that, when secured to the trusses, 
the roof will be in longitudinal section, as a b c d, fig. 686. The upper part of 
same figure is a design by Messrs Dray & Co., London, for a wrought-iron truss 
for a span of 52 to 54 feet, adapted for corrugated iron. This roof seems well 
adapted for covering a stackyard. 


Fig. 686. 


SKELETON TRUSS FOR CORRUGATED IRON ROOP OF 62 FRET SPAN—SCALE, Ye INCH TO THB FOOT. 


1473. Details of Truss in fig. 686.—In fig. 687 we give the shoe b for head of 
rafters at the point f in fig. 686. The rafters a a are riveted to the shoe 5; c 
the snag to which the tie-red f h is jointed; d the plan, and e the end ele- 
vation of shoe. In fig. 688 we give the shoe a, to which the ends of the tie- 
rods k J, fig. 686, are jointed; 5 the snag, c the rafter. In fig. 689 we give 
the shoe e for receiving ends of tie-rods A m, fig. 686 ; d d the rafter, f the snag 
to which the tie-rods A m are jointed; h g is end view of shoe e. In fig. 690 a 
is the shoe to which the lower end of the rod from f to h, fig. 686, is jointed—it 

2c : 
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is bolted to the tie b b; cis the snag to which the lower termination of the rod 
f^ is jointed; in the end elevation, in the left figure, the rod f A, fig. 686, 
passes into the space d of the snag e; f is section of tie b b. In fig. 690, right 
hand figure, ۸ i shows the shoe to which the lower terminations of the rods k |, 
fig. 686, are jointed; g g the tie, corresponding to the tie A k g and hk ein 


fig. 686. 
e) IE 


EIEVATIONS AND PLAN OF *HoF FOR UPPER 1E anMINAIION OF Hadi E Na ——3.cALK, T INGB 10 THE POO?. 


Fig. 688. Fig. 689. 


JUNCTION OF STRUTS WITH RAPTERS==3CALE, 
11 INCH TO THR FOOT. 


SHOES FOR TIE-! ڑب و۔۔ودہ‎ INCH TO THE FOOT. 


1474, Section Fourtn—Iron Fittings of the Farmhouse and Cottage—Locks. 
In connection with the fittings of the farmhouse is the subject of locks. It 18 
very poor economy to use ill-made locks in any apartment of a farmhouse, and 
especially in those which contain articles which are usually locked up. In all 
those places —as the store-room, linen-presses, and all wall-presses—the best 
species of lock should be used, as such locks are not only pleasant to use, but 
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cannot go wrong, and are impossible to be opened but with the proper key. The 
outside door of a farmhouse is commonly provided with a very common spring- 
lock, which is always ready to be opened but when the key is turned in it, leav- 
ing the house in that quarter constantly accessible during the day, and part of 
the evening. Now, such a door should be provided with one of Chubb’s patent 
locks, which has not only a small key, but is easily opened as a check-lock; is 
beyond the power of any one to pick; when attempted to be picked, tells it has 
been so; cannot go wrong; lasts a lifetime without repairs, and affords un- 
speakable security. One peculiarity of this lock is, that it has a number of 
bolts, every one of which must be lifted before the door will open—each bolt 
being a security equal to any common lock. Another peculiarity is its detec- 
tor, by which any attempt to pick or open the lock by a false key is imme- 
diately notified on the next application of the proper key, which will not open 
the lock. It, however, makes the lock again serviceable by being turned the 
wrong way, which no false key is capable of doing. The lock has commonly 
six bolts, or tumblers, and a detector; and the ordinary chances against any 
key but its own opening it is 720. But the height of the shortest step in the 
key is capable of being altered twenty times, so that the chances against open- 
ing the lock may be increased to 14,400: each of the six steps can be as 
many times altered, so that the chances may be increased to 86,400. The 
detector can be altered ten times, so the chances are increased to 864,000. 
Further still, the drill-pins of the locks, and the pipes of the keys, may be 
easily made of three different sizes, 80 that the number of chances may be in- 
creased to 2,592,000. In still larger locks, the chances may be increased to 
7,776,000. The corn-barn, granaries, meal-chest, hen-house, and implement- 
house, ought all to be protected with such locks. We are far from supposing 
that farm-servants are more dishonest than other persons of their class; but we 
all know that to put temptation in the way of servants who have hitherto 
borné a good character may be the means of corrupting their honesty; and 
besides, when people are made aware that the more precious things are really 
secured with superior locks, the desire to attempt to obtain them, through the 
locks, will soon subside. 

1475. The properties of a good lock are, strength of materials, simplicity 
of construction, durability of action, good workmanship, and perfect security. 
Without one and all of these properties, a lock is worthless; and Chubb's locks 
possess them all in an eminent degree. With such qualifications, the price 
cannot be low, but it is cheap in the long-run.* We have used one with six 
tumblers for several years in the outer door as a check-lock, which cost 15s. 
with two keys, and of course those with fewer tumblers will cost less. 

1476. But notwithstanding that we recommend the Chubb lock to all outer 
doors of farmhouses as a safe and convenient check-lock, we do not say that 
such doors should not be provided with a strong rim-lock to be used at night, 
in addition to the Chubb, not only to inspire undisturbed security in a lonely 
part of the country, but to lock up the house when the family may have occa- 
sion to go from home for a few days. Such a rim-lock may also be used on 
the back-door of the farmhouse for the same purpose. 

1477. Various Forms of Locks.—In figs. 691 to 695 we illustrate the forms of 
locks used. Fig. 691 is a 6-inch Kitchen Latch; the Thumb Latch is not 
figured. Fig. 692 a 7-inch Rim Lock. Fig. 693 a 5-inch Press Lock. Fig. 694 
a 63-inch Mortise Lock, of which fig. 695 is the escutcheon for the key-hole. 


* CHUBB On the Construction of Locks, p. 15. 
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1478. Hinges.—In fig. 696 we illustrate a hinge 12? inches long; the 
part a 12 inch broad, b 1% inch broad and 5} long; the pin c ğ inch in 
Fig. 696. 
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diameter. In fig. 697 the length of hinge is 132 inches, the breadth at part © 
2] inches; the length of cross 4} inches, and breadth 12 inch. Fig. 698, 
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PATENT HINGES FOR SELYF- 
BUTT BINGES. SHUTTING DOORS. 


Butt Hinges, 5 inches long by 24 broad. In fig. 699 we illustrate the Patent 
Hinge, by the use of which the door is made self-shutting ; 
the side a is fixed to the door-frame, 5 to the door stile; the 
door rises as it is opened, and on being left free the part b 
runs down the pin c. In fig. 700 we illustrate Spherical 
Hinge (Collinge's patent), in which the cylindrical pin 
which is used in ordinary hinges is dispénsed with, and a 
ball-ended pin substituted; this plays in a spherical cup 
made in the step or hook for its reception. This arrange- | 
ment admits of considerable obliquity in the action of the COLLINGE 8 PATENT 
hinges, allowing for all ordinary variation from the shrink- 00٤٦ 
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ing of the door. The cup, serving as an oil receptacle, keeps the parts 
thoroughly lubricated, while, by the use of a leather washer, which covers the 
edge of the cup, all dirt is prevented from entering it. The manufacturers 
address is, John Imray, 65 Westminster Bridge Road, Lambeth, London. 

1479. Window Pulley-Stile.—In fig. 701 we give a pulley-stile, 42 inches long 
by 14 broad. 

1480. Window-Latch.—In fig. 702 we illustrate a form of latch used for 
fastening the lower sash, and preventing it from being lifted up. 


Fig. 701. 


Fig. 702. 


WINLOW-LAICH. 


PULIEY-STILE. 


1481. Spring Pulley for Window-Blinds.—In fig. 703 we illustrate the patent 
spring-pulley, which requires one screw only for fixing it. The cord can be 
put on or taken off without unscrewing it. The manufacturer’s address is, 
B. Sigrist, 47 Monkwell Street, London. In figs. 704 to 707 we give various 
views of the fastening for French or “casement ’’ windows, as adopted on tbe 


Fig. 703. Fig. 704. 
d Fig. 705. 
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Continent. In fig. 704 a a represents part of the centre stile of one-half of 
the window—this being grooved on the inner edge; a corresponding tongue 
or tenon made on the outer edge of the stile of other half of window fitting 
into it, and forming, when the two halves of the casement are closed, a 
weather-tight joint. To the stile a a, fig. 704, a plate of brass or iron b b is 
screwed ; this carries a slotted stud c c, between which a bar d e slides. "The 
central part of this bar is provided with a rack as shown in side view in 
fig. 705, into which a small pinion gears, actuated by the handle f. "The letters 
in fig. 705 correspond with those in fig. 704. By moving the handle f up- 
wards, the bar d e moves so that the bolts at its upper and lower ends pass 
into catches secured to top and bottom rails of window-frame—thus securing 
the window. In fig. 706 the bolt at lower end of bar d e, fig. 704, is shown; 
a a window-stile, 5 part of bar corresponding to d e, fig. 704; this is provided 
with a handle c, and the bar slides in a stud d; e shows the lower part of 
bolt or bar; this passing into a catch made in lower sill of window. In 
fig. 707 we show the upper bolt and catch; to the upper frame a a of 
window two pieces of iron Û b are secured; the upper part of bar c, corre- 
sponding to d e, fig. 704, is made with a cross d e, which passes between the 
irons م‎ b. When the bar c is moved upwards, the cross slips out from be- 
tween the irons Û b, and the window can be opened. When the bar c is moved 


Fig. 706. 


Fig. 707. 


UPPER BOLT AND CATCH OP WINDOW-FASTENI1NO. 
LOWER BOLT OF WINDOW-PASTENINO. 


downwards by the rack, see fig. 705, the cross passes into the space, and the 
window is secured: simultaneously, the bolt e of the lower part of bar 5, fig. 
706, is passed into its catch. In fig. 707 the bar c slides in a brass stud کر‎ 
secured to the window-stile g, corresponding to a a, fig. 704, d e being the 
cross. 

1482. Fastening for Stair Rods.—In fig. 708 we give a view of Edward's 
patent socket, which is to be secured to the staircase in the angle formed by 
the tread and the riser. The rods are triangular, and the ends being placed in 
the socket, a cap, fig. 709, secures them to the sockets. The objection to the 
common mode of fixing a stair carpet is, that the eyes of the staples are fast- 
ened so near the inner angle of the steps, that a stout rod has not room to 
pass through them over a thick carpet, especially in a turn of the stair, where 
one side of the carpet has to be doubled. The eyes should be fixed at half an 
inch from the inner angle of the steps. 
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1483. Ventilators.—In fig. 710 we illustrate Arnott's chimney ventilator. 
The valve a is so nicely balanced that the upward draught of the chimney— 
which causes a current through the opening leading into the room (at the on- 
fice of which the valve is fixed)—keeps the valve open, allowing of the egress 
of the foul air of the room; but, should the smoke be sent down the chimney, 

Fig. 711. and along towards the 

PIB: 710: تسم‎ ~~~, opening, the valve is 

—— i =] instantly closed, pre- 

venting the access of 

all smoke to the room. 

9) 3 1484. In fig. 711 

ARNOTI'8S VENTILATOR. SHERINOHAM'S FRESH-AIR we illustrate Shering- 

VENTILATOR. ham’s ventilator for 

admitting the external atmosphere to the interior of a room through an aper- 

ture made in the outside wall. The ventilators in figs. 528 and 529 are also 
Sheringham's. 

1485. Chimney-Guards.—In certain situations, and in certain quarters of 
the wind, a down-draught of smoke is created in the chimney. Those 
situations may be in the neighbourhood of tall trees, at the base of a hill, or 
in the lee of a large building, against which, if from one direction, and over 
which, if from another, the wind may be reflected against or bend in a down- 
ward direction upon the top of the chimney. The only safeguard against such 
a contingency is the placing a top upon the chimney-head, or upon the can 
represented in section in fig. 715, where the iron cone 5 b should not be angled 
upwards as at c c, but made level, and it should be placed as much lower down 
the can below d d as to allow it to take in the top. Fig. 712 represents such a top 

Fig. 712. recommended by Tredgold, where a is the part for fixing it to the 
can or chimney-head, d the cover, made circular or conical, for 
preventing the down-draught of the air from above; and © © 
are the angular edges for directing the wind upwards according 
to their angle. The top may be made of thin metal of any kind, 
and painted black. Kites’ (of London) diamond deflecting 
chimney-top we have found very efficient as a preventor of down- 
Tororacumurr draughts. A rather ingenious, and, we believe, efficient, chim- 

powr-macoaror  Dey-guard is that of Mr Chadwick of Bury, Lancashire, illus- 
مات‎ trated in fig. 713. The principle of this is the employment of 

an external vane, which, giving motion from the action of the wind, works an 
Archimedean screw ventilator in the interior of the guard. This acting, after 
the manner of a pump, creates an upward current in the chimney. With this 
apparatus it is almost an impossibility to have a down-draught in a chimney; 
and it certainly possesses this advantage—of being the most efficient in its 
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action when most required, as the higher and more sudden the gusts of wind, the 
quicker is the velocity of the vane, and of the consequent action of the “ screw- 
pump," as it may be termed. Another form of wind-guard is shown in fig. 714, 
in which a sphere a, lightly seated, is employed. The arrows on the left 
show how the current of the | 

down-draught is deflected 8 

out of its normal path, 
and made to pass outwards C 
from the guard, while the 
ascending smoke has free 
egress. Where the draught 
in a chimney is defective, 
Tredgold recommends the 
aperture at the top outlet 
to be contracted; holding 
that, to contract it near 
the bottom, “it is like 
contracting the aperture 
of a pipe which supplies a 
jet" The contraction de- 
pends on the size of the 
-grate for the fire; and 
this being kept in view, 
Tredgold's rule for the 
contraction at the top is 
the following: Let 17 
times the length of the 
grate in inches be divided 
by the square root of the 
height of the chimney in 
feet, and the quotient is 
the area for the aperture 
at the top of the chimney 
in inches. For example, 
suppose that a grate is 15 
inches wide, and the chim- 
ney 36 feet high—17 x 15 


Fig. 715. 


CHADWICK'8 ARCHIMEDKEAN NCREW 


= 955 ; and the square CHIMNEY-OJAKD WII VENIILAIOR. 
root of 36 is 6; therefore | | 
255 divided by 6= 424 l METHOD OF CONTRACTINO THE 


TOP OF A CHIMNEY. 


inches is the area of the 
top, and the diameter of a circle of 424 inches in area is rather more than 13 
iaches for the contraction. 

1486. The contraction at the top may be made in this manner: Let fig. 715 
represent the section of a chimney-can, the height of which above the stalk is 
from a to a; bb is the contracting cone within it made of iron, the lower part of 
which is rounded off, as at d d; the upper part at c c being made angular 
upwards, with the view of facilitating the passing of the wind over it in an 
upward direction. The chimney-top, if constructed of this form at first, might 
answer as well as any can put up afterwarda. 

1487. Chimney- Valves and Chimney Breast-Bearers.—At the foot of every 
chimney, in every apartment, a valve should be placed above the throat or 
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opening of the flue: this is exceedingly useful in regulating the draught and 
the consequent rate of combustion of the fuel in the grate; but when the fire is 
not in use, by shutting it close down, all “ back smoke "—that is, smoke from 
other chimneys brought down by adverse currents—will be preveuted from 
Fig. 716. entering the apartment. These valves may be made ina 

variety of ways: the common flap of the register grate‏ أ 

will do well, if carefully made and adjusted; or the 
damper-valve, which slides in a frame, may be used. 

The form shown in fig. 716 may be easily constructed. 

Let a a be the circular aperture of the chimney-flue; a 
projecting ledge goes round this on the upper side; at the 

two ends of its diameter, coinciding with a line drawn at 

right angles to the line of the chimney bar, or breast, two 

7 small apertures are made; the spindle of the valve b 
works in these; the spindle m is continued outwards, and 

passed through an aperture in the mantelpiece, and pro- 

vided with a small button c, by which the valve is turned; 
& half turn of this will open the valve fully. In order to 
know the amount of opening, the button should have two projecting studs, as 
+290 at e e: when these are vertical, or at right angles 


. with the floor, the valve is shut; when horizontal, 

as at کر‎ it is open. The valve is thus easily ad- 

justed to any degree of opening. The chimney‏ ر 

- = bar and valve opening may be advantageously 
mE made in one of cast-iron, as in figs. 717 and 718, 
where fig. 717 is an elevation, and fig. 718 a 

plan. The brickwork of the flue rests on a a, which serves as a chimney- 
Fig. 718. bearer, thus obviating all necessity for using the dan- 
)د‎  gerous material wood for this purpose. The hood or 

| hopper 6 b tapers gradually upwards to the size de- 

signed for that of the flue. The upper part of 5 forms‏ مر 


٠. 
6 


CHIMNEY VALVE. 


E the throat of the chimney; if the flue is made of circu- 
| " lar tubes, they 
Fig. 719. , 
- سخ‎ 3 i rest on the vp- 
/ per edge of b. 


The valve is 
shown at d, and 
in fig. 718 it is 
shown open ate. 

Pie ای‎ eee وا سیت‎ CAST-IRON CHIMNET-HOPFER AND BEARER COMBINED A modification 

Qnm ` of this plan, 
making the chimney-hopper and bar in one, of cast-iron, has been recently regis- 
tered, as illustrated in fig. 719. Jn this, however, the opening forming the 
throat of the flue is left square, and of the usual orthodox size of 14 inches 
by 9—a size of flue which, from its almost universal adoption by builders, 
seems to be held of vital importance to their efficient working. Manufac- 
tured by Lynch White, Iron Wharf, Upper Ground Street, London. 

1488. Gas Regulators—Where the pressure from the gasometer is uniform, 
and the consumption of gas in the house unequal, some burners, being sud- 
denly shut off, while others are left burning, a usual result is, that the gas 
is blown rapidly through the burners which are left in use—a flickering or un- 
steady light is thus induced, along with considerable waste. To keep the 
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pressure at the burner as uniform as possible is therefore of importance. A 
method of reducing the pressure from — 

the gasometer, sometimes adopted, is to ` حو‎ 

turn the stopcock at the meter only half S , 
or partially open. As this adjustment 
is troublesome, and apt to be neglected, 
contrivances, known as “gas regu- 
lators," or ' economisers," are coming 
into use. A very simple form is illus- 
trated in fig. 720: a being the exter- 
nal view, the part 5 being that which 
is inserted into the aperture of the gas 
lustre or chandelier, c the part from 
which the gas to be lighted issues. In 
the centre of the enlarged part d d, a 
flat disc of metal e is placed, having 
apertures at the opposite diameter, as 
shown by the dark parts in the plan at f. The gas, striking at a high or variable 
pressure against the lower side of the disc e, is reduced "ak 

in velocity, passes through the apertures, and issues from 
the jet at a uniform pressure. 

1489. Another form of gas economiser is illustrated 
in section in fig. 721; it is known as “Hart's.” In 
this the gas passes through a disc of felt c. We have 
seen both of these apparatus in use under varying cir- 
cumstances of action, and have found the combustion uni- 
form, where that from ordinary burners was unsteady— 
the flame in these reaching a great height at one time, 
descending to a low point at another, according as the 
pressure of gas from the main increased or decreased. Uni- 
form velocity of the issuing gas must promote economical 
combustion ; hence the saving effected by the use of such 
contrivances as we have just noted is stated to be very 
considerable—from 5 to 30 per cent, according to the 
variation in the pressure of the gas supplied to the gas 
lustres or chandeliers. 

1490. Bells.—Every farmhouse should be provided with bells. Their رت‎ Rud 
the mode of hanging them, are so well known that we do not illustrate them. 
The tubes for the wires should be placed before the finishing of the plaster. 

1491. Water Tups and Cocks—Chrimes's Tap.—'This form of tap, illustrated 
in figs. 722 and 723, is much patronised by architects in England. The 
valve portions consist of a brass disc covered with leather, and pressed 
on to the seat by a screwed spindle, working through a stuffing-box. For 
high pressure they are more particularly made with the valve loose from 
the spindle, the valve being lifted by the pressure only. The advantages 
claimed for this form of tap are, perfect security from leakage, facility 
of repair, by putting on a new leather without disconnecting the cock, the 
prevention of concussion, and the form of the water-way, which gives a larger 
area than the ordinary plug-cock. Messrs Guest & Chrimes, of Rotherham, are 
the patentees. 

1492. Jenning's India-rubber Tube Tap.—This very efficient form of tap is 
illustrated in fig. 724, which represents the cock open. When the handle is 
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CHRIMES'S WATER-IAP 


JENXINO'S INDIA-RUBBER TUBE-COCX. 


turned it presses upon the vulcanised india-rubber tube and collapses it, as 


Fig. 725. 


WHEATOROFT AND 8MITH'S WATER-TAP. 


shown by the dotted lines. One great ad- 
vantage possessed by this cock is, that it 
gives the water-way the full size of the pipe. 
It is little liable to get out of order. The 
patentee is C. Jenning, Great Charlotte Street, 
Blackfriars Road, London. 

1493. Wheatcroft and Smith's Water-Cock. 
—In fig. 725 we give a section of this form 
of tap, of which the principle of arrange- 
ment is the same as that adopted in the 
" hydrant:" a is the valve open for the 
escape of the water, b the spindle, c the 
vulcanised spring, d the screw. 

1494. In cases where the water supply 
is on the “constant” system, as well as 


in those where the ordinary cistern is in use, much waste of water is occa- 
sioned by the “ tap" being left open; a means of putting this waste out of the 
reach of a careless attendant is offered by an ingenious and philosophical inven- 
tion of Mr Pilbrow, known as the “ Water Waste Preventer," an elevation and 
gection of which we give in figs. 726, 727. It may be described as a small cis- 
tern, which, when once emptied, cannot be again refilled without shutting off the 
delivery. The lower fig., 727, is a side elevation of this apparatus, in whichais 
the suction, and 5 the delivery pipe. The upper fig., 726, is a section showing 
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the method of action. The cylinder contains a ball-valve, which, when the 
water is at rest, remains at the suction end as at c. When the delivery-cock 


Figs. 726, 727. 


a PILBROW'S WATER WASTE PREVENTER. 


is opened to draw water the ball slowly rises, following the current of the water, 
until it arrives at the top, as at d, where it stops the flow of water by covering 
the aperture of the pipe. To obtain a fresh supply of water, therefore, the 
cock must be closed, when the ball, from its specific gravity, will descend in & 
few moments, and admit of an additional quantity of water being drawn off, 
1495. Traps for Sinks, Cesspools.—Lowe's cast-iron trap, illustrated in fig. 
728, is a very efficient form: a a a is the external covering, generally made of 
cast-iron, and fitted into the branch leading to the drain ; 5 the line of grating 
through which the drainage fluid falls into the interior, e e. A partition c pre- 
vents the foul air from the drain, which has a tendency to pass up d d, as shown 
by the arrows, from passing through e e, and out by b, the only inlet to the 
drain. 'The prices of this form of trap, made in cast-iron, are as follows: 
No. 1 size, 30 inches by 18, and 16 deep, weighing about 5 cwt., is £2, 5s.; 
20 inches by 12, and 13 deep, 2 cwt., 17s. 6d.; 14 inches by 9, and 9 
deep, about 1 cwt., 10s.; 11 inches by 7, and 7 deep, 56 lb., 7s. 6d.; 
9 inches by 54, and 5] deep, 25 lb, 4s. 9d. Another form of trap used 
for house gratings is shown in fig. 729; it is known as the “bell trap : 
a is the entrance to the drain, the water passing through the grating at A A, 


Fig. 728. 


LOWE'S CAST-IRON TRAP. 


BELL TRAP. ' 
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passes into the receptacle d d; the bell or cup c c prevents the foul gases 

Fig. 730. from a passing out by À h, while the 

! water has free liberty to pass to the 

drain by a. The dotted lines at e show 

how the bell is jointed and may be 
raised. 

1496. Cast-iron Sink.—In. fig. 730 we 


eg T give an illustration of the cast-iron sink, 
with trap complete, manufactured by J. 


l Jones, 6 Bankside, Southwark, London;‏ سو ange‏ هده 
the price varying from 6s. to 12s. each, according to size.‏ 

1497. Kitchen Grates, Ranges, and Stoves—The Lancashire Kitchen Grate.— 
The great advantage possessed by this grate is, that no independent fire is 
required to heat the oven. By merely withdrawing a damper, the heated air 
and flame from the fuel in the body of the grate are drawn underneath the 
saddle on which the oven rests, passing along the bottom plate, and up and 
over the back and end plate, and the top of the oven, to a small or subsidiary 
chimney or flue, which connects itself with the main chimney a little above the 
breast. By this arrangement, any degree of heat required can be maintained in 
the oven with very little trouble and expense. It is vastly superior to the 
ordinary kitchen range used nearly throughout Scotland, and in which the oven 
is heated by a fire or furnace specially connected with it. Not only is this latter 
plan wasteful of fuel, but it is not capable of that nice degree of regulation 
necessitated by careful and economical cooking. The fire is either too brisk 
or too dull, and the oven is consequently over or under heated. Now, in the 
Lancashire grate—used by thousands in that county—the oven is not only 
quickly heated (for no independent fire has to be specially kindled), but it is 
easily kept at a uniform temperature. ‘The price, moreover, is moderate— 
much, indeed, below that of the ordinary Scotch kitchen grate, and affords 
accommodation for a larger amount of cooking than may appear at firt 
examination. ' 

1498. Goddard's Economical Cooking- Apparatus.—Of a more pretentious 

Fig. 731. character, but on the same 
ae — principle of heating the oven 
and boiler, &c., from a cen- 
tral fire, as that adopted in 
the Lancashire grate above 
described, is the “ Notting- 
ham” apparatus, manufac- 
tured by Henry Goddard of 
that town, and of which we 
give an illustration in fig. 
731. These ranges consist 
of a surface or hot-plate, on 
which a number of vessels 
may be kept boiling, or on 
which irons may be heated ; 
it has an oven or roaster, & 
boiler, and a plate-warmer. 
This range can be used 
either as an open fireplace 
or a closed stove. 
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1499. American Cooking-Stove.—Having been witness, while in the United 
States, to the efficiency, economy, and quickness of operation of the cooking- 
stoves in that country; and as, moreover, they are now being rapidly introduced 
into Great Britain, we have deemed it 
right to illustrate one of the numerous 
forms which this apparatus assumes; 
believing that for cottages they will 
be found useful and economical ad- 
juncts to a poor man's house-appli- 
ances—as enabling warm and com- 
fortable dishes to be quickly prepared 
—a matter of no small moment to a 
man who comes home tired and wet 
from his day's work on the road or in 
the field. 

1500. Fig. 732 illustrates the stove 
known as the ** Magnolia," for small 
families, adapted for heating two ket- 
tles or pans at top. The manufac- 
turers are Messrs Smith and Wellstood, 33 Union Street, Glasgow. 

1501. Gas-Stove.—Where gas is made at the steading, a simple form of 
stove may be used to heat the lobby of the farmhouse, or the wool-room, or 
other apartment in the steading. 

1502. Fig. 733 illustrates Rickett's ( (5 Agar Street, 058 
Strand, London) Calorific Gas-stove, in which, by a 
simple provision, the products of combustion are led 
off to the external atmosphere—thus getting rid of the 
annoying smells which are produced by the ordinary 
form of gas-stove, in which the products of combus- 
tion are allowed to pass into the room; “a a gas- 
burners, b b gas-cocks to regulate the same, c c inner ا‎ 
cylinder to direct the burnt air to top of stove before 
passing out at nozzle e, d door for lighting burner, 
f f tube to conduct the air of room through body of 

. stove. The arrows show the passage of the burnt 
air, after supporting the gas flame of burner, and 
its exit from the stoves by the aperture e at the back. 
The arrow-points show the passage of the air of the 
room through the body of the stove, without its com- 
ing in contact with the gas-burner. By the above it 
will be seen that, supposing the stove to be fixed in a 
bedroom, conservatory, or other close apartment, and 
a pipe be attached to the nozzle e, every portion of the 
burnt air must go up the pipe and be conveyed away." MIOXETT'6 QAB-8TOVE. 


Fig. 732. 


AMERICAN 2O1TAOE COOKING-STOVE. 


1503. Section Firru—4ron Fittings of the Steading— Gutters, Gratings, and 
Traps. 

1504. Iron Gutters for Closed Surface Drains for Stables, gc. — In fig. 734 
we give Cottam & Co.’s (Winsley Street, Oxford Street, London) improved 
surface drains, and in fig. 735 the form introduced by Mr James Barton, 
370 Oxford Street, London. Figs. 736 and 737 show methods of forming junc- 
tions at right angles. 
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JUNUIURE A1 KIQGHT ANGLES OF BARTON'S DRAINS. CORNER JCONULION OF RARION'B BTABLE-DRAINS 


1505. Gratings.—Neither courts nor hammels are completely furnished for 
the comfort of their tenants unless provided with well-built drains to convey 
away the surplus liquid manure, when there happens to be any excess of it. 
For this purpose a drain should enter into each of the large courts, and one 
across the middle of each set of hammels. The ground of every court should 
be 80 laid off as to make the lowest part of the court at the place where the 
drain commences or passes; and such lowest point should be furnished with s 
strong block of hewn freestone, into which is sunk flush an iron grating, having 
the bars only an inch asunder, to prevent the passage of straws into the drain. 
Fig. 738 gives an idea of such a grating, made of malleable iron, to bear rough 

Fig 738. usage, such as the wheel of a cart passing over 
it; the bars being placed across with a curve 
downwards, to keep them clear of obstruc- 
tions for the water to pass through. A writer, 
in speaking of such gratings, recommends 
“they should be strong, and have the ribs well 
bent upwards, as in that form they are not 80 
liable to be choked up’’—a remark quite cor- 
rect in regard to the form of gratings for the 
sewers of towns, as with the ribs bent down- 
wards in such a place, the accumulated stuff 

d brought upon them by the gutter would soon 
prevent the water getting down into the drains; but the case is quite different 
in courts where the straw, covering the gratings, lies loosely over the ribs bent 
downwards, and acts as a drainer; but were it to be pressed against the ribe 
bent upwards, the water could not percolate through it. Any one who has seen 
the straw of dunghills pressed hard against a raised stone in the ground below 
it, will easily understand the effect. ۱ 

1506. Traps.—In fig. 739 we give a view and section of Bell's patent trap 
for stables (manufactured by Glover Brothers, founders, 188 Drury Lane, Lon- 
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don), and in fig. 740 a view and section of the form introduced by Cottam & Co. 
In fig. 741 we give a cast-iron cesspool for stables and byres—the grating a of 
which is somewhat below the level of the pavement of stall, or the bottom of 
the gruip; 6 is the entrance to the drain. 


Fig. 739. 


BELL'S PATENT TRAP YOR STABLES. 


COITAM'S SANITAHY TRAP FOR STABLES. 


CAST-IRON CEBBPOOL FOX STABLES AN) BYREG, 


1507. Ventilators.—In fig. 742 we give a section of a ventilator for admit- 
ting fresh air to the interior of an apartment. The aperture is made in 
the outer wall, near the ground, as at a; a door or plate b is hinged at the 
upper edge, and its lower edge is provided with a stud which works in the slot 
of a quadrant d d; a pinching or thumb screw is provided to the stud by 
which the valve b'can be maintained in any position 
desirable, Fig. 743 is a front view, showing how the 


Fig. 742. 


Fig. 743. 
b 
a 
d 
SECTION OF VALVE FOR 
ADMITING FRESH AIR PRONT VIEW OF VENTILATOR. 


TO STABLES. 


valve a is hinged at b b, the staple or bar passing 
through the eyes of two studs leaded into the wall. 
The form of ventilator, fig. 292, as Looker’s ventilator, 
is also made in cast-iron, and is well adapted for 
stables. The forms illustrated in figs. 528 and 529, 
may also be used for admitting and regulating the 
supply of fresh air. In fig. 744 we give a section of 
a ratchet valve, for admitting fresh air, or permitting the egress of foul air. 
1508. Ventilators for the egress of the foul air of apartments may be made 
of the form shown in fig. 742, or as in fig. 745, or fig. 746. A form of ventilator, 
or modification of the well-known * Watson's System," highly spoken of, is the 
2D 
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RATOHET-VALVE FOR ADMITTING AIR. 
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Fig. 745. 


BIVITFL OR BOWL VENTIT ATOR. 
VENTILATOR FOR ROOF. 


* Four Points Ventilator," invented by G. W. Muir, 11 Ducie Street, Exchange, 
Manchester. It consists of a square shaft, fig. 747, open on all sides, divided 
vertically into four equal compartments. While the current of external air is 


Fig. 747. 


Fig. 748. 
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forced down one compartment, the internal or impure air passes up the opposite 
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compartment, and is led to the external atmosphere. By the ventilator being 
divided into four compartments, no matter in what direction the wind blows, the 
ventilator is always kept in action. It will be seen that the apparatus is designed 
to serve the double purpose of admitting fresh air to the interior of a room, and 
withdrawing from it, at the same time, the foul air. 

1509. Hind-Posts — Travises —Stable-Fittings—Fig. 748 illustrates various 
forms of hind-posts; and in fig. 749 of travises or divisions, as manufactured 
by Cottam & Co. 


Fig. 749. 


COL1AM' S TRAVISES OK STALL DIVISIONS. 


1510. Manger, Water-Trough, &c.—In fig. 750 we illustrate Cottam & Co.'s 
patent enamelled manger, water-trough, and wrought-iron hay-rack. These 
are made for stalls 6 feet in width. They require no front-bearer, and can be 
readily attached to the sides of the stall: a is a separate view of the seed- 
box attached to the bottom of the hay-rack, and is easily removable when 
required. The mode of fastening the horse in his stall is shown at 5b c; the 
collar shank is attached to the part b, which slides in rings, and is provided 
with a weight c. 
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PATENT MANGER, WATER-IROUOH, AND WKOUGHT-IRON HACK. 


1511. Bruce's Improved Stable Fittings. — In fig. 751 is an illustration of 
these ingenious fittings (manufactured by Ransome & Sims, Ipswich), in 
which the peculiar feature is the employment of an adjustable hay-rack. In 
this the hay is placed in a movable cage, hung by chains provided with 8 
weight which always keeps the cage with its contained hay close up to the 
top flat bars of the rack. By this arrangement all waste is avoided. An in- 
geniqus form of fastening is also introduced. The end of the collar shank 
passes down the vertical tube in the centre of the stall, and is terminated with 
a weight. This always keeps the collar shank out of the way, so as to prevent 
the horse getting his foot over it. 

1512. Garood's Adjustable Hay-Rack.—In Bruce's stable-fittings, illustrated 
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Fig 752. 


GAROOD'S ADJUSTABLE HATY-RACK. 
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in fig. 751, the hay-cage being suspended on one pulley, it is apt to get 
jammed against the side of the rack, and to remain immovable. A more per- 
fect adjustment is obtained by using two pulleys, as illustrated in fig. 752, and 
designed by Mr C. Garood, late superintendent of the Agricultural Department 
of the Crystal Palace, Sydenham. 

1513. It is obvious that these spring hay-racks are quite unsuited to a work- 
horse stable, but they may be, aud with advantage, used in the riding-horse stable. 
In a work-horse stable, the simpler the fittings of the stall the better; the 
rounder their finishing, the safer for the horse; and the more easily cleaned, 
the more securely will the health of the horse be insured. The adoption in 
the work-horse stable of the method by which the collar-shank operates, as in 
fig. 751, would be a great improvement. 

1514. Cottam’s Improved Stable-Fittings.—' The object of this invention is to 
enable the rack, manger, and water-trough to be removed when not required, 
80 as to admit of the interior of the stall presenting a flush surface. The plan is 
more particularly useful where a feeding passage is made at the head of the 
stalls, inasmuch as the racks, &c., can be brought at once into the passage, 
filled and returned to the stall with very little delay. The hay-rack, fig. 753, 
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in the centre swings on a central pivot, and is provided with a flat back, so 
that, when turned half round, the rack 
is passed behind the head of the stall, 
while the back presents & surface flush 
with the stall. The manger and water- 
trough are quadrantal, and swing on cen- 
tral pivots, so that, when turned one 
quarter round, the flat sides are pre- 
sented to the stall, while the other parts 
containing the corn or water are pre- 
sented to the back or to the feeding 
passage. In fig. 754 another arrange- 
ment is shown, in which the manger is 
capable of being pushed out and in; it 
is well adapted for loose-boxes. The 
manger slides in and out on small pulleys on the bar a a; the projecting part 
b prevents it being pulled out too far. 

1515. Fittings for Loose-Boxes.—In fig. 755 we illustrate the form of manger 
and rack without water-trough, and in fig. 756 patent manger and water-trough, 
fitted to a cast-iron plate. These are manufactured by Cottam & Co. 


Fig. 753. 


COTTAM'8 STABLE-FITTINOS. 


Fig. 754. 


COTTAM'S SEOTION OF SLIDINO MANGER. 
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MANGER AND WATER TROUCOH. 


MANOER AND RACK. 


1516. Harness Appliances.—Fig. 757 illustrates cast-iron saddle and harness 
bracket, and fig. 758 cast-iron collar-holder. These articles are as well suited 
to a work-horse as to a riding-horse stable. 


Fig. 757. 


COLLAR BOLDER. 


SADDLE AND HARNESS BRACKET. 


1517. Fittings for Pigsties.—A very convenient trough for a piggery con- 
taining a number of pigs—such as young ones, or others confined in summer 
from roaming about—has been long manufactured by the Shotts Iron Company, 
of which fig. 759 is a view in perspective from the interior of the court. It 
is nearly all made of cast-iron, and possesses the great convenience of allow- 
ing the troughs to be filled with food from the outside of the building, the 
person who feeds being at the same time free of any annoyance from the pigs. 
Troughs of this kind are placed in proper sized openings in the external wall 
of the piggery court, in the manner shown in the figure, where a marks the 
wall on one side of the opening—that on the hither side being left out of the 
figure, in order to exhibit the form of the trough. The trough, part of which 
is seen at Û, is 4 feet in length, 16 inches wide at top, 8 inches at bottom, 
and 9 inches deep. The two ends c and d rise in a triangular form to the 
height of 34 feet, and are connected at the top by the stretcher-bolt e. The 
lower part of each end extends inward to f, g, making a breadth of 3 feet 4 inches 
when complete; but this part of the end g in the figure is broken off, to show 
part of the trough Û. Two intermediate divisions A ۸ divide the trough into 3 
compartments—these divisions extend to the same length as the ends f and g, 
and are all 21 inches in height. By means of these divisions, each animal, 
when there are more than one together, has its own stall, and can take its food 
undisturbed. 
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Fig. 759. 


F108'TROCOHS, WITH SUBDIVISIONS, lO STAND IN AN OPENING OF THE OUTEH WALL OF THE SIFY. 


1518. In fig. 760 we illustrate a circular-bottomed pig-trough, and in 
fig. 761 a similar bottomed hog-trough, to stand in a court. In fig. 762 


Fig. 761. 


PIOG-TROUOB. 
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we illustrate a handsome pigs’-trough adapted for standing in the middle 
ofa court. It consists of 
cast-iron in one entire 
piece. Its external ap- 
pearance, when viewed as 
it stands on the ground, 
approaches to that of a 
hollow hemisphere, with 
the apex flattened ; and 
interiorly the flattened 
part rises up in the cen- 
tre in the form of a cen- 
tral pillar—thus convert- 
ing the hemisphere into . 
an annular trough, whose 

transverse section presents two troughs in the form of t 


ROCND PIGS '-TROUGH, 10 STAND IN A COURT. 


wo seinlcircles con- 
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joined. The diameter a b of this trough is 30 inches, the rim is finished with 
a round edge, serving both for strength and comfort to the animals who eat out 
ofit. The depth is about 9 inches, and it is divided into eight compartments 
by the division c, which are formed with a convexity in the upper edge, to pre- 
vent the food being thrown from one compartment to the other. This trough 
stands upon the top of the litter, and is not easily overturned. The cattle can- 
not hurt themselves upon it, while it is easily pushed about to the most con- 
venient spot for it to stand. Of all the classes of pigs’-troughs, whether made 


of stone, wood, or cast-iron, there are none 80 convenient, cleanly, durable, and 
neat, as those of cast-iron. | 


1519. Section Srxta—Bridges—Sluice Valves—Hydrants. 

1520. Cast-rron Foot-Bridge.—In fig. 763 we give the elevation of a foot- 
bridge, in which the beam a a is of cast-iron, and curved in outline. The stand- 
ards b 6, of wrought-iron, are braced by the tie-rods c c. The plan of road- 
way is given in fig. 764, where a a, a a are the beams, Û b the planking. 
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1521. Details of Foot-Bridge.—In fig. 765 we give at a a section of the beam 
—the total depth of which is 9 inches. The road planking Û rests at the ends 
in a recess made in the upper part of the beam. At cc we give part plan of 
the beam, showing the slot or recess d, in which the lower part of the standard 
b,fig. 763, is placed. In fig. 766 we give a side and end elevation of the 
shoe in which the ends of the beams rest. In fig. 767 we illustrate methods 
of joining the tie-rods to the foot of standards—either by eyes cast on the 
pillar, as at a a, to which the rods 5 b are jointed, or by recesses in the 
snugs c c, into which the rods d d are secured by the keys or cotters e e. 
The parts f f pass into the recesses d, fig. 765, of the beam, and are se- 
cured by keys or bolts. The upper ends of the tie-rods are joined to the 


caps of the standards b b, fig. 763, in the same manner as now illustrated 
in fig. 767. 
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Fig. 766. 
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1522. Simpler modes of erecting the rails of this foot-bridge are illustrated 
in fig. 768, where a a shows one of the upright standards—of which as many 


are placed in line as are required—which are 
fastened to the beam by the stud b passing into 
the slotted parts cast on the beam, as at d in 
fig. 765. The standards are kept together by 
chains c and e, which are connected to eyes of 
the piece d which slip over the standard. In 
the same figure another method is illustrated, 
where f is the standard, provided with a rec- 
tangular top g; this is made with a slot to 
permit of the top rail of wood ۸ ۸ being passed 
through. In fig. 769 we give at a and 5 an 
elevation and a plan of the piece d, in fig. 768 ; 
and in fig. 770 at a an elevation, and b an end 
view of the rectangular head g of the standard 
Jin fig. 768. 

1523. Cast-iron Bridges.—Where rectangu- 
lar beams of cast-iron are used to support the 
roadway of a bridge, the depth should be at 
least six times the thickness. For a span of 


Fig. 768. 


UPRIGH18 FOR SUPPORTING CHAINS AND RAILS. 


20 feet, the depth of beam a b, fig. 771, may be 15} inches; the thickness 
c 23 inches. Where the distance between the beams—or breadth of road- 
way—is 6 feet, two beams, as d e, fig. 771, may be used; if the distance 
is from 10 to 14 feet, a third, as f, may be placed at a point equidistant be- 
tween the other two. In fig. 772 we give the section of a beam of improved 
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Fig. 770. 
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form, two of which, placed 9 feet apart, will be adapted for a bridge of 
from 18 to 20 feet span. The width of lower flange a is 10 inches, and 
its thickness 2 inch; width of upper flange 6 2} inches, and thickness § inch; 
total depth of beam, 8 inches; thickness of rib c, 1 inch. Oak sleepers d, 9 
inches broad by 5 thick, are placed upon the lower flanges of the beam, the 
distance between oak sleepers from centre to centre being 3 feet. These 
sleepers again support cross-beams e, 4 by 4, on which the flooring planks f 
rest. "The section of a beam for a span of 12 feet 6 inches—these beams being 
placed at a distance of 7 feet 4 inches apart from centre to centre, as shown in 
fig. 773—the width of lower flange is 32 inches; thickness 12 inch; breadth 
T of upper flange 2} inches; 
io AMEN" NEN thickness 12 pL depth 
ke i e of beam, 8 inches. In fig. 773 
SECTION OF ROADWAY WITH THREE hEAMS—3OALE, ] INUH TO THE FOOT. aaa are the three beams 
bolted to the wall-plate 5 b, 6 inches by 4. Oak planks c c, 7 inches by 4, 
rest on the lower flanges of the beams; the distance between planks from 
centre to centre being 3 feet. On these planks the flooring d d is laid. 

1524. Mr P. W. Barlow, civil engineer, has introduced for road-bridges over 
railways the use of corrugated iron plates, bolted together, to act as one plate. 
The practical advantages, as stated by Mr Barlow, are—“ Ist, That there is less 
depth required between the surface of road and the soffit of girder; 2d, that 
one plate assists another, and the weight of a passing load is distributed over 
the whole bridge, or nearly 80; 3d, that all lateral vibration is avoided; 4th, 
that greater safety is obtained by the plates of the bridge being bolted together, 
as the fracture of any of them would not be attended by the fall of a load pass- 
ing over the bridge. The following experiments were made: 1st, with a plate 
3 feet 1 inch wide; 31 feet 6 inches between bearings—total length, 33 feet 6 
inches; depth of corrugation, 8 inches; thickness of metal, 1 inch— 
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2d, with one of the plates of the Tunbridge Wells bridge, bearing 28 feet— 
With 3 tons in the centre, deflection 4 inch. 
6 1 


E E 

11 » » 21 » 
The bridge, being composed of 12 plates in width, would bear 132 tons in the 
centre; and as at least half comes into operation by a load passing over, 66 
tons in the middle, or 132 tons all over, may be considered the resisting strength, 
which is six times what is required." 

1525. Corrugated Iron-Plate Bridge.—lu fig. 774 we give a bridge of this de- 
scription, the distance to be 
traversed—20 feet—being di- 
vided into two spans of 10 feet 
each; the centre being sup- 
ported on the column a , b b CORKCGATED LRON-PLATE BRIDOE—SOALE 1 INCH TO 1LHi&R FOOT 
side columns; d d cast-iron i | 
beams, supporting the corru- 
gated plate; c c the road-way. 
In fig. 775 we give a section of 
the corrugated plate, the di- a ò 
ameter of the curves from a to b 
being 8 inches, the thickness 
of metal 1 inch, and the width 
of plates 2 feet 8 inches, or four corrugations in each width. 

1526. Sluice-Valves.—In fig. 776 we give a front elevation, and in fig. 777 
a side elevation, of a ''self-acting valve” for a tidal sluice in sea-embank- 


Fig. 774. 


Fig. 775. 
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Fig. 777. 


FRONT ELEVATION OF SLUICE-VALVE-—GOALE, i INCH TO THE 
FOOT. SIDE ELEVATION OF SLUICR-VALVE— 


SCALE, FINCH TO THE FOOT. 


ments, &c. The water in this case is supposed to be passed through the 
embankment by means of a cast-iron pipe—the valve being fitted to the outer 
or seaward extremity. In fig. 777 a is the extremity of pipe; b b the ordinary 
flange; a flat disc of wood © c, thicker at the under than the upper side, is 
bolted to the flange b b. This disc is cut on the lower side to the form of the 
flange, and at the upper to the outline, as shown at e in fig. 776. A circular 
aperture is cut out of the centre of the disc, of diameter equal to the internal 
diameter of the cast-iron pipe a, fig. 777. A thin iron plate d d, is cut out to 
the same shape as the wooden disc c, and is also similarly provided with an 
aperture in the centre. The wooden disc and iron plate are secured to the 
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flange of the pipe by the same bolts and nuts. To the upper part of the plate 
d d snugs with circular bolt-holes are cast, as e, and at d d, fig. 776. The valve 
is constructed of a thin wrought-iron plate f f, shown in side elevation at g in 
fig. 776. Iron straps Û b are riveted to this, and terminated with eyes shown 
in side elevation at A. A bolt k kis passed through the snugs d d, and the 
eyes a a of the straps b b, and secured by bolt and nut e e. The inclination of 
the disc c c, fig. 777, tends to keep the valve closed ; but to aid this, a piece of 
iron c, fig. 776, is riveted on to the outer side. An internal circular plate i : 
may be riveted to the interior side of the valve—the diameter of this plate 
being equal to the internal diameter of the pipe a, fig. 777. 

1527. Jenning's Sluice-Cock.—For irrigation pipes, where the water is forced 
through at high pressure, sluice valves are used with advantage. In fig. 778 
we give a section of a sluice valve, manufactured by G. Jennings, 29 Grest 
Charlotte Street, Blackfriars Road, London. These have been worked for years 
under vertical pressures varying from 1 to 300 feet. 

1528. Brown and Mays Sluice-Cock.—In fig. 779 we give an ingenious form 
of sluice-cock, manufactured by Messrs Brown and May, North Wilts Foundry, 
Devizes. In the figure a section and elevation are given. In the section a is 
the outlet pipe; b the valve face which covers it, and which is provided with 
a rack c c, into which a pinion gears, worked by the handle d. 


Fig. 778. 
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BROWN AMD MAY'S GLUICE-COCE. 


JENNINQ'S GLUICE-VALVE, 


1529. Wheatcroft and Smith's Hydrant.—In fig. 780 we give a section of this 
hydrant. The valve-chamber a communicates with the supply pipe 5, c being 
the pipe leading off the water; d d is the projecting valve seating, which, hav- 
ing a less area than the part 5, allows sufficient space for the escape of the water 
required. Upon the valve d d rests the valve or disc e e, attached to the spindle f, 
which passes through the top plate, and through the vulcanised india-rubber 
packing g. This is protected by the metal cap À. The spindle f is secured by 
the nut i, which is screwed down sufficiently to give compression to the valve 
in its seat—forming also a tight packing round the spindle, &nd having the 
effect of keeping the valve closed, independent of the pressure of the water. To 
open the valve, the screw kis acted upon by the nut /. 

1530. Iron Sluice Valve and Rack.—In fig. 781 we give an elevation of an 
iron sluice-valve, as used in the Campine district in Belgium: a a the sides of 
watercourse; b watercourse; c the valve; d d the cast-iron or stone plate, to 
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which is secured the standard e e; this carries a box f, in which a small pinion 
g revolves this gearing with the teeth of the rack formed on the upper part of 
stem hh of valve c. In fig. 782 we give plan: a a watercourse, b b stone or iron 
plate, c c c c standard, d box containing pinion. 


Fig. 781. 
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1531. Section SEevENTH.— Iron Gates. 

1532. Malleable-Iron Gate.—In the construction of malleable-iron gates we 
as frequently find malformations as in those of wood, such as placing all the 
bars on edge except the heel and head post, misplacing the diagonal, if single, 
and not unfrequently applying bars variously formed in curves and fanciful 
figures, to serve the purpose of the diagonals. The field-gate maker should be 
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instructed to hold steadily in view, that there is but one position and form for 
that member of the structure that can be fully efficient, and this is, the straight 
bar extending from the upper angle at the heel to its opposite angle at the 
head post; and, if the materials of the gate are light, to apply an antagonist 
diagonal crossing the first. In framing the gate, also, the top and bottom bars 
should be set flat-ways, to enable the structure to resist lateral strain from 
animals rubbing or pushing against it. 

1533. Fig. 783 gives a simple form of an iron field-gate; it consists of six 
rails, so arranged as to keep in lambe 
in the lower part of it. It is both 
light and strong. The fore-stile b g 
is prevented dropping by the diagonal 
bar a 6, which, on being applied with 
its flat side, is riveted to each of the 
rails; and the twisting is counter- 
acted by the top and bottom rails f b 
and a g being welded flat-ways to the 
fore and hind stiles with strong solid knees. The upright bars, as c d, re- 
tain each of the rails in its proper place. The gate-frame is 9 feet long 
and 3 feet 9 inches in height. The gate can be hung upon wooden posts; 
but the iron posts, as shown in the figure, correspond better with the ap- 
pearance of the gate. They are made of malleable-iron, and are fastened into 
large stones with double bats; and the hanging-post f a is additionally sup- 
ported by a stay e. The cost of this gate is 30s., and the posts 20s. more— 
together, 508.— which price completes all the necessary bolts and nuts for fix- 
ing them to the stone blocks, and hanging the gate on the posts. This form 
of gate would probably be strengthened by the introduction of a tie stretching 
from f to g across the centre of the diagonal a b. 

1534. Iron Tension Gate.—The same species of iron gate is made on the ten- 
sion principle, as seen in fig. 784, where 
the other parts than the tension are dif- 
ferent from those in fig. 783, in not 
having diagonals, as a b. In fig. 784 
strong iron tension-wires pass through 
the cast-iron blocks a and c, connected 
together with an iron collar, in the 
centre of the frame. These wires are 
fastened by heads to the upper bar and 
stiles at b and d, and drawn as tight as 
required at the lower bar and stiles at e and f, by means of nut and screw. 
The cost of this gate, without the posts, is 25s. 

1535. It will be observed that the central apparatus of this gate is similar in 
appearance to that of the Kilmory wooden gate in fig. 574; but their mode of 
action is the opposite, though the effects produced are similar. In fig. 784 the 
wires from a and c act as ties, drawing the posts and rails towards them from 
the angles, and thereby giving to the entire framing a rigid structure. In fig. 
574 the wooden struts from e and f, as centres, push the posts and rails out- 
wards at the angles against the clamps, thereby also giving the framing a rigid 
Structure. 

1536. Angle-Iron Gate.—One of the latest improvements in iron field-gates 
is the introduction of angle-iron, now so extensively used in boiler-making, 
ship-building, and other purposes. In the application of the angle-iron to the 
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construction of gates, the fabric acquires the rigidity of a massive wooden gate, 
with all the tenacity and strength of the iron, while its weight is little more 
than that of wood. Fig. 785 is a form of gate of this construction, from a de- 
sign, slightly altered, of Mr William 
Dunlop, Edinburgh, and is manufactured | 
by A. & G. H. Slight, Edinburgh. The f 
external form is composed of four bars « 
of angle-iron, measuring 14 inch on each 
side; and to give security to the join- 
ings at the four angles of the truss, the 
ends of the bars are riveted upon cast- | 
iron corner-plates, those of the heel- 
post a b being formed with strong pro- تو‎ INON سو جو‎ 

jecting pivots, by which the gate is hinged. Any number of interior bars may 
be applied to suit the objects of the gate. The figure exhibits the arrangement 
adapted to retain sheep and lambs. The diagonal b c is contrary to the general 
rule, for it is apparently a strut, but being a bar of angle-iron, of the same 
breadth as before, it possesses the stiffness of wood to resist lateral strains— 
and is hence properly adapted for a strut; to render the bracing complete, the 
antagonist diagonal a d is applied, and this, acting as a tie, is only a flat bar 
l inch by 4. The external frame is thus rendered unchangeable in figure by 
any force that may be applied to the head-post in a vertical direction, either 
upward or downward, short of what will fracture the gate; and the point e, 
where the diagonals cross each other at the centre of the gate, becomes also 
immovable in the plane of the truss; hence the perpendicular bar f e g, being 
riveted to the diagonal at e, acquires the same property, and by attaching all 
the horizontal bars to f e g at their several crossings, each of them is rendered 
permanent in its position at that point, and no force short of breaking down the 
gate can bend any of the parts upward or downward in the direction of the bar 
f eg, so long as this last remains attached to the crossing of the diagonals at e. 
In order to give farther support to the horizontal bars by the principle of con- 
struction, we have only to take a point where a diagonal crosses a bar, as at A, 
forming the opposite triangles e h i and a hk, which, when the bar and diagonal 
have been connected, become also immutable, and the perpendicular bar / A m 
being secured to the point A, and again to the different bars at their intersec- 
tion with Z A m, the whole are again rendered immovable as in the middle. The 
support given to the horizontal bars in the line / ۸ m would have been still more 
complete if there had been only one intermediate bar below the middle one of e, 
as the three parts would then have met in one point, as they do at A, but two bars 
are introduced to render the gate fencible for sheep of allages. The perpen- 
dicular bar n o p is applied on the same principle as seen in / A m, the point of 
support in this case being o. This gate would perhaps become more rigid still 
if the upper and lower rails a c and b d were double flanged. 

1537. In this construction of gates, the greatest possible amount of mutual 
support among the parts is obtained with a given quantity of materials ; hence 
gates of this construction may be made lighter than any other form, where iron 
is the material employed, and yet have a greater amount of strength. In thia 
example, the dimensions of the angle-iron are 14 inch each way, and about 1 
inch thick; all the other parts are 14 inch broad by } thick, the cast-iron corner- 
plates at a b c and d being of course stronger, aud the entire weight of the gate is 
112 Ib. It may be of use to those who make iron gates, but who have not taken 
time to study the first principles of their construction, to notice this further re- 
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mark. Any number whatever of additional upright bars to those shown in fig. 
785 would add strength or support to the horizontal bars only on the principle 
of superposition, or adding bar to bar, without the advantages which arise from 
the principle of unchangeableness to the triangle when applied in the construc- 
tion of framework, whether in a simple field-gate, or in the highest branches of 
constructive carpentry in wood or in iron. In the one case, the stress on the 
parts continues to act at right angles to the bars, the direction in which they 
are weakest, while in the other—the principle of throwing the frame into tri- 
angles—the whole stress is thrown upon one or more parts in the direction of 
their length, in which position all bars and beams are strongest. 

1538. Braced Iron Gate.—An example of an ingenious construction of iron gate 
is given in Parnell's work on road-making, which was improved on by the late 
Dr Buist of Allahabad, in Bengal, and described in the Transactions of the High- 
land and Agricultural Society. These gates consist of a wrought-iron external 
frame, which is supported by a very perfect system of bracing, with diagonal ties 
of iron wire, and filled up in a variety of forms with the same material. Fig. 786 


Fig. 786. 


ELEMENTS OF THE BRACINO OF A WIRE FIELD-OATE. 


represente Dr Buist's gate with the fundamental braces and ties, which he thus 
describes: “ The framing a b c d is fashioned like that of an ordinary gate; 
e f, g h, and k l are three light slips of iron parallel to the ends of the gate, and 
riveted to the upper and lower rails; a p b is a wire about the thickness of s 
goose-quill, fastened by a rivet at one end, and a screw and nut at the other; 
it passes through holes in the slips e f, g h, and k !, and serves as a brace to 
support the bar a b. In the same manner d p c serves as 8 brace to d c, while 
the two sides of the gate being coupled together by the slips e f, g h, and Ei, 
the lower and upper rails have severally the benefit of both braces. The diag- 
onals a c and d b keep the frame in shape, while a s d and b t c are braces to 
a d and b c by means of the light bar mn. It will be seen that all the wires 
and straps which act as fills-up, are either braces or supports, so that nothing 
can be more stiff than the gate thus completed. It weighs about 80lb. Its 
dimensions are 9 feet by 34, but may be made of any size, the price varying in 
proportion. It may be observed, that a gate with one bolt, when shut sud- 
denly, vibrates for some time at the fore-foot; this is obviated by two bolts 
coupled together near b and c, and acting simultaneously. It is also convenient 
for gates opening into policy-grounds, getting bolted when thrown back by 
means of a short stump driven into the ground, with a catch at the height of 
the lower bolt c." 

1539. The wire-gates above described are admirable examples of the princi- 
ples of trussed frames, and for gates. So far as that principle gives them firm- 
ness and support, they can hardly be excelled; but there is one defect attendant 
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upon the wire upfilling, its too great tenuity, which renders the wires liable to 
derangement on being loaded with any cross strain, such as a person attempting 
to climb over the gate, and set- 
ting foot on the wires. A diagonal 
wire underguing such treatment 
will be liable to stretch, and there- 
by lose its effects. Could such 
accidents be effectually guarded 
against, these gates might be re- 
garded as almost perfect. 

1540. Iron Side-Gate.—In fig. 
787 we give a form of wicket or 
side-gate to a farmhouse, construct- 
ed of malleable-iron ; the pillars are 
of cast-iron, supported upon stone 
standards. The price is from 25s. 
to 308., and the posts 26s. the pair. 

1541. In fig. 788 we give 
a form of **foot-gate" fora 


footpath, manufactured by 1 IN 
the St Pancras Iron Com- ^ NC س تی‎ 
pany, London. T" | | a cT 
1542. Corrugated Iron Slid- ` ۱ با احا‎ 
ing-Gate.—In fig. 789 we = Se ١ اد‎ = ' 
give a part front elevation of —  čć | حلب‎ 


Fig. 787. 


a sliding-gate, in which the 
framing a a, a is of angle 
iron; the upfilling b b, of  . Ñ 3 RAR 
corrugated iron. The wheels ` 0 LAG 
© ¢ are supported by brack- QQ تھا‎ 
ets d d riveted to the upper 
angle-iron. The rim in a 
notch made in the under side 
of the wooden beam ee; f is 
the side-post, against which 
the door or gate b b stops 
when pulled out to its great- 
est traverse. In fig. 790 we 
give a section of top and bot- 
tom rail of gate, in which a 
is the upper beam, in the slot 
on the under side of which 
the wheel b moves; c is the 
standard carrying the wheel 
riveted to the upper angle-iron d; e the corrugated plate of the gate; f the 
lower angle-iron. Instead of a beam a, on which the wheel b moves, a plate of 
iron may be bolted to the wall at its extreme ends by bolts and nuts—the wheel 
running on its lower edge. Fig. 791 shows a section and elevation of the 
mode of hanging a sliding-gate : a a part of the gate, b b the side stop, c c the 
bar on which the pulleys slide. In the section, d d is part of the wall, e the bar 
corresponding to c c, secured to the wall by the stud f and bolt and nut g; 
À the pulley, with the strap i riveted to the gate k, which is a section of a a, 
2E 
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1543. In fig. 792 we illustrate another method of hanging the gate. A double 
strap a a passes over the T rim Û, and is riveted “thereto. The upper ends of 
the strap carries the wheel c, which runs on the beam d. In fig. 793 a is the 
upper part of the framing, Û the strap, c the wheel, d the beam, e the side 


frame or beam which limits the traverse of the gate, and against which it abuts 
when fully open. 


Fig. 


MODE OF HANOINO A BLIDING OATE-—SCALE, i INCH 
TO THE FOOT. 


Fig. 793. 


DETAIL OF SLIDIYO- 

QGATE—GSCALE, 3 8 
DETAIL OP BLIDINO- TO THR FOOT. 
OGATE—8CALE, 2 


INOHRBOTOTHE FOOT. 


٠ 
DETAIL OP SLIDINO-QATE 


—SCALE, 9 INCHES 10 
THE FOOT. 


1544. Wire-Fences.—Wire-fences consist of three parts—the straining-posts, 
the standards or intermediate posts, and the wires. The straining-posts arê 
Fig. 794. made of wood or of iron; and in the coun- 
try, where wood is cheaper than iron, the 
former will in most cases be chosen, al- 
though it can bear no comparison with iron 
in durability. A simple form of wooden 
straining-post is shown in fig. 794, where 
a is the post, 7 feet long, and 6 or 7 inches 
in diameter at the smallest end, is put into 
a pit 3 feet deep; b is the sole, 6 feet 
long, 3 or 4 inches thick, and 6 inches 
broad, which takes in the post a at 6 
inches from the end c, and has a notch cut 
into its upper surface near the other end 
to admit the strut d, which is also notched 
— i and nailed into the post about 4 inches be- 
STRAIMINO-POST, WITH SOLE AND STAY UNDER- low the surface of the ground. In setting 
وت‎ the post into the ground, the earth is 

firmly rammed in upon the sole, and about the strut. 
1545. Another method of securing a straining-post underground is shown by 
fig. 795, where a is the post of the same size as the preceding, at the back of 
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which at the bottom, is fastened a plank b, 2 feet long, 10 inches broad, 
and 2 inches thick, at 3 feet depth in the ground; and another plank c, of 
the same dimensions, is fastened in front of the post about 6 inches below the 
surface of the ground. The earth is then firmly rammed in until it comes to 
12 inches of the surface, when another plank d of similar dimensions is 
placed opposite to the plank c, firmly into the ground, and then the three 
pieces of wood e are tightly driven in between the planks. This is considered 
a very secure mode of fixing a straining-post against the wooden tension of 
the wires. 


BTRAINING-POST, WITE STANDARD AMD 7 
ABOVE GROUND. 


GTRAININO-POST, WITH PLANKS UMDERGROOND. 


1546. A third method still is given in fig. 796, where a similar size of post a, 
to the others, is placed in the pit, 3 feet deep, having a piece of wood b, 2 feet 
long, 6 inches broad, and 2 inches thick, nailed to the back part of the bottom ; ; 
e is a standard driven into the ground, at 4 feet distance, in a liue with the 
post, and the strut d is nailed at one end 
into a notch near the top of the post at c, 
and at the other end to the standard e, 
near the ground. Both the posts are 
fixed in the ground before the strut is 
nailed to them. 

1547. Another sort of straining-post is 
made of Wrought-iron, fig. 797. When 
wooden straining-posts decay they must 
be removed, and in doing which the 
whole fence must be taken down. Iron 
posts, such as a, obviate this inconve- 
nience by being permanent. They are 
12 to 1} inch square, and cost from 2d. 
to 24d. per lb. Each weighs from 32 lb. 
to 40 lb. according to the height re- 
quired. The extreme posts require a stay Û in addition, which costs according 
toits weight. The cost of such a straining-post is this :— 
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34 lb. at 2d. per lb., £0 5 8 
Boring in a stone 2 holes, 34 inches deep, and 2 inches 

diameter, a whinstone, 1 0 0 9 

5 Ib. lead for batting, at 2d., 5 ; 5 0 010 

£0 7 8 


Boulders answer for blocks, if not under 10 or 12 cwt.; and those which have 
rounded tops are best, inasmuch as a greater depth of earth covers them, to the 
benefit of the grass growing over them. 

1548. Mr Binning Munro of Auchinbowie, Stirlingshire, uses only iron Btrain- 
ing-posts and iron standards, and considers them as cheap as wooden ones, even 
at first, His straining-posts are round, 24 inches diameter, with stays, and 
weigh 68 lb. The standards are made of 14-inch by 4-inch bar iron, with 6 
holes for the wires, and weigh 10 Ib. each, and they are not squared at the ends, 
to admit them being put iuto a small hole, as is commonly done, and which 
weakens the iron where it should be the strongest, but are kept broad and flat; 
and the hole is made for them, and not they for the holes. The straining-posts 
have & hold in the stem of 6 inches, the standards 4 inches. After the posts 
are put into the holes, these are filled with round gravel, and melted sulphur run 
amongst them, at 2d. per lb., which is better than lead, because it does not 
shrink as lead does, and become loose. 

1549. The intermediate posts should be made of larch, and the thinnings of 
plantations are suitable for them. If of larch weedings, the posts should be 
placed in the same posture as they grew, and not inverted ; they will then last 
much longer. For a fence of 34 feet in height, the posts should be 51 feet long, 
with a diameter of 34 inches at the smallest end. In ordinary fencing, they 
may be used with the bark on. They should all be charred, which is done in 
this manner: Lay two trees of little value parallel, about a foot or fourteen 
. inches apart, upon the ground. Between them collect chips and brushwood, 
and set fire to them. Lay the posts directly across the flame, at the part 
where the surface of the ground will touch, and turn them from side to side 
until they are ready. They are then smeared with coal-tar as long as they are 
warm, and as long as the tar may be absorbed. 

1550. Intermediate posts have a sufficient hold of the ground at 21 inches 
deep, and will support the wire sufficiently when set 7 or 8 feet apart, in a 
straight line; but in curves they should be set closer, and always within the 
radius of the curve, and with their heads inclining outside of the curve, to 
ineet the strain upon the wires. 

1551. Wires.—The wires used in wire-fencing are of different kinds, and bear 
different names. They are named common, prepared, charcoal, and annealed wire. 
The common is the ordinary wire of commerce, and is the kind which has 
hitherto been mostly employed in wire-fences. It is made from the coarser 
sorts of iron, and, as its name indicates, bears a corresponding relation, both as 
regards quality and price. 

1552. Prepared wire is made from a finer description of iron, is more carefully 
manufactured, comes out in longer lengths, is consequently superior in quality, 
and bears a higher price in the market. 

1553. Charcoal wire is the best and strongest of any of the qualities made. 
It is drawn from charcoal iron, prepared chiefly by wood-charcoal, which is 
freer from the impurities known to deteriorate the quality of iron, that exist in 
a greater or less degree in all the fuels used in the manufacture of the other 
descriptions of that material. 
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1554. Annealed wire is the common wire softened in the furnace, and sent 
out in that state. It is purchased at the same price as the common, and is in 
some districts used in preference, from its being softer and more easily handled 
than the other. It is, however, the very worst that can be put into a fence, 
and ought always to be rejected. It easily bends, and remains so from want of 
elasticity ; and it soon oxidises, even when painted. 

1555. The following table exhibits the comparative qualities of these wires, 
as tested by the number of pounds each kind sustains before breaking—the 
the length being 10 feet :— 


Common Wire. 


No. : broke with 590 Ib. 
No. i 844 ,, > without perceptibly stretching. 
No. 4 7 1269 ,, 


Annealed Wire. 

No. 8 broke with 605 1b., stretched 44 inches. 
No. 6 35 832 , $5 8 » 
No. 4 7 1282 وو‎ » 2 » 

Prepared Wire. 
No. 8 broke with 955 1b., stretched 1 inch. 
No.6  , 1380 ,, » 3 
No. 4 » 2163 » » $ ” 
Charcoal Wire. 
No. 8 broke with 1274 1b. 
No. 6 » 1762 ,, م‎ stretched the same as the prepared wire. 
No. 4 s 2656 ,, Í 


These are the numbers used in wire-fences. Each bundle of wire is made up 
of 63 Ib., and each bundle runs thus :— 


No. : extends from 140 to 150 yards. 
No. » » 180,200 ,, 
No. à » ہو 800 وو 980 وو‎ 


1556. The cost of the different kinds of wire of the same size, from Nos. 1 
to 6, is the same. No.1 to No. 6 of common wire costs from 8s. 6d. to 10s. 
6d. per bundle; the prepared is 2s. more; and the charcoal 28. more than the 
pre 
1557. The number of wires employed in a fence depends on its height, but 
the ordinary height of 34 feet requires 6 wires to make the fence confine sheep 
and lambs. Fig. 796 shows a portion of a fence having 6 wires, the two upper 
ones above d being of No. 4, and the four below it, No. 6 wires. A not uncom- 
mon arrangement of the wires is to make the two uppermost No. 4, the two 
undermost No. 6, and the two intermediate, No. 8. The upper wire is first 
strained, and then the lowest one, and the intermediate ones are taken in suc- 
cession, the tension of the upper one being the gauge to the others. 

1558. As to the cost of wire-fencing, an instance may be given of a fence ~ 
constructed in front of a plantation, of curved and irregular form, of wooden 
posts and standards, 34 feet high, having 6 wires, and extending to 665 yards. 
The two upper wires were of No. 4, and the four lower of No. 6. The under- 
most one was 6 inches from the ground; the second, 11; the third, 164; the 
fourth, 23; the fifth, 31}; and the uppermost, 42 inches. The cost may be 


stated thus :— 
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35 straining-posts and angle-posts, at 1s. 9d., : £3 
17 stays for ditto, at 41d., ; à . 0 
230 small posts, at 4id., 4 
1400 staples, at 1s. per 100, 0 
10 bundles No. 4, prepared. vire, and 15 bundles No. 00 at 
108. 6d. per bundle, 13 
Wages for fitting up, 8 


Equal to 665 yards at 103d. per yard, . f £30 1 


1559. Three wires above the height of a turf or stone dyke cost about 71d. 
per lineal yard.* 


1560. Mr Binning Munro’s account of the cost of erecting a wire-fence with 
iron posts, per 100 yards, i is this :— 


8 bundles of wire, at 8s. 6d., 
Iron for posta, 

Boring and fitting posts, 
Straining-posts bored and fitted, 
Making holes in stones, : 
Other expenses, 


TERENTIA 
عم‎ 

O‏ مہ ے و و ہہ 

© © ہ فی ON‏ 


Equal to 11d. per yard, 


عب 
D m‏ 
مهو 
e‏ 
oo‏ 


The stones being heavy, and the posts strong, no stays are required, and the 
iron work is put down at cost price and labour, the entire work having been 
done by country smiths.t 

1561. The durability of wire-fences is greater than might be expected. They 
stood upon the estate of Torrance, in Strathearn, for twelve years before requir- 
ing repairs, and then some of the standards were renewed, while the wire would 
stand for six years to come. On other estates they have stood nearly ten years 
without repair. Were the posts made of iron, they might stand a lease without 
repairs. 

1562. It is not at all probable, that however durably wire-fences may be 
erected, they will ever supersede thorn hedges or stone dykes on farms, They 
afford no shelter to stock, and, appearing insignificant to restless cattle in the 
fields, have been attempted to be leapt over, and the cattle, not marking the 
height well, have been caught by the upper wire in the groins, to their serious 
injury. They are well adapted to the fencing of plantations until the trees 
grow sufficiently high for pasturage under them. The grazings of pastoral 
farms might be subdivided by them, much to the advantage of both the stock 
and pasture. They would form a cheap mutual march-fence, even with iron 
posts, on large hill properties. They might be used instead of paling for pro- 
tecting young thorn hedges, until these grew up to a fence. 

1563. Wire would make a neat fence between the plat and a small grass 
field in front of a farmhouse. 

1564. Fitting-up of Wire-Fences.—A few notes on this subject, from the pen 
of Mr Young, may be of service to the reader. 

1565. “ The wire, as it is supplied by the makers, is in coils, the length of 
these varying according to the size or number of the wire. 

1566. ‘‘ The first part of the operation in putting up wire-fences, as we have 
practised it, is to take the wire out of the coil—or, in other words, to straighten 
it This is performed by drawing it through several iron pegs, driven into 8 
stout board a, fig. 798, each peg or pin being 2 or 3 inches from each other. 


* Transactions of the Highland and Agricultural Society, March 1850, p. 244-62. 
+ Journal of Agriculture, July 1850, p. 428. 
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1567. “ About 2 or 3 feet of one end of the wire is now taken through the 
staple b, at the back end of the board, 
and placed inside of every alternate peg. 
This end of the wire is then turned 
round the handle of a hammer, or some 
other similar piece of wood c, and drawn 
through the pegs by one or two of the 
workmen, the block a being supported 
by a tressle, and kept in its position by 
a loop of wire passed round the post d; 
it being particularly noticed that the 
man who has the charge of the coil, 
‘gives it off,’ or uncoils it, ‘hand over hand,’ as fast as it is drawn through 
the pegs; and to enable him to do this perfectly, especially at first, the wire 
should not be very rapidly drawn away. 

1568. ** We are aware that many who put up wire-fences do not straighten 
the wire at all, but run it at once off the coil into the fence. This is a practice, 
however, we have never adopted, and do not recommend. We find that, by 
straightening the wires first, we can not only do the work far more expeditiously, 
but infinitely better, as there are neither crooks nor puckers in the wire, which, 
when they exist, it is not possible for any strain the wire will bear, completely 
to obliterate. 

1569. ** We shall therefore suppose that the wires have all been straightened. 
The staples are then driven slightly into the posta at the heights on the posts 
at which it is desired to place the wires. The wires are now led or drawn into 
the staples in the posts. Having completed this, about 18 inches of each of the 
wires are passed through the holes in the extreme straining-post, and brought 
half round and twisted upon the wire inside of the post, which completes this 
part of the fastening. 

1570. “It is very possible that the length of wire in any of the coils will 
not reach the whole distance between the strain- 
ing-posts. When this is the case, they must be 
joined together, as represented in fig. 799. 

1571. ** With the smaller sizes of wire, no one 
will experience much difficulty in making such a joint; but when the wires are 
of the stronger kinds, we are obliged to 
have recourse to implements to assist us, 
other tban the hand pliers used for the 
weaker wire8; the most simple of which is 
a small block of wood a, fig. 800, about 12 
inches long and 3 square, into one end 05 
which b is driven a piece of round 3 rod, BLOCK VOR MARINO EYES IN WIRES. 
leaving it about 1 an inch high. Beyond 
this pin there are other three pegs driven, to keep the wire in the centre of 
the block, while its end c is being turned round the pin to form the eye, and 
which, when made, as shown in the 
figure at b, is entered into the eye of ۹ 
the other wire, and then taken hold 
of by a pair of clambs, fig. 801, by 
which the loose end of the wire is 
turned round at the neck of the eye, 
as shown in fig. 799. Any remaining 


Fig. 798. 


BLOCK FOR 8TRAIOHTENINO WIRES. 


Fig. 799. 


JOINING OF WIRES. 


CLAMBS PLA I95i-.:529 IME ےنام‎ AZ TUE RIE. 
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portion of the wire is afterwards cut off by a file, which finishes the joint, and 
makes it ready for straining. 

1572. “There is another tool very necessary to enable us, easily and neatly, to 
turn the thicker wires when forming the eye, or to twist the ends round the wires 
at the straining-posts. It is termed a “ turn-key,” and is represented by fig. 802. 

1573. “ Having now all the wires fastened to the extreme straining-post, and 
joined where necessary, they are cut at the next straining-post, leaving about 
15 or 18 inches beyond it. To the end of the upper wire is attached the 
straining-screw, fig. 803, observing to place between its end a, and the post b, 


STRAININO-SOREVW. 


and under the wire c, a piece of wood d, about 2 inches square. It is necessary, 
before beginning to work the screw e, to place & temporary spur of wood to the 
inside of the post about Û, which is removed when the next space is strained up, 
and so on, until the next extreme post is strained from. 

1574. “The upper wire is the first that is tightened, and this is done slowly 
until a sufficient tension is procured. There can be no rule stated to instruct 
when the strain is enough, but with a little experience, and applying the hand 
occasionally to the wire as it is being strained, a 
knowledge of the degree of tension will soon be 
acquired. The wire being sufficiently tight, we 
apply what is termed a “collar-vice,” fig. 804, 
which is put round the post on the upper side 
of the wire, and the jaws of the vice a, firmly 
screwed on the wire inside of the post. The 
straining screw e, fig. 803, is then unfastened, 
and the loose end of the wire brought closely 

4020 round, and a staple driven over it into the side 
of the post. After this is done, the collar-vice 
can likewise be taken away, and the wire fixed as at the other post, either 
by the hand or by the turn-key, fig. 802. 
1575. “ The upper wire having been strained and fastened, the lowest is next 
Fig. 805. tightened, and so on, until 
the last unstrained upper wire 
is so done. The object in 
straining the upper wire first, 
is to make it a guide for the 
tension of the others below it, 
as the strain upon any of these 
must increase the instant the 
upper wire appears in any 
degree slacker than it was at 
first. When all the wires are strained, the staples in the small posts are driven 
home, but not too firmly—and, when this is done, the fence is completed. 
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1576. “ The straining-screw and collar-vice have hitherto been the ordinary 
implements used for the erection of wire-fences, but we have sometimes em- 
ployed a collar-vice, in which is also combined a straining-screw, as in fig. 805, 
where a is the jaws of the vice, and b the rest against which the straining-screw 
c acts. We have found it an exceedingly useful instrument, and peculiarly 
adapted for short lines, as, by using two or more of them at the same time, we 
can procure a very equal degree of tension on all the wires.” 

1571. Wrought-iron Hurdles.—Fig. 806 represents wrought-iron hurdles of 
five round bars, as manufactured 
by Messrs Thomson and Co. of 
Edinburgh. Each hurdle consists 
of three strong uprights, one at 
each end, and one intermediate 
between them. The lower ex- 
tremities of the end supports are 
made with a strong double knee, 
terminating in a prong—this vary- 
ing in length from a foot upward. 
The middle-upright is simply con- ورس سے‎ 8 
tinued to a point, and twisted so 
as to present its flat side to the pressure. The horizontal bars—in the 
majority of instances round, but in some cases square, set diagonally—are 
* tannered " at the ends by machinery, which takes off the least possible pro- 
portion to form a shoulder for riveting them to the uprighta. 

1578. In erecting the hurdles, the two end uprights are placed against each 
other—the knees being in opposite directions. A series of double prongs is 
thus formed, which, being fixed in the ground, renders the hurdles self-sup- 
porting, and obviates the necessity of using stays. In course of erection, the 
hurdles are fastened together by means of bolts and nuts, the bolts passing 
through bolt-holes made in the end uprights. 

1579. For horses, cattle, sheep, and lambs, the price of this form of hurdle is 
from 28. to 4s. per lineal yard; for sheep and lambs only, 2s. 6d. to 3s. 

1580. Movable hurdles of iron might be conveniently used to confine a sheep 
or two to eat the grass of a small plat and save the trouble of cutting it. 
Top-dressing the grass in this manner is preferable treatment to cutting 
it with the scythe and carrying it away, to the impoverishment of the soil. 
Such hurdles make neat fences near farmhouses as a protection from the larger 
class of stock of cattle and horses. 

1581. Barnard and’ Bishop's Sheepfold Hurdles.— Fig. 807. 
Messrs Barnard and Bishop manufacture a sheepfold — : 
iron hurdle invented by Henry Gilbert of Kensing- 
ton, Middlesex. They are 12 feet long, are perfectly 
flat, and are easily removed from place to place of a 
plat by means of a light iron wheel, which is readily 
attached to each hurdle. Price, 16s.; the cost of a 
wheel, 10s. 

1582. Wire-Netting.—In fig. 807 we give strong 
wire-netting for sheep; its height is 3 feet, and the 
price per lineal yard is 1s. 3d. It is quite effectual 
for fencing off sheep near the farmhouse. 

1583. Fig. 808 is the “mixed mesh-wire game- 
netting," manufactured by Messrs Barnard and WIRE WESTIN DO ETARE, 
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Bishop, Norfolk Wireworks, Norwich. By making the upper part of the netting 
of a larger-sized mesh than the lower, the price is proportionably reduced; to 
work together, the upper mesh must be twice the size of the lower. This can 
be made to any height under 8 feet. With meshes 1 and 2 inches, wire No. 19, 
the price per lineal yard, 2 feet wide or high, is 9d.; when japanned, 1040. : 
when galvanised, with meshes 14 inch and 3 inches, No.19 gauge, 5d. and 
6d.; with meshes 2 inches and 4 inches, No. 19, 41d. and 51d. This is an 
effectual fence against rabbits and hares into gardens and shrubberies. 

1584. In fig. 809 is given the §-inch mesh wire-netting, manufactured also 
by Messrs Barnard and Bishop, suitable for various purposes; the price per 
square foot, wire No. 20, being 54d., japanned, and 6d. galvanised. 

1585. In fig. 810 is illustrated a recently-introduced form of spiral wirework, 


Fig. 808. 


ا 


nnno 


MIXED GAUZE WIRE-NETTINO. 


Fig. 809. 


SPIRAL WIRE-WORE. 


WIRE-NETIINO. 


invented by Mr J. Reynolds, of 27 New Compton Street, Soho, London. It is 
made of hard twisted wire, galvanised after being manufactured. From the 
way in which the twisted wires are interlaced, no other fixing is required. This 
would make an ornamental fence against cattle and sheep at a farmhouse. 


1586. Section EianTu—4ron Sheds.—' These structures will generally be 
required of a very simple and unambitious character. In the majority of cases, 
simple girders or bearers of cast-iron, or of wrought-iron, will suffice. In con- 
nection with these parts of iron structures, we have given ample instructions 
and illustrations in Subdivision Third, p. 375, under Iron Construction, to which 
we here refer the reader. We, however, deem it right to supplement these by 
giving a few illustrations of parts not there illustrated. 

1587. In fig. 811 we give a half elevation of a cast-iron girder, which stretches 
from column to column; shoes, as at a b, are cast in the girder, to support the 
ends of the rafters; a corresponding shoe being cast at c on the top of the 
column. 

1588. In fig. 812 we give the upper part of the column; the ends of the 
girders are inserted in the recesses a a; b the plan of shoe. 

1589. In fig. 813 we give the elevation of an open girder for supporting the 
roof of a large shed: a a the upright cast-iron columns, Û b b the shoes for re- 
ceiving the wood-beam c c and the ends a, fig. 814, of the iron rafters ; d, e e, 
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and f f are uprights and braces. In fig. 814 we give a front elevation and 
section of the shoe b, fig. 813, in which a is the termination of rafter of roof b, 
the shoe bolted by the bolts c c to the cap of columns a, fig. 818; d the wood 
beam (c c, fig. 813); e, in the front elevation, is the slot receiving end of 


Fig. 812. 
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ELEVATION OF CAST-IRON GIRDER FOR SHEDS—SCALE, $ INCH 
TO THE Foor. PLAN OF 8MO£ FOK RECRIVINO 
ENDS OF OIKDER—SOALE, l IMCH 
TO THE FOOT. 


Fig. 813. 


TRUSSED REAM, OR OPEN OIRDER. 


Fig. 814. 
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ELEVATION AND SECTION OF 8HOE-—SCALE, l INCH TO THE FOOT. 


rafter a. Fig. 815 shows upper termination b of upright d, fig. 813; a the 
shoe receiving the end of rafter b and beam c, d the snug to which the diago- 
nal ties f, fig. 813, are bolted. Fig. 816 shows upper termination of uprights 
e e, fig. 813: a is the wood beam corresponding to c c, fig. 813. 

1590. In fig. 817 we give plan of an octagonal shed: a b the doors, c d the 
windows. In place of having brick or stone walls, as in the figure, cast-iron 
pillars are proposed to be placed at the corners of the octagon, the spaces be- 
tween being filled up with corrugated iron plates, or wood planking. The double 
lines converging to the centre e show the assemblage of rafters e f, e f, fig. 818. 
In fig. 819 we give the plan of central ring d, fig. 818, to which the ends of 
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the tie-rods Û and d are bolted. Where the tie-rods, as a a a, fig. 819, join 
the ring at the angles, triangular bolster-pieces b b are inserted, against which 
the nuts c c are screwed hard up. Where the tie-rods, as d d, join the ring in 
the centre of its sides, Fig. 820. 

the nuts e e butt imme- 


diately against these. 

In fig. 820 we give end 

of struts g g, fig. 818, 

showing its juncture 

with rafter a fig. 820, 

by the strap 6. The end | 
c is rounded, and the 

tie-rod d, correspond- | 
ing to a c, a c, fig. 818, 

passes round it. The 

tie-rods b b, fig. 818, 

widen out so as to em- 

brace the ends of the i 

d 


struts g g. Fig. 821 
shows the widened-out 
part a a, where the 
end of the strut g, fig. 
818, passes through, as 
also the tie-rod ac; bb 
is a side view of a a. 
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Fig. 821. 


WIDENED PART OF TIE-HOD-——GSCALE, l INCH TO THE FOOT. 


1591. In fig. 822—in elevation and section—is a method of forming sheds 
with wrought-iron columns a a, these being provided with caps Û b, the upper 
parts of which are formed into shoes for ‘supporting the wrought-iron beam c. 
The wrought-iron column a and cap b are secured together by the key d. 
Wrought-iron tension bars f f stretch from column to column, the ends being 
jointed to snugs e e, cast on the cap b. In place of a wrought-iron beam as c, 
a wooden beam may be used to support the rafter-shoes of the roof, as shown 
by the dotted outline g. Where the iron beam c is of the dimensions shown 
in the figure—namely, the depth 12 inches, the length from centre to centre of 
pillar 19 feet, the breadth of flanges at top and bottom 41 inches, and thickness 
of central rib $ inch—the weight it is calculated to support at its centre is 
19,000 1b., or double that spread over its whole length. The distance between 
the pillars a being 19 feet, a rafter-shoe will be required at three points— 
above the pillars, and between the two. The rafter-shoes should be made to 
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clip the upper flange of beam. Or the upper flange of rafter may be extended 
and flattened out, so as to be riveted to the upper flange of the wrought-iron 


Fig. 822. 


SECTION AND ELEVATION OF WROUGHT-IROW COLUMNS FOR SHEDS. 


beam c, the mb of the rafter butting at its end on the side of the beam, as 

Fig. 835. shown by the dotted lines A ^. The dotted lines show 
also the mode of fastening the rafters h À to the wooden 
beam g—if that is used in preference to & wrought-iron 
one—the upper flange of the rafter being spiked down to 
the beam. 

1592. Cast-tron Pillars for Cattle-Boxes in Iron Sheds. 
—Where cattle-boxes are fitted up in the interior of 
sheds, pillars, as in fig. 823, may be used. On three 
sides of these, as at a b c, snugs are cast, into which the 
wooden battens d e f, forming the divisions between the 
stalls, are passed. Thus, in b the transverse, and in dc 
and a f the longitudinal, divisions are placed. The battens 
ود‎ or ممت موه‎ iras May be secured in their places by bolts and nuts g ۸ i; 
me CATTLE BOXES IN BREDO. for this purpose holes—at distances corresponding to the 
centre of the battens—may be bored in the snugs a b c. 


SUBDIVISION FounTH— Combined Work. 


1593. Section Firsr— Wood combined with Iron Straps, Shoes, Trussed 
Beams.—lron straps are frequently used to connect joints; as the strap a 
to connect the tie-beam 6 b with the king-post c and struts d d, fig. 824; or 
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the foot of the rafter c with the tie-beam 6 b, fig. 825—a being the strap, 
and e the eye-bolt. l ۱ 
1594. The following re- Fig. 824. 

marks from the article **Car- ; 
pentry,” Encyclopædia Bri- 
tannica, on the use of iron 
straps, may be useful. “ When 
it is necessary to employ iron . 
straps for strengthening a 
joint, considerable attention 
is necessary that we may 


TRON SIRAP FOR FOOT OF LAFIER 
AND TIE-BFAM—SOCALE, $ 


place them properly. The INUH TO THE FOOT. 


TRON STRAP FOR FOOT OF KING- 


first thing to be determined POST, STRUTS, AND TIK-DKAM — 


SCALE, È INCH TO THE FOOT. 


is the direction of the strain. 
We must then resolve this strain into a strain parallel to each piece, and 
another perpendicular to it. Then the strap which is to be made fast to any 
of the pieces must be so fixed that it shall resist in the direction parallel 
to the piece. Frequently this cannot be done, but we must come as near 
to it as we can. In such cases we must suppose that the assemblage 
yields a little to the pressures which act on it. We must examine what 
change of shape a small yielding will produce. The strap that we observe 
most generally ill-placed is that which connects the foot of the rafter with 
the beam. It only binds down the rafter, but does not act against its hori- 
zontal thrust. It should be placed farther back on the beam, with a bolt 
through it, which will allow it to turn round. It should embrace the rafter 
almost horizontally, near the foot, and should be notched square with the 
back of the rafter. We are of opinion that straps with eye-bolts in the very 
angles, and allow free motion round them, are of all the most perfect. <A 
branched strap, such as may at once bind the king-post and the two braces 
which abut on its foot, will be more serviceable if it have a joint. When 
a roof warps, these braced straps frequently break the tenons, by affording 
a fulcrum in one of their bolts. An attentive and judicious artist will con- 
sider how the beams will act upon such occasions, and will avoid giving rise 
to these strains by levers. A skilful carpenter never employs many straps, 
considering them as auxiliaries foreign to lis art, and subject to imperfections 
in workmanship which he cannot discern or amend." 

1593. In fig. 824 we show & branched strap a joining the king-post c and the 
struts d d. The strap may be fixed by keys driven through at the upper part, 
or an eye may be Fig. 827. 
given to the strap, ۱ 
and a bolt passed 
through it. 

1596. In fig. 826 
we give a form of 
strap for head of 
king - post a, and 
struts b c; fig. 827 
shows a strap for 
joining collar beam n snar ron maz or iu ax s 
a, and principal b C. IRON STRAP FOR COLLAR AMD RAPTEN—OUALE, 

ین جو د | 828 Fig.‏ .1597 

gives a form of strap for straining-beam a, queen-post b, and strut c. 
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1598. Fig. 829 shows a form of saddle for joining a beam a, which crosses 
another beam bb. The strap c is bolted to the beam 5 b by the bolts d and 
e; f fis a plan. 


Fig. 829. 


IRON STRAP POR STRAININO-REAM, QURE M-POST, ANT 


IRON SADDLE POR JOINING BRAMA CROSS- 
SIKRUT—SCALE, $ INCH ro THE FOOT. 
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1599. Iron Shoes for Wooden Framing.—In fig. 830 we give a drawing of a 
cast-iron shoe, for the reception of the end of tie-beams or girders, as a. The 
shoe is provided with snugs c e, f d, which act as 
keys, and give a secure hold in the wall b. A shoe for 
the reception of joists which require to be bolted to 
wooden columns, &c., is given at e d f in fig. 831: 
this is secured by bolts and nuts as shown at f. In 
the same figure a shoe for the reception of “ wall- 
plates," running along the wall, is shown. The wall- 
plate rests in the recess a; c and a are projections. This 
( may be adapted to secure to a post, &c., as the shoe 
cast-iron snor ron nxoxiviso env or € d f, by extending the projection c, as shown in form 
عم دمحم0‎ ġ won To THz 7*- towards b, and passing bolts through apertures made 
in it; the upper bolt-hole at a will require to be counter-sunk, or have a recess 
in which the head of the bolt can go. This will 
allow it to lie flush with the inside of the recess, 
and the wall-plate to pass easily into the recess a. 
A front view is shown at g. 

. 1600. In composite roofs—that is, roofs com- 
posed partly of iron and partly of timber—certain 
parts are composed of cast-iron, as queen-bolt- 
heads, shoes for braces, struts, or tie-beams, and 
purlin-boxes, &c. These we now propose to illus- 
trate. 

1601. Fig. 832 illustrates a “shoe ” for the re- 
ception of the foot of struts: a a is the wooden tie- 
beam, 6 b the wrought-iron king-bolt, secured by 
nut and washer c; d the extremity of strut or 
e sore P یس‎ sous wer, brace, butting in the shoe, the section of which is 

' formed of the proper shape ; f shows the elevation 
of the shoe: an aperture is cast in the solid part of the shoe, through which 
the king-bolt is passed; e e are bolts fastening the shoe fto the tie-beam a a. 
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At ghia front view of the shoe is shown: g is the part where the brace or 
strut enters, A the king-bolt, i part of the tie-beam. 
1602. Fig. 833 illustrates a form of rafter-box or shoe, for the reception and 
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SHOES FOR KINO-BOLT HEADS—SCALE, $ INCOM TO 
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CAST-IRON OBROB FOR TER REOEPTION OF WOODEN STRUTS— 
SCALE, $ INOH TO THB FOOT. 


support of the principal rafters: a a are the upper ends of the rafters, b the 
king-bolt, c d the box, the side c of which is in section, the side d in elevation. 
An aperture is cast through the solid part to admit of the king-bolt b being 
passed through; the ridge-pole passes into the recess e; i shows a front view 
of the rafter-box. 

1603. In fig. 834 we give a drawing of a shoe for the reception of the foot of 
the strut and of the queen-bolt: a a is the tie-beam, b b the queen-bolt, c the 
brace or strut, d the shoe, secured by the bolts e e. 

1604. Fig. 835 illustrates a queen-bolt-head °“ box " for the reception of 


Fig. 834. Fig. 835. 


BEOS FOR QUREX-BOLT AND STRUT— 
1 SCALE, $ INO TO THE FOOT. 

BHOR TOR QUEEN-BOLT AND STRUT——SCALE, 
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Fig. 886, 


straining-beam and principal rafter : 
a is the queen-bolt, the head of 
which is sunk into a recess in the 
box or shoe b b, c the straining- 
beam, d the principal rafter. 
_ 1605. In fig. 836 we give a cast- 
iron shoe for the reception of the 
end of the principal rafter and the 
pole-plate: a the rafter, b the re- 7 ; 
cess into which the pole-plate is BHOE POR FOOT OF RAFTER AND POLE-PLATE— 
placed. The whole is secured to sha مس‎ DEES 
the tie-beam by the bolts c and d. Another bolt may be made to wnite the 
2F 
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foot of the principal rafter and the tie-beam, passing through in the direc- 
tion of f g. 

1606. In fig. 837 is given a “shoe” or box for purlins, an end view of 
which is given at b b, and a side 
view at g. The shoe g is passed 
over the upper edge of the rafter 
f f which goes into the recess 4, 
and is secured by bolts and nuts 
at d d; b b, h is the part receiv- 
ing the purlin c c. 

1607. Trussing of Girders— 
When the bearing of a girder ex- 

SHOE FOR "PURLINS"—SCara $ rwom TO THE voor. ceeds 25 feet, the deflection which 
arises has & tendency to push out 

the walls in which it rests. The usual method of preventing this is to “ truss” 
the girder. This is performed by cutting the girder in two through the centre 
in the direction of its length, 
and inserting two pieces of 
timber—oak is the best—in- 
clining towards each other ss 
in the principal rafters of a 
roof. The rise of these pieces 
is very trifling, projecting or 
rising very little above the 
beam. Fig. 838 illustrates 
TRUSSED SEAM. method of trussing & beam 
with wrought-iron and wood; 
a a the beam, 5 b struts 
or braces abutting on the 
wrought-iron bolte and seats 
ccc. In fig. 839 we give ar 
other method of trussing 8 
tH سد‎ beam after the queen-post 
principle, fig. 838 being on 

l TRUSSED BEAM. the king-post. The abutting 
pieces d b a c are of wrought-iron ; the struts or braces e e e of wood. The two 
halves are bolted together by bolts and nuts, as at f, which is a plan showing 
the position of these. In fig. 838 we have another method of trussing 8 
beam : d d the beam: e e suspension-pieces fixed to the under-side of the beam 

Fig. 840. by bolts, or otherwise ; f g g are tie-rods of wrought 

= iron. In fig. 840 the girder is shown trussed, with an 

3 Æ arched piece of wrought-iron a b c between the two 
halves, the whole d being secured by bolts. 

1608. In heavy girders of more than a foot in thick- 
ness, it is a good practice to saw them down the 
centre, turning the inside surfaces outward, bolting 
them together with pieces of thin wood between them ; 
this enables the air to circulate freely, in addition to affording an opportunity 
to examine the quality and condition of the timber. 

1609. In fig. 841 we give a trussed beam, on the principle invented by 
Mr Ainger—a full description of which will be found in vol. 48 of the Trans- 
actions of the Society of Arts, to which body the inventor communicated his 


Fig. 837. 
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Fig. 838. 


Fig. 839. 


TRUSSED BEAM. 
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paper. The beam we have given is adapted for a span of 12 feet, and, 
according to Mr Ainger—the suspension rods being 1 inch square—capable of 
supporting easily between 4000 and 5000 pounds—more than double the weight 
which the beam would support if not trussed. 


Fig. 841. 


TMUSSED BEAM FOR 12-FENBT SPAN. 


. 1610. The beam a a, fig. 841, to be trussed, is divided into two flitches in the 
direction of its length ;—the sawn sides should be turned outwards. The ends 
are bevelled off, so that the faces thus cut shall be at right angles to the line of 
the inclined truss rods 6 b, the ends of which pass through iron plates c and d, 
and are secured by nuts. The lower ends of the truss rods 5 b are jointed to 
the struts or saddle-pieces e and f. A horizontal truss rod g is also jointed at its 
ends to the struts e and f. The beam may be cambered or lifted up in the centre 
at A, by tightening the nuts at c and d. The arrangement is in fact a small 
“ suspension bridge," in which the beam a a is supported by the struts e and f; 
. the upper part of the beam being in a state of compression. 
1611. In the following figures—842 to 844 inclusive—we give details of the 
parts of this truss. These are somewhat different from those given by Mr Ainger. 
1612. In fig. 842 a a, b b are cross sections of the two flitches ; c c one of 
the struts, the bolts of which are passed between the flitches; the strut is 
made with two snags, or projecting parts, d d, provided with bolt-holes. These 
are embraced by the ends e and f of the fork of the angular truss rods 6 6 in 
fig. 841. The end of the truss rod g, in fig. 841, is placed between the snags 
d d, as shown at i, fig. 842. A bolt g is passed through the bolt-holes<in the 
snags d d, the ends e f and i of the truss rods, and secured by a nut A. In the 
left figure k k is a side view of part of one flitch, / the central bolt of the 
Btrut m m, with its snug and bolt-hole n. 
1613. In fig..843 we give detailed ends of the truss rods, drawn to a scale 


Fig. 848. 
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twice the size of the detail in fig. 842: a is the end of the horizontal truss 
rod g in fig. 841, with its circular head and bolt hole b; c is an edge view 
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of the same; d is the end of the truss rod b, fig. 841, which is expanded so as 
to form a fork with circular ends e e, provided with bolt-holes, as shown in 
the side or edge view at f f. 
1614. In fig. 844 we illustrate another plan of forming the connection be- 
tween the ends of the truss 
Pig HE rods b b and g, and the eyes 
of the struts e and f, fig. 841. 
04 In this case, the end, as of the 
| »] truss b, fig. 841, is provided 
with an eye b b, fig. 944, 
with bolt-hole—this being 
passed between the snags dd 
of the strut © in fig. 842. 
The back of this is length- 
ened out at d, fig. 844, and 
terminated with a second eye 
e e, with its bolt-hole c. The 
edge view of this part is 
DETAILS OP TRUSS RODO—SCOALB, 2 INOHES voor shown at S g h. The end i 
of the horizontal truss g, 
fig. 841, is expanded so as to form a fork, with circular eyes k k, fig. 844. 
These embrace the eye f of the truss rod g, fig. 841; a bolt J, fig. 844, is then 
passed through, and secures them all together. The upper end of the truss 
rod b, fig. 841, is shown at n in fig. 844. It passes through a hole in the plate 
00, which is placed at the bevelled end of the beam, and is tightened up by 
the nut p. The distance between the two flitches of the beam is maintained 
by blocking pieces, shown by the dotted lines A A A in fig. 841, of wood placed 
between them, and kept in place by iron straps. The thickness of these 
blocks should be a little more than the thickness of the truss rod 5 b, fig. 841. 
1615. In figs. 845 and 846 we give details of a method of trussing solid beams, 
invented by Mr J. Con- 
der, and described st 
p. 158, vol i. of the 
Engineers’ and Mech- 
nics’ Encyclopedia. The 
plan is applicable to the 
trussing of solid beams, 
that is, those which are 
not cut down the mid- 
dle into two flitches. 
The general appearance 
of the trussed beam is 
that of fig. 841, the 
OCONDRRA'S TRUSSED BRAM—@caLE, ) INCH Detare oF TATeSED araw— truss rods being on the 
TO THE FOOT. SCALE, ] INCH TO THE Foor. outside of the beam, in 
place of being partially between them, as in fig. 841. In fig. 845 a repre- 
sents the end of the beam to be trussed; a cast-iron saddle b b is fitted on 
this; an angular groove is provided in this saddle, the end being circular, 
as shown in the plan of the saddle atc c. The angle of the groove is 
the same as that which the truss rods make with the beam—15° in the present 
example. The truss rod, corresponding to 5 b, fig. 841, is bent in the middle 
to a circular form, so as to embrace and catch on the circular end of the grooved 
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saddle, fig. 845. The ends are then passed down on each side of the beam, to 
points placed at one-third of the length of the beam from its ends, and the ends 
passed through the eyes of astrut. The horizontal truss rod, corresponding to 
g, fig. 841, is passed through an eye in the centre of the strut. The strength 
of the horizontal truss rod being equal to that of the two side trusses combined. 
In fig. 845 d d, e e is the side truss rod. Fig. 846 shows the strut correspond- 
ing to e or f in fig. 841. The ends of the side trusses are passed through the 
holes a b, fig. 846, of the strut—the end of the horizontal rod being passed 
through c. The upper edge d d of the strut is made flat, but does not press 
immediately upon the under side of the beam e, but a blocking piece fis inserted. 
The plan of the strut is shown at g g—A being the nut for tightening up the 
horizontal rod i, and giving any desired degree of camber to the beam; kk 
the nuts for tightening the ends / 7 of the side truss rods. 

1616. Fig. 847 shows another form of trussing a beam: a a one of the 


ue 


.  TRU088ED 7000 و‎ INCH TO THs FOOT. 


flitches ; b b iron caps or boxes; © c the truss rod, the two ends of which pass 
through the caps ò b, and are secured by nuts. The Fig. 848. 


centre part of the truss rod c c passes over a curved 
hollow saddle d, secured by the bolt and nut e. 
1617. In fig. 848 we give at a a side view of the sad- 
dle, and at b an end view of plate or cap Û b, fig. 847. 
1618. Fig. 849 shows another method of securing 


the ends of the truss rod, the arrangement of which is 

similar to that in fig. 847—the centre of the truss rod 

a, fig. 849, passing over a curved saddle, as d in fig. 

847. In fig. 849 the end of the truss rod a is jointed lO peras or 782088385 BraM—soatz, 
the stud at b b. The part c of the stud is bolted to the disci et 
wall-plate e e; the beam f to be trussed to the part d. In the pn و‎ is the 
truss rod, h h i the stud. Fig. 849. 

1619. In fig. 850 we give details of the king- 
post trussed beam in fig. 838 : a a a part of the 
beam ; b the central abutting piece, with two 
inclined faces c c; d the bolt at under side of 
beam ; eethetwo inclined pieces corresponding 
tob binfig. 838. In fig. 850 the outer end of 
the beam f f is shown in the left-hand figure ; 
g the end abutting piece of iron, with bolt hole 
A, or bolt i, with inclined face k for the piece : 
to abut against. 

1620. In fig. 851 we give details of the 
queen-post truss in fig. 839: a a, a a the beam; 
b b the central abutting pieces, secured by the 
nuts cc. Two inclined faces d e, d e are the 
abutting pieces of Û b, e e the straining piece, 
d d the struts. The abutting pieces at the end DETAIL OF TRUSSED BEAM—SCALE, ] ince 
of the bean, against which the feet of the struts S 
d d rest, are similar to the piece g in fig. 850. 
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Fig. 851. 


DETAILS OF QUEEN-POST TRUSS8ED REAM-—SCALE, ۹ (NOH TO TEE FOOT. 


1621. Section SEcoND.— Wood combined with Stone and Brick.—In fig. 852 we 
give section of cornice of house, of which we give the elevation in fig. 56; a a, 
a a hollow brick wall, b brick nog, c wall-plate, d d bearer, e gutter, f g pen- 
dant of bracket, ۸ lintel. 


DETAILS OF CORNICE OF FARMHOUSE IN Fra. 00—GSCALR,l INCH TO THE FOOT. 


1622. In fig. 853 we give the front elevation of the cornice, showing brackets 
a and pendants b. 

1623. In fig. 854 we give section of base of principal window to living-room 
c c, fig. 65. In fig. 854 a ais of stone, b oak sill, c part of sash-frame. 
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Fig. 854. 
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8EOTION OF BASE OF PRINCIPAL WINDOW OF HOUSE IM FIG. 65— 
FRONT ELEVATION OF SCALE, È 121035 ro THB FOOT. 
BRACKET OP CORMION TN 
vio. 56—s8caLs, l] smon TO 
TEBE FOOT. 


1624. In fig. 855 we give a section of high cornice of principal window of 
the house whose elevation is in fig. 67: a architrave, b b craddling, c © joist, d 


plaster cornice, e shutter, f sash. 


Fig. 855. 
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1625. In fig. 856 we give plan of mullion of principal window : a stone 
mullion, 5 pilaster, c window-bottom, d d sashes and frame. l 

1626. In fig. 857 we give section of base of bay window of the house of which 
in fig. 71 we give an elevation: u a stone, b b brick, c c batton, d d skirting, 
e sill, f the sash. 

1627. In fig. 858 we give section of part of lower and part of upper bay 
window of the elevation in fig. 71 : © sash, b oak sill of upper or bedroom 
window, c stone mouldings, d brickwork, e brackets 14 inch thick, f joists, 
و‎ pitch pine boarding, A sash of lower window. 


Fig. 858. 


PLAN OP MULLION OF WINDOW OF FARMHOUSE IN FIO. 07— 
GOALL, l INOH TO THE FOOT. 
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1628. Section THIRD— ron combined with Brick or Concrete—Fireproof Con- 
struction.— We shall now describe the methods of making flooring fireproof by 
the use of cast-iron girders and brick arches. This is illustrated in fig. 859, 
representing the method adopted by Mr Fairbairn during his long practice as 
an engineer. The cast-iron pillars k /, on which the girders c d rest, ure placed 
at a distance of 9 feet 6 inches apart from centre to centre—the distance covered 
by the arch being called a “ bay." A convenient length for the girders is 20 
feet, as illustrated in fig. 611. In fig. 859 the arches are composed of a brick 
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in length from a to e, or from b to i, three-quarters of a brick from e to f, or i to 
h, and half a brick from 

fto ہو‎ or h tog; the posi- Fig. 859. 

tion of the tie-rodisshown 
at the linea b. ‘““ When 
the arches are finished, 
and before the centres are 
struck, the key - bricks, 
from f to h, and also all 
the others, are wedged 
between the joints with 
thin pieces of slate, for 
the purpose of equalising 
the bearings, to prevent 
settling after the centres are withdrawn. The arches being thus secured, are 
afterwards levelled and filled up with a concrete of lime and ashes, on which is 
laid the flooring of tiles or stone flagging, as the case may be." The best and 
safest rise for arches such as now described is 1} inch for every foot of span. 

1629. Wrought-iron Beams and Concrete.—Wrought-iron beats or joists are 
rolled solid after the manner of railway bars;.a usual form is the I-shaped 
joist, as in fig. 860 at c c. The same figure illustrates Fox's patented method 
of constructing fireproof flooring, in which the iron 
joists c c stretch across the room; b b b are rough strips 
of wood bearing on the bottom flanges; these sup- 
port a layer of rough mortar, indicated by the dotted 
lines above 6. The mortar is pressed down tightly 
so as to exude from between the joints of the strips 
of wood. A key or surface is thus formed, to which rmernoor rroonno—aoars, $ ison 
the ceiling-plaster, &c., a a, adheres. Above the dud 7 
layer of rough mortar a bed of concrete d d is placed, on which is placed the 
flooring-tiles or cement. If boards are used for the floor, narrow strips or bat- 
tens of wood e e are imbedded in the concrete; on these strips the boards are 
nailed. The iron joists c c, and strips of wood 8, are thus completely imbed- 
ded in mortar, concrete, and plaster. This system is very widely used, and 
forms an exceedingly strong and fireproof floor. Where the span does not ex- 
ceed 20 feet, iron joists in the length may be used; for spans exceeding this, 
cast or wrought iron girders will require to be used; and for spans exceeding 
60 feet, columns will be required. 

1630. In fig. 618 we have given a section of a wrought-iron beam recom- 
mended by Mr Feirhairn. In fig. 861 we give a section showing the method 
of carrying out fireproof 
floors with this form of e 
beam, 9 feet 6 inches apart ay? 
from centre to centre: a a 
the columns, b b the beams 
resting on these : wrought- 
iron plates c c are riveted 
to these beams, and stretch 
in a curve, as shown in the 
figure. The haunches d d are filled up with concrete, on which the floor- 
ing material e e is placed. The iron plates cc are strengthened by angle 
irons a a, riveted as shown in the lower figure of fig. 862. A section of the 
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Fig. 861. e 
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angle iron is given in the upper figure ; the lower flange a is 4 inches wide, the 


JUNCTION OF WROUGHT-IRON 
PLATES WITH BRAMS—SCALE, 
933301338 TO THE FOOT. 


thickness + inch; the depth of central rib 52 inches, 
and thickness yy inch; the reader desirous of obtain- 
ing full information on the subject of wrought-iron beams, 
&c., should consult Mr Fairbairn’s work, On Iron Applied 
to Construction. 

1631. Wrought-iron fireproof flooring has long been 
carried out with success in Paris, and various plans for 
it are now attracting considerable attention in this 
country. Of these we now propose to notice the most 
important. 

1632. The girder or joist employed is I-shaped, as at a, 
fig. 863. These are slightly arched or cambered up, with 
a rise of ب٤ی‎ inch in the centre. They are placed at a 
distance of 3 feet 3 inches from each other—a distance of 
2 feet, however, gives greater rigidity. In the method of 
construction which has had the preference amongst the 
principal Parisian builders, the girders or joists are tied 
together in pairs, as b c placed parallel to each other, and 
at the distance above mentioned from centre to centre. 
The horizontal tie-rod d d, fg inch diameter, which con- 


nects the joists, passes through holes made in the neutral axis of the joists, 


SECTION OF WROUOHT-INON FIREPROOF FLOORINQO-—SCALE, 3 INOR TO THE FOOT. 


PLAN OF FLOORAINOG-——SCALE, i INCH TO THE FOOT. 


and is tightened up 
by nuts ee. On these 
tie-bars, cross-square 
a wrought-iron bars fff 
are hung by hooks 
at their extremities 
—these hooks being 
deep enough to admit 
of the bars hanging 
nearly on a level with 
the bottom of girders, 
as at gg; hh being 
the horizontal parts of the rods. 
There are three of these cross- 
rods between each pair of girders, 
as shown at b b, b b in plan, fig. 
864. In the plan a a are the 
joists, c c, c c the tie-rods, cor- 
responding to d d in elevaton. In 
fig. 863, m m the wooden joists, 
n n the flooring. The outer ex- 
tremities of the cross-bars are 
bent downwards, and built into 
the walls. The plaster ceiling, 
extending below the joists a8 
shown by the line o o, is formed 
as follows: A wooden platform 
is supported from below, its up- 
per surface being some 2 or 21 


inches below the bottom of joists; a coarse grout of plaster of Paris is then 
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forced up between the joists and the tie-rods. This hardens almost imme- 
diately, and upon the re- : 
moval of the platform the d Fig. 865. F 
ceiling may be finished with 


the usual coat of fine plaster. 
Wooden joists m m, m m, fig. ° |||, | ` | 
863, are laid over the gird- 

n 


ers, and above these the 
flooring is laid in the usual e 
way. 
1633. Another method is 
shown in fig. 865, where a a 
are the iron joists as before ; 
between these, square bars 
b, d d, e e e are placed, the 
ends of which are turned up 
and rest on the lower flange, 
as at cc. The length of the PLAN AND ELEVATION OF FIREPROOF FLOORINO—SCAIB,À INCH 10 THE FOOT. 
elbow or bend of the bars, as 
dd, is such as to bring its termination immediately beneath the upper web 
of the joist. Three cross-bars b placed at intervals of 1 foot each, as shown at 
e e e in the plan, and are held upright by the plaster which forms the ceiling. 
1634. Système de Mausné.—In this 
System the iron joists are employed as 
before—the distance between them being 
2 feet from centre to centre, but the tie- 
rods a a, fig. 866, are carried by wrought- 
iron clips Û b passed over the iron joists 
c c. In the left figure a side elevation 
is given: d the clip, e the tie-rod, ff the 
joists. The inventor of this system pub- 
lished some time ago a list of dimen- 
sions and prices, of which the following is a translation, given iu & popes سو‎ 
before the Royal Institute of British Architects :— 
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Depth of 


Depth of | Floor in | Weight per Iron-work Including Grout- 
Joist in uare { per 

inches. ae E Square; ir یت‎ ii 

£ s d. £ s. d 

4 Ti 370 2 19 5 3 11 5 
43 1 420 3 6 5 8 18 5 
54 8j 465 8 14 4 4 6 4 
61 9j 510 4 19 4 18 9 
74 104 605 4 17 6 5 9 6 
8j 113 700 5 12 4 6 4 4 


1635. Lorés System of Fer Tubulaire.—This system is described in Captain , 
Fowler’s Report on Civil Construction (Paris Exhibition), to which we are in- 
debted for the following materials.—The fer tubulaire, or hollow girder, is of the 
form shown at a a, fig. 867—the top b being flat, and having flanges cc. The gir- 
ders are placed at a distance of 2 feet 8 inches from centre to centre, and are 
tied together at intervals of 3 feet by flat iron bars d, riveted to the flanges c c. 
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The floor is formed of flat arches of hollow bricks e e, springing from the sides 
of the girders. The joists ff are notched into the upper part of the girders b b, 
while the flooring-boards g g are laid in the ordinary method. 
1636. For a bearing of 20 feet the dimensions are as follows: The height 
of girder from i to A, fig. 867, is 41 inches, width at top k 22 inches, at bottom 
BE l 4 inches; breadth of flange mł 
i نشی‎ inch. The thickness of the sides 
n n 48, inch, of top k and flanges m m 
zy inch. The width of the flat tie- 
bars d is 2 inch, their thickness 
Yo inch. i 
1637. Girders of this section are 
said to possess the following ad- 
vantages over those used in figs. 
863, 865, and 866—“ first, with 
equal weights they give a strength 


y" k- or resistance nearly double, as 
LORŠ'S 522۷ھ‎ OP FIREPROOF FLOOKINO—S0ALE, $ DON ascertained by the following ex- 
ع‎ ۶ periment: A girder of this form, 


20 feet in length, 42 inches in depth, and weighing 9.5 lb. to the foot, deflected 
2.34 inches with a load on its centre of 3 tons. A girder of the I form, 20 feet 
long, 84 inches in depth, and weighing 16.9 lb. to the foot, deflected 2.49 
inches with the same weight. Again, on the score of economy, a floor of 20 
feet square, calculated to bear a weight of 200 lb. on the square foot, er- 
clusive of the cost of flooring, costs in Paris £9, 68. 10d. per square, includ- 
ing everything, when executed with the I rolled iron girder; and a flor 
similar in all respecte, but having the girder fer tubulaire substituted for 
the I, costs but £7, 9s. 5d. per square. Another great advantage that this 
form of joist over that in ordinary use in Paris has, is that it does not require 
any strutting; while the I girder requires lateral pressure to such an extent 
that it is said not to be employed to the best advantage unless absolutely filled 
in either with hollow brick arches or plaster, more than one-half of its strength 
being dependent on its lateral rigidity." 

1638. With reference to the utility of the Parisian methods of constructing 
fireproof flooring, Mr Fairbaim—no better authority—in describing a method in 
which the I girders are used, as in fig. 866, with the hollow brick arches, as in 
fig. 867, says, “ This description of building is in general use in Paris and other 
towns of France, and viewing it as a permanent fireproof structure, I should 
earnestly recommend its adoption in this country." 

1639. In fig. 868 we 
give & system of fire 
proof flooring patented 
by Mr C. Cheyne, C. E, 
of 34 Great George 
Street, Westminster, 
London, in which mal- 
leable iron corrugated 
plates are used in con- 
junction with iron beams 
and concrete filling in. 
“Fig. 868 is a section 
of a floor parallel with the joists, and transverse section of same. The 
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jeists a a, a a are of rolled iron, the proportions of which are calculated, and 
depend upon the strength and area of floor to be supported. In this figure 
they are represented 44 inches deep and spaced 2 feet 6 inches apart, and 
are calculated for a floor with 15 feet bearing, and having a load of 50 lb. 
per foot superficial, Plates of corrugated iron 5 rest on the bottom 
flange of girders, to which they are riveted; these sheets may be either flat 
when the floor ig light, or cambered if additional stiffness is required in either 
case. The sheet-iron would cover the entire ceiling, through which it would 
be impossible for flames to pass. Concrete c c would be filled in above the 
sheets, and the floor would be either boarded or laid with cement according 
to the purpose for which it was intended. If the under side is to be ceiled, the 
inventor uses a wirecloth stretched from joist to joist, and plaster is laid on 
that in the ordinary way." 

1640. Bunnett's Fireproof System of Floors and Roofs.—In this system hollow 
or cellular bricks are employed in conjunction with iron tie-rods. The bricks 
lock into each other on all sides, and are laid to break joint. Each brick 
receives the support of six adjoining ones. A cross section of a brick is 
shown in fig. 869, and in fig. 870 a longitudinal section. The ends of the arch 


CROSS SECTION OF CELLULAR BRICK AROCHe— 
i PULL SIZE. LONGITUDINAL BEOTION OF OELLULAR BRICK AROH-— 
FULL SIZE 


formed of the bricks are bedded, in the direction of the thrust, in strong angle- 
irons, as seen in fig. 871. "These angle-irons are kept in their places by ten- 
sion-rods passing through the bricks, as in fig. 871, or under them, as in fig. 872. 
Floors of wood, cement, or tiles may be laid on the arches. 


Fig. 872. 
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PART SEOTION CF YIRKPROOP FLOOR, 
SUOWING TIN-RODS PASSINO THROUGH 
CELLULAR BRICK8—SCALE, } ince 
TO THE FOOT. 


SECTION SHOWING TIR-ROD PASSING UNDER CELLULAR 
BkICES—SCALE, $ UK 10 THE FOOT. 


1641. Section Fourta—ZIron combined with Wood, Slate, or Zinc. 
1642. Roof Covering of Wood.—In fig. 873 we illustrate the method of fixing 
the wood purlin a to the rafter b b—angle-irons c c being riveted to the upper 
flange of rafter, and spiked to the purlins; d d the wood planking. 
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1643. A satisfactory mode of covering an iron roof is to place wooden board- 
ing on the flanges of the rafters, and on these boards laying sheets of galvan- 
ised iron. This affords a roof which maintains a uniform temperature in the 
building. 

1644. Roofs with Slate Covering— Where slates are used as the roof covering, 
they are placed in wrought-iron angle-laths, as a 5, fig. 874, these being riveted 


Fig. 873. 


Fig. 874. 


e 
FIXING OF SLATES WITH IRON ROOP—SOALE IX FIG. 0). 


JUNCTION OY WOODEN PUKLINS WITH IRON 
RAFTERS—OGCALE 1X FIG. 657. 


to the upper flanges c d of the rafters. These laths are placed at such distances 
as to give two to the width of each slate. The slates e e e are secured by copper 
nails, these being clipped over the laths and laid on their lower flanges. 

1645. When queen’s slate, 27 inches wide, is used in conjunction with iron 
laths, the size of the laths, when the rafters are placed 5 feet apart, and the 
laths 12 inches distant from each other, is as follows :—Length of each side of 
the angle-iron 1} inch; thickness, “ number eight” wire gauge. For princesses 
and duchess slate, 24 inches wide, the length will be 14 inch, and thickness, 
“ number nine” wire gauge—the distance between each lath being 10} inches. 
Where countess slate is used, 20 inches wide, the size of each side of the lath 
—the distance between each being 84 inches—is the same as the last case. 
The weight per square of 100 feet su- 
perficial of laths, 1 cwt. 2 qrs. 25 lb.; of 
corrugated iron, 3 cwt. ; of queen’s slates, 
T cwt. 2 qrs.; of zinc, 22 ounces to the 
square foot, 147 lb. Plain sheet-iron, 
number twenty gauge, 1 cwt. 1 qr. 18 lb.; 
1j-inch boarding, 4 cwt. 1 qr. 24 lb. 

1646. Roofs with Zinc Covering.—In 
figs. 875 to 885 we illustrate the me- 
thods of fitting up zinc-covered roofs, a 
species of covering well adapted to sheds 
and other agricultural buildings. The 
system we have illustrated is that re- 
commended by the “Veille Montagne 

JOINING RAFTERS OP TRUSS FOR SINO COVERING. Company á (12 Manchester Buildings, 

Westminster Bridge, London), so well 
known for the improvements they have introduced in the manufacture and uses 
of zinc for constructive and decorative purposes. 


Fig. 875. 
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1647. In fig. 875 we illustrate the method of joining the rafters of the truss 
in fig. 876, adapted for sheds, &c.: a a, a a, fig. 875, are the rafters, butting 
against and bolted by A A to the ridge-pole c c of wood or iron; 5 6 a binding 
piece, the same breadth as the rafters, bolted to them by the bolts and nuts as 
shown at b b; d d shows the position of the eyes to which the upper ends of 
the bolts d e, fig. 876, are connected. 

1648. In fig. 877 we give the plate uaed for connecting the ends of the two 
tie-bolts and the strut which meet at points, as f and g, fig. 876: a b, fig. 877, 
is the plate; c e the bolt-holes for the tie-bolts; d the bolt-hole for the strut. 
A section is at f g, the bolt-holes at A i j. 


Fig. 877. 


Fig. 876. — 


SKELETON TRUSS FOR SHED. 


PLATE CONNECTING THE ENDS OP TIB- 
BOLTS AND STRUTS. 


1649. In fig. 878 we give views of the termination of the struts and tie-bolts, 
where they are jointed to the plate a b in fig. 877: a b, fig. 878, is a side view, 
dca front. The plate a b, fig. 877, is inserted in the part d, fig. 878, and 
secured by bolts and nuts. The upper termination of the bolts d and e, fig. 
d are jointed in the same manner to the eyes d d shown by the dotted lines 
In fig. 875. 

1650. Fig. 879 illustrates the method of riveting the struts to the rafters: 
a the section of the rafter, b d c the projecting snag, riveted by the rivets e e 
at right angles to the line of rafters; gg is a side view of the rafter, A h rivets, 
of the snag f, with bolt-hole i; a plan is shown at k k, the under side of rafter; 
l the snag, m n the rivet-holes. The ends of the struts, of same diameter as 
the tie-bolts, are jointed in the manner illustrated in fig. 878. 


Fig. 878. Fig. 879. 


11 


TERMINATION OF STRUTS AND 
TIE-BOLTS. 


RIVETING STRUTS TO RAFTERS. 


1651. In fig. 880, at a a we give a section of the wrought-iron rafter used, 
with a method of attaching the sheets of zinc which forms the roof covering. 
The ends of the sheets b b are turned up at right angles, and laid against 
the sides of the rafter; a “cap ” c c, goes over these, and is secured by the pin 
d. lt will be observed that the joining of the sheeta of zinc will be waterproof, 
as well as admitting of “free expansion." This system of “ free expansion” is 
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illustrated in fig. 875, where g g are the sheets of zinc covering the roof, ¢¢ 
the cap, secured by the pin f. 

1652. The system is also illustrated in fig. 881, showing the method of mak- 
ing the termination of the sheets along the length of the roof. The following 


Fig. 880. 


d 
ا‎ db. c 


ATTAVBING SHEETS OF ZINO TO 
WROTOMI-1ROM RAFTERS. FIXING SHEETS OF ZINO TO WOODROLLS 


are the directions for fixing the sheets with wood rolls, as a, fig. 881: If there 
is a gutter provided, it should be fixed first, made of the full length of tbe 
sheets—the ends to be well soldered together; one side of the gutter to cover 
about 3 inches of the slope of the roof, the other side to be brought down 
against the wall-plate, and bent up to any desired size and shape, as at c © 
On roofs where there is no gutter, the workman begins by nailing on the lower 
edge of the roof a stout band of zinc, called a ** welt," projecting about 1 inch. 
The gutter in the one case being fixed as before described, and the welt in the 
other where there is no gutter, the work proceeds as follows :— The wooden 
“rolls” a, fig. 881, are nailed to the wooden boards of the roof, at equal dis- 
tances from each other. When 32-inch sheets of zinc are used, the distance 
between the “rolls” should be 29 inches, and so on; “double clasps” bb, 
are fixed beneath the “rolls.” The sides of the sheets of zinc covering the 
slope of the roof are bent upwards at c c, and rest against the side of the 
* double clasps” 6 b. The lower end of each sheet is carried down into 
the gutter, or passed under the welt, thus preventing the rain from passing 
between the sheets of zinc and the boarding. After the sheets are thus 
fixed, the upper end of the double clasps 5 b are bent over the ends of the 
Fig. 882. 4 sheets c c, thus making a water-tight and er- 
pausive joint. 'The method of joining the sheets 
in the direction of the breadth of the roof— that 
is, from the wall-plate to the ridge—is illus- 
trated in figs. 882, 883. Let a a, fig. 882, re 
present the boarding, d d the first sheet laid 
down as above described—the upper edge of 
this is bent as shown—the lower edge of the 
next succeeding sheet c being similarly bent— 
the two embracing each other freely, as shown 
between d and c. To fix each sheet to the roof 
independently of the others, and to allow ot 
free expansion and contraction, the doubled-up 
JOINIMO SHEETS OF 2TXO FROM WALL-PLATE end of each sheet is kept by iwo clasps nailed 
TO RIDOR. to the boarding, as b, fig. 883. The spike d, 

or spike e, fig. 882, passes through a slot made in the clasp, which allows of 
free expansion. The fixing of the “cap” d d, fig. 881, with the pin e, finishes 
the operations. The caps should weigh 2% ounces to the square foot; they 
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should be laid loosely on the roll, and cover the sides of the sheets at least 1 
inch. The caps are fixed by galvanised screws, and finally soldered over to 
prevent the admission of water. Where the fall or slope of the roof is less than 
20 degrees, the ends of the sheets should be soldered together, instead of being 
folded as described. The method illustrated is intended for wooden roofs, 
where the zinc is laid on boarding in flat sheets. Where iron rafters are used, 
corrugated zinc is adopted—no boarding being required ; or flattened sheets 
may be used, each sheet having a slight convexity or curve given to it, 
which gives them sufficient strength to allow of walking over them. The foot 
of each rafter a b, fig. 884, is expanded, and bolt or spike holes made in the 
expanded parts c c, by which the rafter is nailed to the wall-plate. 

1653. In fig. 885 we show the method of joining plates of corrugated zino 
together. A roof formed of this material is at once very strong and very light. 


Fig. 885. 


EXPANDED FOOT OF RAFTER. 


JOINING CORRUGATED FLATES OF ZINO TOOBTEER, 


1654. We here give the relative costs of roofs of same size, covered with 
slates and with zinc—the trusses being composed in both cases of timber, the 
zinc fixed on the system illustrated in figs. 881, 882, and 883 :— 


BLATE ROOF. 
44 cubic feet of timber, at 3s,  .. : P £0 12 0 
589 square feet of rough boarding, at 3d., i ; 7 7 8 
550 مہ‎ , Blating, countess, at 3d, : 617 6 
234 - » 4-b. lead for gutters, at 1s. 10d., : 26 0 8 
91 و‎ » 4-b. lead for the ridges, at 1s., . 5 411 0 
£51 8 6 

ZINC ROOF. 

30 cubic feet of timber, at 3s., ; r : £410 0 
507 square feet of rough boarding, at Bd., . : 6 6 9 
456 ہر و‎ 22-ounce zinc for the covering, at 6d., 5 11 8 0 
220 , » 24-ounce for the gutters, at 64d, 519 2 
£28 1 


These estimates do not include the cost of repairs. In this respect the zinc roof 
has great advantages over the timber and slate roof. 
2a 
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1655. Putting the cost of a zinc roof with iron rafters and curved flattened 
sheet-zinc at £25, 78., the cost of a timber and slate roof would be £58, 17s. 11d. 
Stating the cost of a zinc roof with iron rafters and corrugated zinc as in fig. 
885 at £4, 3s. 6d., the cost of the same extent of slate and timber would be £10. 


DIVISION FOURTH— MISCELLANEOUS APPLIANCES. 
SUBDIVISION First—F'tttings of the Workshop. 


1656. Section First—Tools of the Joiner.—The distinction between the two 
operations of Carpentry and Joinery may be simply stated, In carpentry, the 
framing and erecting of heavy timbers for the purposes of floors, roofs, partitions, 
&c., is the principal business ; in joinery, the making and fitting up of external 
and internal furnishings—as door-cases, doors, windows, window-frames, &c.— 
are the operations to be performed. In both, however, there are many common 
operations, which differ only in the fact that, for the purposes of joinery, they 
may be on a smaller scale than when required for those of carpentry. In 
general all timbers used for carpentry are left rough as they come from the 
operation of the saw or the axe; while in joinery, all exterior surfaces are made 
smooth and uniform by appropriate instruments. The tools required for the 
simple operations of joinery to be carried out on a farm-steading, may be 
enumerated as follows: the “ ripping-saw," for cutting up heavy planks—the 
teeth in this are 96 to the foot, or 16 to the two inches; the “ hand-saw," for 
ordinary work, 45 teeth to the foot; the ‘“‘sash-saw,” for cutting fine work, 
with a brass back—it has 156 teeth to the foot. For cutting dovetails, a small 
saw, having 180 teeth to the foot, is used. Tenons may be cut out by means 
of the “ sash-saw." A long, thin, and narrow saw, termed a “ key-hole saw,” 
having no back, and useful for cutting out holes in wood: a size as follows will 
be useful—length 12 inches, breadth at point + inch or j&ths, breadth at handle 
3 inch. The planes used in joinery are very numerous. The “jack-plane” is 
used for taking the rough surface off the timber to be smoothed in surface. It 
is used by taking off as much as can be taken in by one arm-stretch —the work- 
man beginning at the near side of the plank, and gradually taking off the rough 
across the breadth of the plank. On a part of the plank within arm-reach be- 
ing done, the workman moves farther along, until the whole surface is acted 
upon. To bring this surface properly smooth and to a level, a larger and 
heavier plane is used, termed the “trying-plane.” Shavings are taken off with 
this the whole length of the plank. To test the level of the surface, a straight- 
edge (that is, a piece of wood about 18 inches long, 4 inch thick, and 2 inches 
broad, having one edge perfectly true and square) is laid across the face, and 
the workman looks along the plank, where the straight-edge is lying on it: all 
inequalities are then easily observed, and are to be reduced by the plane. As 
the edges of the plane are generally accurately cut, the workman sometimes 
tests the “truth” of the surface of the work by laying the edge of the under 
side of the plane acress the face of the plank. The “hand or smoothing plane” 
is used for giving a final truth and smoothness to the work, and for finishing up 
small work. It is used with both hands in some operations—with only one in 
others. It is much shorter than the two others, being about 7 inches—the 
length of jack-plane being 18, and that of the trying-plane 22 inches. For 
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making varieties of mouldings, “ moulding-planes" are used; but as the opera- 
tions are rather difficult, and not much required for ordinary work, we do not 
here describe them. The farm workman should, however, provide himself with 
a “rebate-plane " for forming rebates on the edges of planks, framing, &o. The 
nature of a rebate we have already described. The “plough” for sinking a 
“ groove," and the plane for making the “ tongue," are also required. Chisels 
are numerous; but the “ paring-chisel,” of various sizes, from } inch in breadth 
to 1 inch, will be all that is necessary. The “mortise-chisel” will also be 
necessary. “ Gouges ” are circular chisels, and are used for making hollows : 
they are of various sizes. Small holes are made by “ brad-awls ” and “ gimlets ; ” 
they are of various sizes. Circular holes, of larger diameter, are made by means 
ofa “ brace ” and “bit; ” the bits are of various sizes. Screwdrivers of various 
sizes will be required; as also “hammer,” “ pincers,” or “pliers.” To assist 
the workman in marking off a line on a plank, parallel to the edge, and at any 
distance required, an instrument termed the “ gauge” is required. This may 
be made by the workman, according to fig. 886. A piece of hard wood d d, 
some 6 or 9 inches long, is provided, 
and properly squared up; at one 
end, within 4 inch or so, a nail is Ip 

driven so as to project about } inch. | d 

This is sharpened to a point. A H 
piece of wood, a a, 14 inch square, NL 

and 1 inch thick, is provided with 5 SAN 

an aperture b, 2 square, having on N 3 

one side a small mortised hole c مہ‎ a 

cut in it, about t or 8 broad and ELEVATION AND 8EOTION OF OAUGE—SCALE PELIS. TO THE TNOH 
deep. This piece a a is passed 

over d d, as e, and can be secured at any part by means of a small wedge /; 
passed into and driven up the mortised hole c. By means of a rule, the distance 
between the point of the nail and face of e may be arranged as required ; and 
by putting the face of e to the edge of plank, and drawing it along, the point of 
the nail will draw a line on the face of the plank, at a distance from its edge, 
corresponding to the distance of the nail from face of e. A “ mortise-gauge " 
will also be useful. This gauge has two “marking points," which can be set 
at any distance apart, and used to give two parallel markings in the centre of 
the edge of a board. When the rebate is made on each side of this central 
place, the tenon will be formed. 

1657. For the purpose of assisting the A c 
joiner in his various operations, the 
" bench" is an indispensable requisite. 
This may be described as a species of framed 
table, having a level top, and a side-board 
perforated with holes, about 1 inch diameter, 
as in fig. 887. It is provided with a wooden 
closing-jaw and screw at one end, by which 
the, plank to be operated upon is firmly fas- 
tened. Instead of a screw a wedge may be 
used, as in fig. 888: a a is the top of the 
table or bench; 5 c the part in which the 
wedge is placed; d the wedge; the board e 
(of which the upper edge is to be planed) is placed close to the side of the 
bencb, one end being secured by driving in the wedge d, the other end rest- 


Fig. 886. 


ELEVATION OF PART OP JOINERS BENCH. 
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ing upon a pier f—shown separately at g— which is passed into one of the 
holes made in the side of the bench. In fig. 887, which shows part of the side, 
a is the part into which the wedge b is driven, tightening up the board c, 
and which is further supported by the pin d. 

1658. Tressels or Horses, for supporting planks while being sewn asunder, 
are useful. In fig. 889 the board a a rests upon the two tressels b b, a side 
view of which is shown at c. 


JOINER'S TREGSELS OR HORSES. 


PLAN OF PART OP JOINER'8 BENCH. 


1659. Claw-Hammer.—The hammer used for driving and extracting nails is 
illustrated in fig. 890. 

1660. Grindstone. — 
In fig. 891 we illustrate 
a convenient and cleanly 
| form of grindstone, the 

j framing a a of which is 

| | of cast-iron. The stone 
ع0ٗ.‪‪ه‪01‎ is covered with a casing 
| ۱ 7 b b, leaving part only of 

| I the stone exposed, as at 

| c.  'This arrangement 

| 


Fig. 890. Fig. 891. 
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stone is caused by the 
GRINDSTONE. operator on the pedal 
dd, through the medium of the connecting-rod e acting on a crank. The form, 


as here illustrated, is manufactured by Messrs Ibbotson Brothers & Company, 
of Sheffield, tool-makers. 


CLAW-HAMMER. 


1661. Section Seconp—Tools of the Mason.—The tools of the mason may be 
described as the mallet, the chisel, the trowel, the plumb-rule, and the square. 
A few notes as to the more simple operations of the mason in which these tools 
are used, may be found useful. The tools used are chisels, with the cutting 
edges of various sizes, from about } inch broad up to 2 inches. A “mallet” is 
used for striking the chisels, of the form of a parallel section of the lowest por- — 
tion of a cone, with a short handle. Short, flat-faced, heavy hammers, with — 
short handles, are now much used by hewers, especially for hard stones. In | 
bringing a stone, say for a fire hearthstone, or the tread of a step, toa flat | 
Surface, two chisel-draughts are made at one side and the end of the stone, 
somewhat like what is termed in joinery a rebate. These rebates are made | 
perfectly flat, which is tested by placing a straight edge. Every part of the 
stone should coincide with the under side of straight edge. A diagonal chisel- . 
draught is then made, connecting the ends of the side and end draughts pre- 
viously made; another diagonal draught is made, crossing the first diagonal, 
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and meeting the angle of the end and side draughts. All these being made as 
near as possible of the same depth, on the spaces between the draughts being 
blocked out, a comparatively flat surface is obtained. This is brought as flat 
as required by the use of the square ; or the level of the surface may be tested 
by using two straight edges of equal depth, thus: place one along an edge or 
arris of the stone, and on the opposite one the other straight edge; by looking 
over the upper edge of the one straight edge, if the upper edge of the other 
coincides, the surface is level. 

1662. Masonry is built with the aid of scaffolding, supported by two sets of 


standards, the system of putlogs not being admis- a si 
g. 892. 


sible as in brickwork. In fig. 892 the mason and pm 
bricklayer's trowel i8 shown, 7 inches long in the — 
blade a; 5 in the handle c; und 14 inch return <La 

at b. In fig. 893 the plumb-level is shown. This ےن2‎ 


is used to ascertain whether any surface, as a course 

of brickwork or masonry, is level. It is laid on the surface, as a b: if it is not 
level, the plummet f 
will not hang vertically 
down in the opening e, 
the cord by which it is 
suspended from d not 
coinciding with the line 
drawn on the board 
from the point of sus- 
pension d at right an- 
gles to the line of base 
a b The plummet 
f will coincide with the 
line d e on the board,  , 
when the level rests on a 
the dotted base line a c. 

The spirit-level is used for the same purpose as this instrument ; 
it need not be here described: suffice it to say, that when laid 
on the wall, if level, the "*air-bubble" will be exactly in the 
centre. The plumb-line for adjusting vertical heights, as posts, 
&c., is shown in fig. 894. It consists of a flat board ab, down the 
centre of which a plummet d hangs ; the line drawn from c to d is 
at right angles to the end 5, the sides being parallel to this line. 
Suppose it is required to test whether an upright post e e of a “ frame-house ” is 
vertical, the side of the plumb-line 6 is applied to the side of e e ; if it is verti- 
cal, the cord by which the plummet d is suspended will coincide with the line 
marked from c. An aperture should be made in the face of the board where the 
plummet d hangs, the centre of which should be at the end of the line from c. 


Fig. 893. Fig. 894. 
c 


a 


MABON'S LEVEL. d 


MASON’S PLUMB LINE 


1663. Section THIRD— Tools of the Smith.—The appliances to aid the workman 
in this department of the mechanical arts with which it will be necessary to be 
provided, are the anvil, tilt or sledge hammer, hand hammer, a variety of swages, 
&c., for making round bolts, and bellows or fanners. The construction and ar- 
rangement of the forge is so well known that illustration ofitis unnecessary. It 
closely resembles the forge in fig. 898; with this difference, that a pair of bellows 
are substituted for the fanner there shown. Portable forges in frames, with wheels, 
are now much used, and can be had at a moderate price. Forges with fanners 
in place of bellows will be found so efficient, that we here illustrate that mode 
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of construction. In fig. 895 we give a side view of “ concentric fan," drawn to 
a scale of 2 inches to the foot. Two sides a a, e e are constructed of j-inch 
wood, or of sheet-iron, with holes d, 2 or 3 inches diameter, to admit air to 
the interior; the extreme length of the sides is 18 inches, tapering to inch deep 
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at ee; f shows the front of blowing aperture, the sides of which are kept apart 
a distance of 2} inches, throughout their whole length. Across each opening 
a piece of brass Û b, # inch wide and } thick, is fixed. In the centre of this, 
corresponding with centre of circle d, a hole is bored to admit the spindle on 
which the arms of revolving fan are fixed. On one end of the spindle a small 
pulley, 14 inch diameter, is fixed; this is turned by means of a band n n passing 
round the large pulley A. Fig. 896 is a view of the central spindle a: a boss, 
or part longer in diameter, as b, is forged upon the spindle; 
into this holes are bored, as c c c c, which are screwed with 
a small “tap” (a set of which should be procured); into 
these holes the arms or blades of the fan k, fig. 895, are 

. screwed, the end of blades being made circular, and screwed 
with a "die" corresponding to the “tap,” which is used 
for the holes c, in fig. 896. In place of having the fans re- 
perans or raman — VOlVing Concentric to the case, as in fig. 895, the fanners will be 
more efficient, and a steadier blast kept up, if the blades revolve 

eccentric to the case, as by ab cin fig. 897. In fig. 898 an arrangement of a forge 


Fig. 898. 


XCOEMTRIC PANNERS FOR FOROS. 


POROE WITH VANNRRS. 


adapted for the use of the fanners is shown: the wheel for giving motion to the 
fan is fixed on a frame f, at the back of the forge, on the top of which the fan 
is placed. The large wheel is put in motion by a treddle g and connecting-rod A, 
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as in the knife-grinder's wheel, the upper end of the connecting-rod being con- 
nected with a pin inserted into the face of the wheel, at some distance from the 
centre of its revolution: a is the body of the forge, of brickwork; b the flat 
flagstone in which the firec is made; d the iron hood placed over the fire, con- 
ducting the smoke to the chimney e. 

1664. Apparatus for Boring Holes in Metal.—Holes are bored in metal by a 
simple contrivance known | 
as the * brace," delineated 
in fig. 899. It is formed 
of iron, about 1 inch in 
diameter—the upper part a 
being brought to a point, 
which revolves in a small 
hole punched in the under 
side of a bar of iron b of 
considerable length, one 
end of which is inserted in 
& hole in the wall above 
the bench in which the 
operation is conducted, an 
assistant pressing on the — "#408 ron pmruio morze 1a 
otherendc. The drill d is 
inserted in the square hole made in the lower part 
of the drill at e; a piece of thin sheet-iron f is 
passed round the brace at the bend—this, being 
loose, allows the brace to revolve within it, thus 
saving the hand of the operator, and making the 
turning easier. A small indentation is made in the 
piece of metal g in which the hole is to be bored. 
Instead of using the lever €, to give the pressure  xrxvariow or BOREW-FRAME FOR BORING 
on the brace and boring bit, the screw apparatus BRAOE—SCALE, l INCOM TO THE POOT., 
illustrated in fig. 900 may be adopted with benefit. In this a a is the frame, 
provided with a series of apertures in the upper part. The part b—on which 
the piece of iron c, to be operated upon, rests—is made hollow, às shown in 
plan at d. The screw e, which gives the pressure on the brace J, passes 
through the eye و‎ of the arm ب۸‎ the end i of which is provided with a slotted 
head, which passes over the upper arm of frame a, and is maintained at any 
desired height by a pin passing through the apertures in the head i and arm a. 
A plan of the arm ۸ is shown at k. 

1665. Ratchet Braces.—In places where the brace, as in the last illustration, 
cannot be used, owing to the confined space in which it may be desired to 
operate, and in which the brace has 
only space enough to give & part re- 
volution, the ratchet brace, fig. 901, is 
used. The pressure is put on at the 
point a by a shifting screw, as e in 
fig. 900; or a lever, as c in fig. 899; 
the boring tool is inserted in the part b. 
The handle c is moved through a part 
only of its revolution; the click d, 
engaging with the ratchet e, keeps turning the boring bit always in one direc- 
tion. This is manufactured by Ibbotson & Co., Birmingham. 
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IBBOTSON'S RATOHET BRACE. 
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1666. Fenn's Ratchet Drilling Brace.—In fig. 902 we give a plan a b and 
section c d of the ratchet brace invented and manufactured by Joseph Fenn, 
of Newgate Street, the well-known tool-maker. In this the catch-wheel ¢ is 
placed within the 
bar of iron a b; a 
slot is cut in the 
lever to admit of 
the sliding catch f. 
The greater the 
strain on the lever 
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PLAN AND SEOTION OF PENN'S RATCHET BRACE. wheel € and which 

is driven up by 8 

spring at the back. In this brace the catch-wheel e is the entire width of the 
lever—thus rendering it fitter for heavy work. 

Fig. 903. 1667. Boring Drills.—In fig. 903 we give forms 


Pas of bits a b c. If the cutting edges, as at b, are 
made too acute, they are apt to break off ; if made 
: b : obtuse, as at c, they will be stronger, although 


they will not cut so quickly as in the more acute 
BORING DRILLS—-HALF S12E. form at b. 
1668. Screw-Stocks.—Screw-bolts are made by screw-stocks. Stocks for 
small screws are shown in fig. 904; a shifting stock in fig. 905. Tape for 
making screw-nuts are of various sizes. 


€ 


74 


Fig. 905. 


Fig. 904. 


UHREW-STOCKES. . 
* diss 1B8BOTSON © SCAEW-BTOCE 


1669. Keys or Spanners.—In fig. 906 we illustrate various forms of keys 
Fig. 907. manufactured by lb- 

botson & Co., Birming- 
ham : a b are keys to 
embrace nuts of deter- 
minate sizes. Keys 
or shifting spanners, 
are shown at cd; by 
turning the handle ¢ a 
screw is operated upon, 
by which the jaws f 
2 3 are made to recede 
VARIOUS FORMS OF SPAMMERS OF SCREW-EEYS. : from, or approach to, 
RIVETING HAMMER. موم‎ other, as desired. 
1670. Riveting Hammer.—A small riveting hammer is illustrated in fig. 907. 
1671. Portable Vice.—In fig. 908 we illustrate White’s portable vice, manu- 
factured by Ibbotson & Co. In this the faces of the jaws a, however far apart, 
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are always parallel to each other; thus at all points maaring a secure hold of 
the article operated upon. 

1672. Lifting Screw-Jack.—In fig. 909 we illustrate a lifting-jack manufac- 
tured by Dunn of Manchester. By turning the handle a b the mitre or bevel 
wheels c d act upon the vertical screw e, on the cap of which the article to be 
raised rests. In fig. 910.we illustrate Halley’s patent lifting-jack, manufactured 
by Ibbotson & Co. 


20 ü 08 : 
E H "oam 
" 


PORTABLE VICE. 


HALLEY'S PATENT LIFTINO- 
JACK, 


DUNN'S LIFTING SCKEWVACK. 


1673. Section FounTH— Machines for the Workshop—Vertical Saw Frame 
for Cutting Balks or Trees into Planks As an apparatus of this kind may 
be economically used on a large estate, where home timber is extensively 
obtained, we deem it right to give an illustration of it. We are indebted 
for this to the manufacturers, Messrs Wm. Dray & Co., of London Bridge, 
London. In Plate XIX. we give, in fig. 1 an end, and in ‘fig. 2 a side, eleva- 
tion of the machine. In fig. 1 the vertical saws a a, which operate upon the 
balk or tree b, are fixed in the upper and lower frames c c, which have a ver- 
tical up-and-down motion given to them by the connecting-rod d, to which 
motion is imparted by the crank e, fitted to the horizontal shaft f, receiving motion 
from the steam-engine, or other prime mover, through the medium of the fast 
and loose pulleys g. The fly-wheel A is fixed on the shaft to equalise the 
motion. ‘The shaft revolves in the pedestal : 7, fixed to the brick foundation k 
k; lithe uprights or standards, in which the frames c c, supporting the saws a 
a, slide up and down. Motion is given to the tree m m, fig. 2, so as to keep it 
up to the action of the saws in manner following : The tree m m is secured to 
the travelling frame n n by the set screws o o. To the under side of the frame 
nna rack p p is fixed; with this engages a small pinion, receiving motion 
through the medium of the ratchet wheel r, fig. 1. This receives a rotatory 
motion in alternate or intermediate movements by means of a click or pawl 
taking into the teeth of the ratchet wheel, and which pawl receives an up-and- 
down motion through the lever s and eccentric t. 

1674. Iron Bench Circular Saw.—In Plate XX. we give various views of a 
circular saw frame, to scale, as manufactured by Messrs E. R. & F. Turner of 
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Ipswich. In fig. 1 is an elevation; fig. 2 a plan; fig. 3 part section, through 
line 1, 2, fig. 2; and fig. 4 section, through line 3, 4 in fig. 2. The circu- 
lar saw a a, figs. 1 and 2, is 27 inches diameter, and is calculated to cut up 
timber into planks 10 inches in depth. The spindle 5, fig. 2, is fitted with 
fast and loose pulleys cd; and 
the termination ¢ is fitted to 
receive a boring bit f, fig. 3, 
which may be used for boring 
holes in timber. The timber 
to be cut is placed upon 
the table g, figs. 1, 2, 3, and 4, 
which can, by means of 8 
screw A, fig. 4, be moved 
laterally parallel to the saw, 
so the thickness of cut can 
be easily adjusted, and to the 
greatest nicety. The timber 
PERSPECTIVE VIAW OF 0 to be cut is kept up to the ae” 
١ 8 IRON BENCH VOR CIRCULAR Saw, tion of the saw by the atten- 
dant; its motion lengthways on the table being facilitated by the friction 
rollers ¢ i, figs. land 2. Fig. 911 gives a perspective view of this saw mounted 
on its iron bench. 
1675. Endless Band Saw.—In fig. 912 we give a perspective view of the 


Fig. 912. “Endless Band Saw,” 
ہے‎ as manufactured by 
١ : Messrs Barrett, Exall, 
& Andrews, of Read- 
ing, and in Plate XXI. 


figures to scale of 
the same, of which 
fig. 1 is side, and fig. 
2 end, elevation—o 
which the upper part 
is in section, as shown 
by the cross lines. The 
saw consistsof an end- 
less band of thin flex- 
ible steel a a, a © 
on one side of which 
a continuous row 
teeth is cut. This 
is stretched over two 
pulleys b b, b b, of 
equal diameter, àn 
placed in the same 
line with each other. 
The lower pulley i8 
keyed on to the shaft 
c, fig. 2, and which ie 
( put in motion by the 
ENDLESS BAND SAW FRAME IN PERSPECTIVE. prime mover through 
the medium of the fast and loose pulleys d and e. The band saw is kept in 8 
state of uniform tension and in the same right line through the medium of the 
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clip f, lever ہو‎ and weight A, fig. 1. The saw passes up a slit made in the 
table f ب‎ 4 1, on which the wood to be cut is placed. Such is the accuracy and 
precision of operation of this apparatus that timber can be cut into any form 
or curved outline. For small work it is invaluable. 

1676. Mortising, Tenoning, and Boring Machine.—In fig. 913 we give an 
illustration of this machine, manufactured by Messrs Powis, James, & Co., of 
26 Watling Street, London. When used for mortising, the handle a, with 
belance weight b, is Fig. 918. 
worked up and down; 
this gives & vertical 
motion to the spindle 
c, on the lower part 
of which the cutting 
tool d is fixed. The 
timber in which the 
mortise is to be cut 
is placed on the table 
e, which receives the 
requisite lateral mo- 
tion to keep it up to 
the tool through the 
medium of the rat- 
chet wheel and pawl 
f, receiving motion 
from the alternate 
movement of the 
lever a b, through the 
rod g. When used 
for boring, the handle 
his used to give mo- 
tion to the bevel gear- 
ing i i. The boring 
bit ia kept to its work 
by the pressure of 
the lever a b The 
table e is adjusted, 
when the machine is ' 
used for tenoning, by 
the screws having 
lever wheels & in front of the machine. 

1677. Machine for making Macpherson's Portable Sheep- Fence.—' The machine, 
fig. 914, consists of a wooden frame 2 feet 11 inches high, and 3 feet 8 
inches wide, standing on the ground, with a driving spindle a supported on the 
top near the back, carrying four bevel wheels 6 inches diameter, which give 
motion to four pinions of 3 inches diameter, mounted on four spindles lying 
longitudinally above the frame, 11 inches apart, and supported in plummer-blocks 
fixed to cross-rails b and c. On the overhanging end of each of these spin- 
dles, towards the front of the machine, are placed four bobbins d d, formed of 
wood with sheet-iron ends, with a light frame of wood and iron embracing both, 
slipped on the spindle in front of the bobbins, and secured by nuts to a spring 
behind them, by which they may be tightened to any extent, and made to turn 
on the spindle with more or less freedom. The bobbins are sufficiently large to 
contain each about 120 yards of small tarred rope, the end of which is led over 
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Fig. 914. 


PERSPECTIVE VIEW OF MACPHEHSON'S SHEEP-FENCK-MAEINO MACHINE. 


a small pulley in the bobbin frame, and forward through its projecting arms, 
which serve to twist the two strands together and form a rope. ln front of the 
bobbins is a wooden roller e extending the whole width ef the machine, sup 
ported in sliding brackets attached to the upper rails of the frame, so as to be 
set nearer to or farther from the bobbins as may be required ; the several ropes 
as they are formed pass over this roller, and are strained by a weight or other- 
wise to keep them at a regular degree of tension. 

1678. In making the sheep-fence, bars of wood about 3 feet 6 inches long by 
$ inch square, are worked into the ropes as they are made, at distances of 4 0 
5 inches, in the following manner: The two strands from each pair of bobbins 
are tied together, forming, when drawn forward to the roller, an angular opening 
or kind of bight between the strands; and through the four openings thus formed, 
one of the wooden bars is inserted, and driven tightly into the angle of the cords 
by means of a board f, attached to a light frame g, jointed at bottom to the frame 
of the machine. The board has large openings cut in it opposite each set of 
bobbins, to give room for each pair of cords to revolve. In action, this board قا‎ 
similar to the reed of a weaver's loom, driving home the bar by means of the 
lever J, in the same way as the reed forces the warp into its place, and keeps the 
bars always in their proper position, square with the lines of rope. When a bar 
is thus inserted and held fast, tle handle ۸ of the driving spindle is turned three 
or four times, causing the bobbins to revolve simultaneously six or eight times, 
as may be required; this fixes the bar in its place, and twists up 4 or 5 inches of 
each of the four lines of rope, the bobbins being always stopped when the angle 
of the cords is in a vertical position, to admit the next bar. To keep the wood 
in its place, notches are cut in two opposite angles at the proper distances. 

1679. The fence is mado either entirely with long bars i, or with long and 
short ones & alternately; the short being 2 feet 7 inches long, and worked into 
only three of the ropes. The kind of rope used is tarred hemp, and weighs, 
when four ropes are used, 40 to 50 lb. per 100 yards of fence. 

1680. Galvanised iron wire has been tried instead of rope, and found to answer 
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well, as it is not affected by changes in the atmosphere, like the rope. The 
price of the fence is the same for both; being, according to the kind of wood 
employed, from 54d. to 74d. 
per lineal yard, inclusive of 
stakes and staples, ready for 
putting up. The weight of 
100 yards complete is about 
5 cwt. 

1681. Lathe. — A tuming- 
lathe will be found of great 
service in the farm workshop. 
For the ordinary work of the 
farm, a lathe of the usual simple 
construction will be all that is 
required — that is, with the 
single motion head-stock, with 
no back motion, and the rest 
adjusted by the screw. Some 
of our readers may, however, 
desire à more complicated ap- 
paratus, fitted to do ornamental 
as well as simple work. À lathe 
of this kind, manufactured by 
Joseph Fenn (tool manufac- 
tory, 105, 106 Newgate Street, 
London), is illustrated in fig. © 
915; it is a complete appa- 
ratus, with universal chuck 
and screw slide-rest. 

1682. Drilling or Boring Machine.—In fig. 916 we illustrate a portable 
boring machine for metal-work, which will be found of great utility, in con- 
struction as well as in repairs. A breast boring apparatus or drill-stock is 
illustrated in fig. 917. "These are also manufactured by Mr Fenn. 


Fig. 917. 
Fig. 916. | 
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SUBDIVISION Seconp— Useful Apparatus and Erections. 


1683. Section First—FPortable Caldron and Furnace.—In fig. 918 we give 
elevation, and in fig. 919 section, of the American caldron and furnace, as manu- 
factured by Messrs T. & C. Clark & Co., Shakespeare Foundry, Wolverhamp- 
ton. By the use of an arched bottom b, as shown in section a a, fig. 919, the 
fuel is enabled to be raised above the lower portion of the water in the caldron ; 
c the ash-pit, d cock. The inside of the caldron being lined with porcelain, all 
liability to rust is prevented. 
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FURMAOB. 
PERSPECTIVE VIRW OF COMBINED CALDRON AND FURNACR. 


1684. Asphalt Caldron.—In fig. 920 we illustrate this apparatus as manu- 
factured by Woods, Suffolk Iron Works, Stowmarket. It will be found very 


Fig. 920. 


PERSPECTIVE VIEW OF ASPHALT CALDRON AND GRATE. 
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useful where an extensive surface of flooring in asphalt is to be carried 


out. 


1685. Section Seconp—Fire-Engine, or Liquid-Manure Pump.—In fig. 921 
we illustrate the form of double-barrel pump, as manufactured by Messrs 
Guynne & Co., engineers, of Essex Wharf, Strand, London. The valves are 
easily got at. It may be used conveniently as a fire-engine, or a liquid-manure 
pump for distributing liquid manure. 

Fig. 921. 


PERSPEOlIVE VIEW OF FIkE-ENOINE, OR LIQUID-MANUMAS PUMP. 


1686. Double-Action Pumps.—In fig. 922 we illustrate the arrangement for 


working, by a fixed steam- engine, the 
double-action pumps, patented by Mr Hol- 
man, and manufactured by Messrs Fowler 
& Co, Whitefriars Street, Fleet Street, 
London. These pumps supply a continu- 
ous stream, delivering both at the up and 
the down stroke. ‘ Mounted on stout cast- 
iron baseplate and column, with spur-wheel 
and pinion, intermediate shaft, plummer- 
blocks, crank-pin, strap-head, slings, guide, 
and driving-drum complete, ready at once 
to connect strap from the fly-wheel shaft 
of either a fixed or portable engine, or from 
any convenient point of the main shaft. 
These pumps, thus arranged, are adapted 
for irrigation, fire-engine purposes, or for 
pumping liquid manure. The advantages of 
this arrangement consist in the facility with 
which the pump can be fixed, merely re- 
quiring to be securely bolted down, thus 
saving much expense and annoyance, be- 
sides loss of time in cutting a way for sup- 
ports. It occupies very little space, the 
supply is continuous, the whole is extremely 
simple, and the working parts are readily 
accessible. Where the speed of engine or 


Fig. 922. 


PERSPECTIVE VIEW OF HOLMAN'S DOUBLE-ACTION PUMP 
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driving power does not exceed fifty revolutions per minute, the spur-gear may 
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be dispensed with, and the pump driven direct from a 
drum. Speedy access is permitted to all the valves 
simultaneously, by the removal of a single plate, which 
can be detached with perfect facility. This sim- 
ple arrangement renders it unnecessary to disconnect 
any other portion of the pipes or gear—the inconveni- 
ence, expense, and loss of time arising from which, most 
persons in the habit of using pump work are well ac- 
quainted with. All the valves are out of the barrel, 
which permits their areas to equal that of the piston, 
and the water passages to be proportionately large.” 

1687. The arrangement here illustrated is obviously 
applicable to the working of any ordinary force-pump. 

1688. Farm Hand-Pump.—For the extinguishing a 
fires, a supply of water may be kept in a cistern placed 
at an elevated part of the steading, or it may be raised 
on pillars of considerable altitude, placed near the centre 
of the buildings. From this a supply of water may be 
taken to any part of the building by means of hose. The 
water may be supplied to the elevated cistern by means of 
the steam-pump, as illustrated in fig. 922; or the “farm 
hand-pump,” illustrated in fig. 923, may be used for this 
purpose. As a force-pump is, however, attached to this 
arrangement, it is obviously capable of being used as 8 
means of forcing a supply of water to a distance through 
flexible hose. In fig. 923 a a is the pump-well, b b the 
suction-pipe leading to the platform c, to which is sè 
cured the force-pump d ; e the air vessels; ff the pump 
rod, worked by a crank in the axle or shaft of the fly- 
wheel g, turned by the handle A. The frame ii for 
supporting the fly-wheel shaft is bolted to the bed-plate 
covering the mouth of the well. The water is forced 
up the pipe k, k k from the air-vessel e to the elevated 
cistern, or the end of the flexible hose may be attached 
to k. 


1689. Hydraulic Ram.—The ingenious contrivance known as the “ hydraulic 


SECTION OF HYDRAULIC RAM 


ram," may also be used to 
force a supply of water to the 
elevated cistern. Itis simple 
in original construction, has 
no parts liable to get out of 
order, and will work contin- 
uously for years without 
repairs after once being put 
in operation, all that is re- 
quired being a small stream 
with a few feet of fall The 
machine depends for its ope- 
ration on the momentum 0 
the falling stream, which, con- 
fined in a pipe, is led to 8 
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chamber in which valves are placed, and which act as follows: In fig. 924, which 
is a longitudinal section of a form manufactured by Messrs Gwynne, of Essex 
Wharf, Strand, London, a a is the supply-pipe, which leads the running stream 
down to the chamber Û b, bolted to the bed-plate cc. A valve d d is provided to 
the chamber b b, and which has a tendency to fall from its seat so as to keep the 
water-way open, till the stream, flowing through the pipe a a, acquires sufficient 
momentum to closeit. The velocity of the stream being thus checked, the water 
raises the valve e, which moves the reverse way of the valve d d, and enters the 
air-vessel f f, from which it is finally passed by the pipe g g, which can be led to 
any desired elevation above the level of the ram. On the water passing into the 
air-chamber f f, itis pressed upon by the air in the upper part of the vessel, which 
closes the valve e. The momentum of the flowing stream in the pipe a a and 
vessel b b being thus exhausted, the valve d d falls, and allows the water to 
escape from the vessel b b, through the valve opening, till the flowing stream 
again acquires such momentum as to close the valve d d. When this happens, 
the valve e is again opened, and a second quantity of water discharged into the 
air-vessel f f. The action thus described goes on continually, resulting in a regu- 
lar beating or pulsation Fig. 995. 

of the valves e and d d, 
each rising and falling 
alternately. 

1690. A small porta- 
ble fire-engine may be 
kept in the workshop, 
Which will be useful in 
cases of fire, and at other 
times may be made avail- 
able in cleaning out the 
byres, &c. The form 
of this is so well known 
that it is needless here 
to illustrate it. 

1691. Carrett's Steam- 
Pump.—In fig. 925 we 
give the side elevation 
of steam-pump manufac- 
tured by Messra Carrett 
& Co., of Leeds: The 
cylinder a, supported on 
two elegant side-frames 
b c, is of the inverted 
kind, and is provided 
with stuffing-boxes atthe 
upper and lower covers ; 
the piston-rod is passed 
through both ends, one 
of which is connected 
with a cross-head work- 
ing in the slotted up- 
nights d, attached to the 
upper end of thecylinder; 
to the ends of the cross-heads the side-levers e are connected, the lower ends of 

2H 
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these embracing the fly-wheel crank-shaft; the other end of the piston-rod, pass- 
ing through the lower cover of the cylinder, is connected with the pump-rod; the 
pump-rod and plunger fare connected together by two set-screws. These set- 
screws have only to withstand the strain on the up stroke, the termination of the 
pump-rod bearing on the bottom of the plunger, which is hollow, and down the 
centre of which the pump-rod is passed. The reciprocatory motion of the piston- 
rod produces the rotatory motion of the crank-shaft and fly-wheel by a horizontal 
slotted slide g g, in the slot of which a brass block, containing the crank-pin, 
slides backward and forward. The slide-valve of the cylinder is worked by the 
side-rods À, fastened at one end to the cross-head of the slide-valve rod, and at 
the other to the bell-crank lever i. This lever receives its motion from another 
lever connected to a pin placed eccentrically in the face of the revolving disc or 
plate k, fixed in the crank-shaft outside the framing. This also gives motion to 
the connecting-rod and pump-plunger of the force-pump to supply the boiler with. 
The steam delivery-pipe is at l, the exhaust at m. The supply of steam is regu- 
lated by a governor of peculiar construction, which consists of a ring of metal, 
which, as it rapidly revolves, actuates a series of levers, and through them the 
throttle-valve. The inlet-pipe to the pump is at n, the outletis ato. By simply 
disconnecting the pump, the engine can be used for any purpose required. From 
the whole machinery being self-contained, it is easily moved from place to place, 
requiring no foundation to be prepared for it; the only labour requisite to put 
it in working condition being the connection of the steam and pump pipes. 

1692. An important feature of improvement in this pump consists in the 
introduction of two accumulating reservoirs in connection with the influx and 
efflux water-passages, and a peculiar modification in the construction ofthe 
pump, these by their action producing a continuous stream of water throughout 
the whole length of the suctional and delivery pipes. It is capable of fetching 
or forcing water to any required distance and height, or depth not exceeding 29 
or 30 feet, and at a considerable velocity. In this department of engineenng 
the great object has been to work a small pump at a great velocity, and with 
effect. The water is not able to start and stop instantly in the suction ami 
outlet pipes; the consequence is, that the ram is not followed by the water, 
and a vacuum is formed beneath it; on the ram coming down, it receives an 
accelerated motion from the want of resistance— coming down into the vacuum 
—and it strikes the water with considerable force. This rapidly wears out the 
clacks, and in some instances the pump-bottom has been known to give way; 
the delivery of water, moreover, is very irregular, and the pump is generally 
incapable of drawing the water more than a few feet—far under the natural 
limit of 30 feet. All these disadvantages are apparently obviated by the form 
of steam-pump now under consideration. 


1693. Section Turro—Cranes.—A crane of simple construction, adapted for 
quarries, &c., is shown in fig. 926. It consists of a stem of wood a, 14 feet long, 
12 inches square ; a jib or projecting arm ۸ b, formed of two pieces of wood, 15 feet 
long, 10 inches deep, and 4 inches thick ; and a wooden strut c, 14 feet long, 10 
inches square. The sides of the jib b b embrace both the stem a and the strut ¢, 
and are securely bolted to them, and the bottom of the strut is notched into and 
bolted to the stem. The crane is supported by, and allowed to revolve on, an iron 
gudgeon d, fixed into the bottom of the stem, and resting in a hole in the rock, 
and by another at top e working in iron straps bolted to wooden stays—part of 
one of which is shown at f—which reach to the floor of the quarry at an angle of 
30° to 45°, and either fixed by strong bat bolts to the rock, or loaded by a pile of 
stones. There are generally two straps, which ought to be placed at right 
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angles to each other on plan. The crab, or that portion through which thé 
lifting power is applied, consists of two cast-iron cheeks g, one on each side 


of the stem, a blocking of r 
Fig. 926. 3 


wood about 6 inches thick 
being interposed on each ; 
side to make the width be- 
tween the cheeks about 2 
feet, and allow sufficient 
length of barrel to hold 
the chain. At the back of 
the stem a a spindle is 
supported by the cheeks, 
carrying at each end a 
winch handle A, and out- 
side one of the cheeks a 
pinion 5 or 6 inches in dia- 
meter, gearing into a wheel 
about 3 feet in diameter on 
another spindle in front of 
the stem, which also carries 
the chain-barrel, 6 or 7 
inches in diameter, with a l 
flange 3 inches deep at each SIMPLE QUARAY CRANE. 

end. ‘The chain è: 2 may 

be } inch diameter, which is sufficient, if of proper quality, to bear a load of 
2 tons; it passes from the barrel upwards, and over a pulley k, supported on 
brackets at the point of the jib, and is provided with a strong hook / at the 


end, for attaching the load. 
1694. Derrick Crane.—A better form of crane is shown in fig. 927. The 
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em a is of wood, 14 feet long, 12 inches square, mounted at bottom with a cast- 
n box ð, having two jaws in front, and a gudgeon c in the centre underneath, 
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and at top with a gudgeon d, supported by straps, part of one of which is shown 

at e, like fin fig. 926. A derrick f of wood, 22 feet long, 10 inches square, is 

mounted with an iron shoe or socket at top ہر‎ and another at ۸ at bottom; the 

shoe at g carries a pulley, and the shoe at À is made to fit between the jaws of 
the bottom box b of the stem a, and fastened thereto by a round bolt, forming 

a joint. To support the derrick f, an iron rod i extends from the shackle, at its 
upper extremity, to the top of the stem, where it is secured by a link and eyebolt 
passing through the stem. If it be wanted to use the derrick at different eleva- 
tions, to lift at different distances from the centre of the crane, a few large links of 
chain are formed at the end of the stay-rod next the stem, to admit of its being 
lengthened or shortened as may be required ; but as the alteration involves some 
little trouble, this form of crane cannot be recommended where frequent change 
of radius is necessary. The crab is somewhat similar to that of the crane in 
fig. 926, but as it is calculated to lift a load of 4 tons, it requires a more com- 
plex arrangement, and the introduction of what is called a double purchase. 
The driving spindle carries two handles k k and one pinion J, and is made to 
slide endways when required, so that the pinion can work either into the large 
wheel m of 36 inches diameter on the barrel spindle, or into a 24-inch wheel f. 
on the intermediate or second purchase spindle; this last carries also a pinion 
constantly in gear with the large wheel. When the pinion on the driving. 
spindle acts directly on the large wheel, the crane is said to be worked with a 
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single purchase, and when through the intervention of the 24-inch wheel and its 
pinion it has a double purchase, acting then with greatly increased power A 
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ratchet-wheel o is fixed on the barrel spindle outside the bearing, with its pall 
attached to the check for supporting the load when required to be suspended 
fora time. The chain p, sufficient to lift 4 tons, is 2 inch diameter; it passes 
from the barrel along the upper side of the derrick and over the pulley at top; 
it is supported, when slack, by two saddles or cross bars of wood fixed on the 
derrick. à; 

1695. Portable Crane.—In fig. 928 we give a sketch of a portable crane as 
manufactured by Messrs Dray & Co. of London, which requires no description. 


1696. Section FougTH— Gas Apparatus—Porter's Gas Apparatus for Farm 
Use.—4A cheap, easily-managed, and economically-worked gas-making apparatus 
for farms and rural localities has long been a desideratum. A form of appar- 
atus, manufactured by Mr T. B. Porter of Lincoln, which we have lately in- 
spected, and of which report speaks very favourably, is, we think, likely in 
many respects to meet this. We give in fig. 929 this compact apparatus, the 
principal feature of which is the ease and economy with which the retorts are 
worked—that process which, in other arrangements, constitutes the most dis- 
agreeable part of gas-making, but which, in the apparatus now under notice, 
is effected with amazingly little trouble and inconvenience. 


Fig. 929. 
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1697. The retort used, as seen in section at a, is not of uniform diameter 
hroughout its length, like the retorts usually employed, but gradually widens 
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from the front to the back. The back terminates at the top of a cylindrical ves- 
gel b, at the foot of which a tank of water is provided; into this the coke is pushed, 
in the manner hereafter to be described, where, by coming in contact with 
the cold water, it is instantly cooled, and from which it can be removed at 
pleasure. The front part of the retort is of uniform diameter for some die 
tance, and containg an Archimedean screw, which is turned by a handle c 
placed on the end of the shaft, continued through the cover of the retort. Con- 
nected with the upper part of this end of the retort is a vertical chamber d, the 
aperture of which is closed by a tightly-fitting stopper, which can be removed 
at pleasure. This chamber or hopper contains the charge of coal frem which 
the gas is to be produced. On the hopper being filled with coal, the stopper is 
put tightly in; and on turning the handle or wheel of the Archimedean screw, 
the charge is gradually transferred from the hopper to the interior of the retort. 
The charge thus delivered to the retort is allowed to remain exposed to the 
action of the fire for about one hour. The hopper is then filled a second time, 
and by means of the Archimedean screw the charge is transferred from it to the 
retort—the second charge pushing the first charge forward into the gradually 
widening space of the retort. Another hour is suffered to expire, when s third 
charge is supplied to the hopper, and transferred to the retort, pushing before 
it the two former charges. The fourth charge, which is in like manner made, 
pushes the first charge out of the wide end of the retort into the vertical cham- 
ber b, and its water-tank. The coke thus formed is found to be a harder, denser, 
and consequently more valuable kind than that resulting from the ordinary system 
—this arising, doubtless, from the compression to which it is subjected in being 
forced into the retort by the screw. In consequence of there being no escape 
of gas during the process of charging the retort—a loss inevitable in the old 
system—the quantity of gas obtained by this apparatus is greater than that 
produced by the usual arrangements ; whilst another source of increased “ make" 
arises from the circumstance that the vapours evolved from the last charge in- 
troduced must all pass along the highly-heated charge or charges which pre- 
cede it, and along three-fourths of the heated retort. Much of the tar produced 
in the old system is by this apparatus converted into gas. The purifying appa- 
ratus is of extreme simplicity, the ‘‘ hydraulic main,” the “condenser,” and “ puri- 
fier,” all being contained in one vessel e, of very limited dimensions. The upper 
part of the figure in elevation, shows the connection of the various parts—part 
only of the retaining wall fof the gasometer being shown. The cost ofthe gas 


CEuHSPRCTIIVE VIEW OF MESSRS BRIDGES AND AUHURT'S OAS-MAKINO APPARATI S. 


ISOLATED COW-BYRE. 487. 


produced by this apparatus is stated to be 4s. 6d. per 1000 cubic feet, where a 
thirty-light apparatus is used; where a sixty-light apparatus is employed, the 
cost will be reduced to 3s. per 1000 cubic feet, and as much coke will be pro- 
duced as will keep the fire of the retort-furnace going. 

1698. In fig. 930 we illustrate a form of compact “ gas-making apparatus,” 
manufactured by Messrs Bridges, Aubury, & Co., 84 Webber Row, West- 
minster Road, London. 


1699, Section Firru— Detached Erections. 
. 1700. Isolated Cow-Byre.—In fig. 931 we give the plan of a detached byre 
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PLAN OF ISOLATED COW-bIRE. 


or cow-house, showing the arrangements capable of accommodating forty- 
eight cows in double stalls. By this arrangement the stalls of twenty-four 
cows may be cleaned at one time, and the mangers of from twelve to twenty- 
four replenished from the same passage : a the double stalls, 5 the stone troughs 
or mangers, two of which are placed in each stall, 6 inches from the side, their 
dimensions being 27 inches long, 16 wide, and 8 deep; the upper edge of 
the trough 18 inches above the floor; g the gutters for receiving dung and 
urine, 15 inches wide, in which is a grating h, communicating with a drain 
leading to the liquid-manure tank; i the footpaths, 4 feet wide, from the outer 
door & to the stalls: by these paths the cows enter and leave the stalls, and the 
dung and litter are removed from them. The cooler, containing the food from the 
boil-house n, is drawn along the passage l; k the outer doors at the end of each 
path 2 by which the cows of each division enter without disturbing those of the 
others; f the windows; m the position of water-cock, from which to obtain a supply 
of water for cleansing the mangers, paths, and gutters; c the travis-boards, 2 feet 
across the mangers, and .3 feet in front of the travis-posts, from which they 
slope in a triangular form to the floor; e is the boarding, 24 feet high, along 
the heads of the stalls, over which the food is handed to the manger; the boil- 
house n contains two boilers, heated alternately ; o the store for topped and 
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tailed turnips: to keep the boil-house free from dust, the coals are kept in o, at 
the space رم‎ r the hay-house, in which is also placed the hay-cutter. At the 
other end of the byre is & large apartment, at one end of which q is used for 
storing turnips, to be given raw to such of the cows as have not calved, and 
are not in milk. At the other end of this apartment is the hay-house v, for the 
hay given as ordinary fodder. At each side of the window s t may be placed 
the linseed-crusher and oilcake-bruiser: an inside door u allows the turnips and 
hay to be taken along the passage l. The stone troughs should be made deeper 
at one end than the other, and a pipe inserted at the deepest end, by which to 
withdraw the water—this being stopped up with a plug or valve when re- 
uired. 
1701. Isolated Dairy.—In fig. 932 we give plan of an isolated or detached 
dairy, in which 
سا‎ the accommoda- 
tion is all on the 
ground - floor — 
the floor being à 
height equal to 
four steps above 
level of ground: 
a the milk-house, 
b the churn-room, 
c the cheese-store, 
d the scullery, ¢ 
the boiler-room, f 
the fuel-store, 1 
store - room for 
utensils, &c. 
1702. In fg. 
933 we give the 
ground-plan of a 
detached dairy, 
with second sto 
rey: d the mik- 
room, lighted to 
the north by the “ three-light " window b, c false or dead window, d chum- 
room, e scullery, f stairs to cheese-room g, fig. 934. 
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1703. Sheep Feeding-Sheds.—Of late years an opinion has prevailed among 
some farmers, that sheep would feed faster and better in winter in sheds than 
in the open fields. The opinion originated, no doubt, from the dictum of 
Liebig, that: the more the animal heat is preserved the more rapidly and 
better will the animals themselves fatten. Accordingly, sheds of various de- 
grees of cost have- been erected near the steading for the accommodation of 
sheep, and all the upfitting they received was generally a few turnip-troughs 
within, and a fenced courtyard on the outside for the sheep to breathe the air 
If there is any truth in Liebig’s opinion, it was worth putting to the test of 
experiment; but a few years’ trial has sufficed to determine many farmers not 
to pursue the experiment farther. His opinion is that animal heat is pro- 
duced and maintained by the carbon of the food undergoing combustion, by 
means of the oxygen inhaled. This opinion is combated by some physiolo- 
gists, and by none more strongly than Mr Lewes in his very interesting 
work, the Physiology of Common Life, wherein he affirms and proves, by refer- 
ence to facts and experiments, that animal heat arises from the action of 
oxygen on the living tissues. ‘‘ Food is warmth," he says, “ because food 
furnishes the pabulum of the tissues, and warmth is evolved in the chemical 
changes which go forward in the formation and destruction of the tissues. If 
anything is burnt, it is the tissues, not the food; our warmth comes from the 
organic processes which make and unmake the tissues.” It is therefore ques- 
tionable practice to confine within doors so warm-blooded and warmly-clothed 
animals as sheep. In either view of the origin of animal heat, the more freely 
fresh air is admitted to them, the more certainly should they preserve it. 

1704. Any of the wooden and iron sheds we have described will answer the 
purpose. If the sheep have liberty to go into a court, no subdivisions are re- 
quired within the shed, but if they are desired to be confined within the shed 
all winter, pens are required for confining them in. Suppose the shed is 18 
feet in width, a row of pens of 7 feet in depth, on each side of a passage of 4 
feet in width, will be a convenient arrangement. Wooden or iron hurdles of 
7 feet will divide the pens, and ordinary wooden hurdles of 9 feet will form a 
handy fence along their face, making each pen 7 feet by 9, which will contain 
four or five sheep, according to their size. Each pen will require a trough for 
cut turnips, and another for oilcake or corn, in front, and a rack for hay or 
straw at the back. While thus confined, the earthen floor of the pens will 
become wet and disagreeable, even with straw for litter, so that a sparred floor 
of wood seems necessary when sheep are 80 confined, that their dung and 
urine may pass from under them, and in such circumstances it is perhaps 
better they should have no litter at all. Sheep being quick-breathing animals, 
they require a large supply of air, so that their feeding-shed should be pro- 
vided with many windows, and if these are kept shut at night, ventilators will 
have to be placed on the roof. We have seen sheds for sheep fitted with pens 
of cleaned spars of wood, nicely painted, sparred bottoms, elegant troughs, and 
a wooden-floored passage between. Such erections, though neat, are costly. 

1705. Turnip-Washing.—A very convenient and ingenious mode of washing 
turnips is adopted on the farm of St Colme, near Dunkeld, belonging to her 
Grace the Duchess of Atholl. It consists of a dam of water, the issue of the 
water from which is regulated by a set of sluices. A dam may be made on 
purpose, or the water may be obtained from the thrashing-mill dam. Parallel 
rows of built drains are made from the dam down an inclined plane towards 
the steading—the drains. may be built of stone-and-lime, or of brick, or, better 
still, of glazed pipes. The lower ends of all the drains converge towards an 

iron grating of sufficient width to admit water through, but not a turnip, how- 
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ever small. The iron grating is connected with a wooden trough, the lower 
end of which is narrowed so as to allow one or two turnips to pass along at a 
time, into the hopper of the turnip-slicing machine, which is driven by power. 
The turnips, as topped and tailed from the field, are stored between the rows 
of drains. These appliances are used in this way: The water is let on along the 
drain nearest the store of turnips desired to be used. The turnips are supplied 
by women from the store into the drain one by one, through openings in it, 
which are protected by hatches when not used. The turnips running down 
the inclined drain among the water, become thoroughly cleansed before they 
reach the iron grating, over which they roll into the trough, and lastly into 
the hopper of the slicer, while the water on leaving them falls through the grating 
and is conveyed away by means of a drain. A more simple and perfect arrange- 
ment for the purpose cannot be conceived, and deserves to be imitated. 

1706. Turnip-Truck.—In modern steadings railways are becoming common 
for conveying the prepared food to the live stock in their respective apart- 
ments. At her Grace the Duchess of Atholl’s farm of St Colme is a simple 
contrivance for making a truck on four wheels turn the comer of a railway 
without the intervention of a turn-table. It consists of making the axle of the 
fore-wheels of the truck turn on a pivot at its centre below the body of the 
truck. On coming to the end of a line of rails, where their angles are rounded 
off, the pivoted axle of the truck accommodates itself to the round, and guides 
the truck quickly and easily into the adjoining line of rails. The truck retums 
back in the same manner for a new load. 

1707. Poultry-Houses.—In fig. 935 we give the plan of a detached poultry- 
house, of timber with brick bese- 
ment, which may be made of any 
desired length, and divided into 
departments for varieties of birds: 
a Steps up to floor, b space oc 
cupied by nests, d roosting-place, 
c floor. In fig. 936 is the front 
elevation, and in fig. 937 section; 
in this, a the nests, b the roost- 
ing-place. 


Fig. 935. 


ELEVATION OF POULTRY-MOUS$E—-GCALE IN PIG. 035. 


SECTION OP POCOLTMY-HOCSE-—GCALAR rw vio. 935. 


1708. In fig. 938 we give a plan of an octagonal poultry-house, in which 
the nests a a are placed one above another, while the central space within 
these is covered by inclined roosting-poles bb; a walk c goes entirely round 
the building, d is the door, e e windows. 
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1709. In fig. 939 we give plan of poultry-house : a the feeding-place, b b the 
nests, c c roosting-poles, d middle door, e back, and f front door. 


Fig. 938. 
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PLAN OF POULTHKY-HOUSR. 


PLAN OP POULTRY-HOUSE—SCALE, 1 INCH TO THE FOOT. 


1710. Pigeon-Houses.—In fig. 940 we give plan of detached pigeon-house, the 
basement of which, up to level of floor, is built of brick, the upper part being of 
timber: a a brick walls, 5 stair, c floor, d d line of nests. In fig. 941 we give 
part section of the house, in which the brick walls a a are shown continued ; ò 
the flooring joist, cc d the nests. In fig. 942 we give an elevation of a detached 
pigeon-house constructed of timber, the base a a being supported by the central 
pillar ò and struts c c; d stair up to door e, f f ventilating openings: the birds 
gain access to the interior either by the holes in the cupola g, or at A. 
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PART SECTIOW OF PIGEON-HOUSE——SOALE, i INCH TO TUR FOOT. 


RLEVATIION OF DETACHED FIONCY- 
HOUSE—SCALE, yy DCH TO 
THE FOOT. 


1711. Rabbitry.—In fig. 943 we give plan of a rabbit-house : a a a a the 


Fig. 943. 
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PLAN OF RABBITRY. 


Fig. 944. 
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hutches for the does, with nest-boxes 


attached, 3 feet long, 2 deep, and 14 


inches high. The breeding-place should 
be about 1 foot wide. Each hutch should 
have a wire door to the front, and an 
opening provided with a cover, secured 
by a small catch at the back, from which 
the manure is taken and the hutch cleaned 
out. The floor of the hutch should have 
a fall of 2 inches from front to back, and 
formed of zinc; this leads off the liquid 
manure to the drain situated in the 
passage between the rows of hutches. 
b b are the hutches (having the per 
titions between them and those of the 

does movable) for the young 

rabbits; c c c c are the 

hutches for the stock bucks; 

e the entrance to the rab- 

g bitry (another entrance is 
made at the end of the pas- 
sage); n n n n are boxes 
made at each side of the 
large windows, for holding 
roots, hay, &c. 

1712. Detached Piggeries. 
—In fig. 944 we give plan 
of & detached piggery: a 
the central apartment, in 
which the food is prepared, 
d M with cooking-boiler 5; c 

2 food-store, d fuel-store, ee 
feeding-pens, with troughs 
f f; g g bedding - pens, 
h young pigs'-pen, f trough. 
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The whole is lighted from the roof. In fig. 945 we give the plan of another 
arrangement which can be ex- 
tended to any desired length ; د‎ 
the light in this is also obtained UICHTRIS s 

from the roof: a the central dung- 
ing and feeding passage, b the 
pig-pens, with troughs © and 
doors d. 

1713. When brood-sows are 
confined with their litters in 
their sties, they sometimes 
smother their young by lying 
down upon them, whatever de- 
gree of care they may bestow. 
A simple contrivance prevents 
such inadvertent losses, and it 
merely consists in fixing & spar 
of wood at a distance of 6 inches 
or more from each of the three 
walls of the sty, the fourth be- 
ing occupied by the door, at 
a height of 9 inches from the 
ground. The spars prevent the sow lying down closer to the walls than they 
are, and at the same time give the young pigs 8 protection by escape between 
them and the wall. 

1114. Detached Slaughter- House.—In fig. 946 we give ground-plan of a detached 
Blaughter-house: a low- 
er floor of pavement, 
b stairs to upper floor, 
c door, d d windows. 
In fig. 947 we give plan 
of upper floor: a trap- 
door in wooden floor 
through which the car- 
casses are raised, by 
rope-and-tackle, from 
the ground-floor. In fig. 
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Fig. 946. 


: ۰ . OROUWD-PLAN OF 
948 8 vertical section DETACHED ے تی۔‎ EER 
of the house ‘ais the SOALE, py INOK TO THE FOOT. 
lower room, b the stairs, Fig. 947. 


c the trap-door in floor, 
d block-and-tackle, e e 
hooks for suspending 
the carcasses of oxen 
from, ff ventilating win- 
dows. Carcasses of mut- 
ton and pork are sus- 
pended upon hooks fas- 
tened in the walls of the 
upper storey. Water is Peete wae 

an essential necessary ^ اید بی‎ 
near a slaughter-house. eae 


SECTION OF DETACHED SIAUOHTER-HOUSE— 
SCALE in F10. 946. 
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1715. Section Sixta—Drying Machines—Kilns. 

1716. Grain-Drying Rooms and Machines.—It is difficult to over-estimate the 
importance of a method or methods by which the farmer can be enabled to 
send his grain to market in good condition. Numerous calculations have 
been made, more or less accurate in detail, yet all clearly showing the exist- 
ence of a loss to the farming community of serious importance —as well 
as from the habit of storing up grain in sheaves in a damp condition. It 
is quite obvious that a method or methods of increasing the bread-producing 
powers or qualities of a wheat, as well as of its keeping qualities (so that it may 
be easily stored without loss), must be of immense advantage to the farmer. 
These desiderata are obtainable at a small outlay of time or money by artificial 
drying. The advantages to be obtained from drying grain before being ground 
are thus summed up by a practical miller: “ It will yield much more flour per 
bushel, and require about half the machinery to manufacture it, that it other- 
wise does if not dried. The quality of the flour is improved at least 10 per 
cent, as by drying the wheat all impurities of a vegetable nature are entirely 
consumed ; and by extracting its natural moisture the flour will consume, when 
baked, more water than it would before the grain was dried, which makes the 
bread much more palatable, it being more spongy.” Any process, therefore, 
which enables the farmer to get the highest value for his crop, by preparing it 
ready in the highest condition for the merchant or miller, must be advantage- 
ous in a pecuniary point of view. Corn-drying, then, takes a wider range, and 
is valuable to a more widely-extended class, than is generally supposed. A 
few notes on some of the methods employed will therefore be of some utility. 

1717. Corn-drying, as forming one of the many operations of agriculture, may 
'be divided into two branches— drying in the sheaf, and drying in the grain. 

1718. Heat for the Warming of Buildings.—But before giving our plans for the 
construction of drying-houses for drying produce in the bulk, it will be neces 
sary to make a few remarks on the application of heat to the warming of build- 
ings; or rather upon the method of supplying currents of hot air to the interior 
of apartments in which produce is placed to dry. 

1719. Plans for the heating of buildings have often assumed a degree of com- 
plexity aud difficulty when applied alone, but become simple and easy when 
attempted in connection with ventilation. Indeed, a writer on the subject 
remarks, and with truth, that unless a building is well ventilated, no plan of 
heating can be adopted with success. This is evident when we consider that 
such plans depend for their efficiency upon the establishment of movements and 
currents of air in the interior of the buildings in which they are placed. While 
recommending the reader, unacquainted with the nature and phenomena of heat, 
to study its interesting peculiarities, we will at once proceed to the more imme- 
diate consideration of our subject. 

1720. The plans hitherto in use for heating large spaces are as follows: 
Hot furnaces, steam, and hot water. In the first, plates of metal, or masses of 
brick and stone, or flues, are heated in and by a furnace, and the air to be sup- 
plied to the interior is caused to impinge upon or pass through these, thus 
imparting a degree of heat, which it is evident cannot be controlled or regulated 
as required. Moreover, from the fact of the surfaces over which it is made to 
pass being often overheated, the air is burnt or desiccated ; that is, deprived of 
its inherent moisture, consequently causing it to have an unhealthy action on 
the bodies of those subjected to its influence. Steam and hot water, as used 
for the purpose of heating, are caused to pass through a congeries of pipes, 
which heat the air surrounding them by a combination of the two modes by 
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which heat is derived from heated bodies—namely, radiation and contact. 
Passing over the first mode mentioned, as not only being expensive in its 
construction and operation, but from its incapability of being controlled so as 
to produce the degree of heat required, we will notice the peculiarities of these 
two, steam and hot water, which, in the generality of cases, are now adopted. 
1721. Steam is generated in a boiler, and sent through the range of pipes 
arranged in number and situation as required, the water of condensation either 
returning to the boiler, or led to a convenient place. The hot-water system is 
divided into two classes, “low ” and “high” temperature. The former consists 
of a congeries of pipes communicating with a boiler or receptacle placed ata 
lower level, to which the fire is applied: a receptacle is placed at the highest 
part or extremity of the pipes, into which the waste water caused by the 
expansion runs; this is open, and consequently being exposed to the atmos- 
pheric pressure, the water cannot attain to a higher temperature than that of 
boiling water, 212°. In the “high” temperature, the pipes are hermetically 
sealed after the water is put in, space being allowed for the expansion ; and by 
continuing the heat of the fire, a high degree of heat, far above 212^, is attain- 
able. The heat from steam or hot-water pipes may be applied in two ways: 
either by placing a congeries of pipes in an apartment distinct from the building 
to be heated, and causing the air to pass between these, and thereafter, in & 
heated state, into the interior, through apertures in such cases provided; 
or by placing the pipes in the interior of the building, and connecting these 
with a boiler situated in a distinct apartment, at or below the building to be | 
heated. Of the two methods we decidedly recommend the former. As to the 
comparative methods of the two systems, we cannot find space to enter into a 
long discussion; but as the result of some experience, we would decidedly 
recommend farmers to adopt the low temperature of hot water system. Steam 
undoubtedly possesses the advantage of a ready means of preparing mashes 
and boiling water in a very short time; but to set against this, the steam often 
not being readily raised when required, and from the time taken up in doing و80‎ 
to keep steam apparatus in continual action involves a very considerable degree 
of attention and outlay of fuel, while in that of the hot water a very small fire 
will maintain a considerable degree of heat for any length of time. ‘As con- 
trasted with steam heat," says a writer on the subject, “it may be remarked, 
that the extreme simplicity of the hot-water apparatus, and its freedom from 
those casualties which are incident to an accumulated temperature in steam, 
renders it à desirable means for adoption in domestic economy ; for while, on 
the one hand, heating by steam necessarily involves liability to accident from 
the increased ratio of the force of vapour as compared with that of its sensible 
heat, and which is frequently occasioned by the derangement either of the 
feeding or the safety apparatus; on the other hand, by the substitution of hot 
water, this serious inconvenience is avoided, while the expenditure of the water 
is in this latter mode no greater than the quantity lost from leakage; or the 
slight evaporation which can occur, is limited to the effect of overfiring, by 
which water may be driven out of the upper part of the pipes, or from the feed 
cistern of the apparatus, into the channel provided for its escape, so as to 
produce for a short interval a reduction in the temperature of the remaining 
quantity, by the immediate influx of cold water from the source to supply the 
deficiency thus occasioned." Fig. 949 illustrates the rationale of this process, 
where a represents the boiler, b the feed cistern, c c the ascending or hot pipe, 
d d the descending or supply pipe. The water from the feed cistern descends 
the pipe d d, and fills the interior of the boiler a; by the action of the fire, the 
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temperature of the water is raised, and, according to the laws which regulate 
the motion of hot fluids, it flows up the pipe c c to the cistern b A regular 
and unintermitting descent of cold water 

Fig. 949. e down the pipe d, and hot water up the 

| pipe c c, as indicated by the arrows, goes on 
until the temperature of the whole body of 
water is the same. Properly speaking, this 
scarcely ever happens, as a portion of the 
heat is abstracted from the pipe c c by 
radiation and contact: the motion may be 
said to be continual so long as the fire is 
maintained. The feed cistern b is sup- 
plied with cold water by the pipe e, and a waste pipe f is provided to allow 
any water of expansion to escape. As the pipes in this apparatus are 
always open to the atmosphere, any steam or vapour generated can easily 
escape. It will be evident that in this apparatus the heat can never exceed 
that of boiling water, 212°. If the feed cistern is at a considerable elevation 
above the boiler, as the pressure in the water therein is greater than 
ordinary, the boiling will vary in proportion to the height. Thus, in a 
apparatus in which the boiler is 60 feet below the cistern or highest part of 
the pipes, the boiling point is 270° instead of 212°, and the mean temperature 
of the circulating pipes will in such a case be 185°. To obtain a supply of hot 
water for the preparation of mashes, &c., a stop-crane may be attached to the 
ascending pipe c at or near to the boiler; and by shutting this, all circulation 
through the pipe c will be stopped, consequently confining it to the pipe d 
between the cistern and the boiler. To prevent loss of heat by abstraction 
from the pipes, boiler, and cistern, all the parts of the pipes from which heat 
for useful purposes is not to be taken, should be covered with a non-conducting 
material: a covering of felt, well wrapped round with cord, will answer well 
The boiler should have an iron case fitted to the part exposed to the open air; 
and between the spaces charcoal or other non-conducting substance should be 
placed. The cistern should be provided in the same manner with a case. We 
have dwelt for some length in the description of this apparatus, as, by a cor- 
rect apprehension of it, the reader will have no difficulty in understanding the 
rationale of any low-temperature heating apparatus, however apparently con- 
plicated in its arrangements; nay, more, will, be enabled to superintend the 
construction of one, should he be required to do so; and however apparatus 
may vary in their arrangements, the principle which regulates the action, in all 
cases, is the same. The cause of the circulation of the hot water in pipes is pro- 
duced by the “ unequal density of the fluid, arising from the difference of tem- 
perature in the ascending and descending columns of water connected with the 
heating reservoir; and its velocity is governed by the height of the columns." 

1722. Drying in the Sheaf or Bulk.—In the construction of drying-houses 
for grain in the sheaf, attention should be paid to two things: first, the nature 
of the principles which regulate the drying process; and, secondly, the mode 
of arranging the substances to be acted upon, so as to present them in the 
most favourable position to the action of the drying agent. 

1723. All drying consists in applying such a degree of heat as will convert 
the moisture contained in the substances to be operated upon into vapour, and 
in taking advantage of the affinity that air has for moisture. This affinity is 
increased by raising the temperature of the air, thereby producing an effect 
equivalent to a diminution of atmospheric pressure, which very much facilitates 
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the removal of the inherent moisture. It should be remembered, however, that 
“though air has affinity for moisture, it can absorb it only in the state of 
vapour; and, therefore, as much heat as will convert all the water in the goods 
into vapour will still be required besides that necessary to heat the air—the 
action of the air’s affinity being chiefly effectual in accelerating the process of 
drying. Houses for drying grain may be constructed, and in some small 
measure made effectual, without adopting a heating apparatus ; but the agricul- 
turist may rest assured that it will be most conducive to his interests, in con- 
structing a drying-house, to adopt thereto a proper and well-arranged heating 
apparatus. With it, he will find that in course of time the extra outlay will be 
amply repaid, and his additional trouble fully compensated, by his independence 
of external circumstances, such as dampness, calmness, &c., of the atmosphere. 
1724. We conceive that the best mode of making the reader acquainted with 
the construction of drying-houses, in a simple yet efficient manner, will be to ex- 
plain figs. 950 and 951, which contain a section and plan, with heating apparatus, 
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the arrangements of which will of course differ in different localities. Fig. 950 is 
a longitudinal vertical section of a drying-house : 
a a the walls; 5 the ground in which the house 
is built; c c is & place excavated in the ground 
in front of the house; e the steps by which ac- 
cess is gained to the floor of c c; d the furnace 
and boiler of the heating apparatus; f the gang- 
way up to the door g, stretching across the exca- 
vation; A h a false flooring, composed of small 
beams, having between each an interval or space 
of some 2 or 24 inches, through which the heat 
ascends from the pipes k k, traversing the space 
between the floor of the building and the beams 
constituting the false floor; / the feed cistern, as 
in fig. 949. Fig. 951 is a plan of tbe house, the 
same letters referring to it: k is the ascending 
pipe, curved as seen, and should be supported and 
kept clear of the ground by non-conducting sup- 
porte—say bricks; the curves should not be larger 
than 2 inch radius, if many pipes are required ; PLAN OF A MEATINO APPARATUS FOR A 
the size of the curve will of course vary according DRTINO-MOUPT. 
21 
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to the size and convolutions of pipes; this ascending pipe should be continued 
to within 16 or 18 inches of the surface of the water in the cistern; m n the 
return pipe, which should be covered over with the non-conducting wrapper 
previously mentioned. The supply of air to the interior, without which no 
dependence can be placed on the operation of the drying-house, should be 
ample and easily under control. And particular attention should be paid to 
the due adjustment of the valves in the egress ventiducts placed at the 
top of the house. As a corresponding quantity of fresh air should be ad- 
mitted, the valves at the fresh-air ventiducts should be opened the same 
degree with those of the exit ventiducts; that is, when the exit ventiducts 
are opened one-half, the fresh-air ventiduct valves should also be opened 
one-half The fresh-air ventiducts, in a case such as is represented in the 
figures, would be made at the bottom of the wall near the ground, and of 
that construction known as the “damper valve;" the wire or rope of the 
exit ventiduct valve should be attached to that of the fresh, and so adjusted 
that when the fresh is openéd one-half the exit may be the same, aud so on in 
the same proportion. The fresh air should be so admitted as to pass below the 
hot-water pipes; as a great velocity of air, through the materials to be dried, 
will only have the effect of drying the exterior, while the dampness will stil 
remain in the interior. A slow rate of current, then, will be best ; say that the 
whole body of the air in the room were removed twice in a minute, we think 
this rate of speed would answer. Should this velocity be too great, by shutting 
the valves it may be lessened; and vice versa. 

1725. The calculation for ascertaining the area or surface of the hot-water 
pipe for any size of house is very simple, and of importance in heating houses. 
The temperature at which it is proposed to maintain the house must be settled 
on—we should say 100° would be high enough; and, as we mentioned, at the 
rate of current which would be beneficial, the quantity to be heated every 
minute will be twice the cubical contents of the house. Suppose the cubical 
contents to be 800 feet, according to our data 1600 cubic feet will be required 
to be heated per minute. To this is to be added the loss of heat from venti 
tion, which will make the number of cubic feet to be heated per minute, in the 
above-mentioned case, 3200, or four times the quantity contained in the room. 
The mean temperature of the pipes, when the altitude of the feed cistern is 60 
feet above the boiler, is 185*. In the generality of cases, the boiling point will 
rise one degree for every foot of height of difference between the cistern and 
boiler. Suppose the mean temperature to be 140°, the rule for ascertaining the 
quantity of surface of pipe will be as follows: “ Multiply the cubic feet per 
minute of air to be heated to supply the ventilation and loss of heat, by the 
difference between the temperature the house is to be kept at, and that of the 
external air, in degrees of Fahrenheit; and divide the product by 2.1 times the 
difference between 140° (the mean temperature of the pipes), and the temper 
ture of the house (supposed, in our case, to be 90°), this quotient will give the 
quantity of surface of cast-iron pipe that will be sufficient to maintain the 
required temperature.” The above is deduced from Tredgold's rule. What 18 
meant by the “difference between the temperature the room is to be kept st, 
and that of the external air," will be seen by the following recommendation: 
In calculating the sizes of pipes, the temperature of the external air that sup- 
plies the ventilation, differs of course from that of the heated air supplied to 
the interior. This forms an important feature in the calculation. The differ- 
ence, then, between the two must be ascertained. The extreme case of cold 
experienced during the day is 30°, and at night at zero. Tredgold is of opinion 
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that the difference of the air in a stove or forcing-house will never be more than 
50°, and upon this founds the following rule: “ To the length of the stove in 
feet, multiplied by half the greatest vertical height in length, add one and a 
half times the whole area of glass, and also eleven times the number of doors ; 
the sum will be the number of cubic feet of air to be heated in a minute, from 
the temperature of the external air to that of the stove; which, being used as 
directed in our first rule, will give the quantity of surface of steam-pipe re- 
quired.” This rule will be found useful when windows are thought necessary 
in a drying-house, as through these a vast deal of heat is lost. ‘Windows 
should generally be made double in such houses. Whenever a door is opened, 
a great quantity of heat escapes. But we would recommend every door of a 
drying-house to be made double; this, if expensive, will ultimately be found to 
be the most economical. In all the provisions for heating, as in ventilation, it 
is better to err in excess than deficit. It will save in many instances time and 
expense. 

1726. The disposition of the matter to be dried is of some importance; 
this, of course, will be best arranged according to the locality or arrangements 
of the house. Sections of wooden beams stretched across the breadth of the 
house, should rest their ends on projecting brackets. If these are placed 24 
inches or so apart, room sufficient will be given for the placing of the sheaves 
of grain, putting up a few beams, and placing on them the sheaves to be dried. 
The attendant will proceed till he gets to the last near the door. To insure a 
current of air through every part of the house, the area of tubes required for 
ventilation should be distributed pretty equally over the roof; thus, if the roof 
is twenty feet long, no less than three ventilators should be put up. To ascer- 
tain the area of tube or tubes for carrying off the vapour raised by the drying 
and the air through the ventilators, 1j square feet of aperture must be allowed 
for every 270 feet of surface of steam-pipe. Thus, if there are 810 feet of pipe- 
surface, the area of the ventilator tube will be 43 square feet. The area for the 
admission of fresh air may be the same, if admitted by pipes; but to prevent 
a sudden influx of air, the area should be made nearly double that of the exit 
ventiducts. 1 ۱ 

1727. In cases where there is a steam-engine erected in the steading, it may 
be advisable to make arrangements by which the steam from the boiler might 
be made available in supplying currents of heated air to the drying-room. In 
this case the arrangements of the drying-room would be precisely as figured in 
the illustrations just given, the pipes of course communicating directly with the 
engine-boiler, and so set that a fall throughout their whole length shall be 
given to them to enable the water of condensation to re- 
turn easily to the cistern, from which the steam-engine PES 
pumps the supply of the boiler. Where ranges of pipes 
are carried along horizontally for some distance, its great 
length induces such an amount of expansion that the 
joints are rapidly loosened. This is to a certain extent 
prevented, and the range allowed free motion during ex- 
pansion, by being placed on rollers, as in fig. 952, where 
a is the standard for supporting the roller b, c the 
steam-pipe. When ranges of pipes are laid down for 
“ steaming purposes," the expansion drum-joint may be 
used with advantage. This is shown in fig. 953: the borren ron ersau-rive, 
pipes a b are supplied with flanges c c, these being 
attached to the sides of the copper drum d; this, being of thin metal, ad- 
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mits of a considerable degree of extension and contraction, in a line coinci- 
dent with its breadth. Thus, on 
the pipes expanding, the sides 
۳۶ء‎ of the drum are separated, as 
hj d [i shown by the exaggerated dot- 
ted lines. A small aperture, fit- 
ted with a screw-plug, should 
be made at the lowest part of the 
۱ ; drum, to admit of the condensed 
BXPANSION DRUM-JOINT., water being withdrawn. Where 
pipes are laid horizontally, a 
considerable degree of inclination should be given to them towards the boiler 
throughout their length, so as to return the water of conden- 
sation to the boiler. Where they are placed at a lower level, 
as on the floor of a granary (for drying purposes), the pipes 
may incline towards a small cistern placed at a lower level, or 
towards a curved pipe, as fig. 954, the steam pressure forcing 
the water up the pipe a into the cistern c. A small valve is 
placed at a, opening upwards to prevent the return of the 
water in pipe 6. 

1728. In carrying steam-pipes underground from one 
apartment to another, across a yard, &c., great care should be 
taken to prevent the condensation of the steam in the range 

vavao conven mrs. of pipes. These, throughout their whole length, should be 

carefully covered over with prepared felt, and placed ins 
box, which should be well rammed. up with non-conducting materials, as saw- 
dust, ashes, &c., the box being laid in a trench lined with brick, and © 
mented. All steam-pipes and boiler-surface exposed to the atmosphere should 
be also carefully covered with the prepared felt; a great saving of fuel is in- 
variably effected by adopting this plan. 

1729. Drying of Sheaves in the Boiler-House.— Where a steam-engine is erected 
at the steading, this method of drying produce should not be neglected. The 
most obvious way to tako advantage of the heat arising from the surface of the 
boiler, is to have the boiler-house carefully shut in by a door, and the roof made 
somewhat higher than in ordinary circumstances, to admit of a series of poles 
being stretched across, one above the other, on which the corn to be dried is 
placed. Ventilators should be fixed in the roof to carry off the vapour, and to 
facilitate the drying process. The heating surface may be increased at will 
by erecting over the boiler a congeries of pipes, into which the steam is allowed 
to pass, the condensed water returning to the boiler. 

1730. Hands' Patent Drying-Sheds.— The great feature in Mr Hands' system 
is the economisation of the heated air which passes—and, in ordinary circum- 
stances, wastefully—away from brick-kilns, steam-engine furnaces, and the like. 
The system was originally applied to brick-making, but it is applicable with 
equal results to all drying processes. For instance, it has been carried out 
with very striking success, in the drying of wood on the “ Fibrous Slab Com- 
pany's" premises. A principal feature in the drying-sheds is the above-ground 
flues, as shown in the section of the drying-shed, as erected at the Fibrous Slab 
Company's works at Staines, in fig. 955, another arrangement being shown in 
fig. 956. The kilns which bake the bricks or plastic ware have no chimney; 
a horizontal conduit, which is bent down to pass through the drying-room& 
takes the smoke and gus, still “at a very high temperature, and carries It 
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through the series of flues so as to maintain the temperature at a high 
point—120* to 130°. The vapour arising from the articles in the drying- 


Fig. 955. 
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room is led off, not through ventilators placed in the roof, as usually is 
the case, but through the flues themselves. To enable this to be done, each ° 
flue is provided with apertures in the upper side, and these apertures fur- 
nished with valves. The current through the pipes draws in, as it were, 
the vapour which arises from the material to be dried; the rate or velocity 
of the ventilating current being regulated by the degree to which the valves in 
the apertures in the flues are opened. The fresh air admitted to the interior of 
the drying-shed takes the place of the moist air withdrawn from it; and this, to 
maintain the ventilating current, is not supplied in a cold state, but it first 
passes through pipes placed in the upper part of the kiln, the drying-shed in 
this way obtaining supplies of heated air only. The heated air from the kiln, 
after passing through the flue a, fig. 956, in one direction of the shed, returns by 


ANOTHER FORM OR SECTION OF HANLS' DRYING-SHEDS. 


the other 5, to the kiln; so that, in point of fact, but one flue heats the shed. 
On returning to the kiln, the current of heated air divides itself into two sepa- 
rate currents; and these, coming in contact with red-hot plates of iron, ignite, 
giving out a great heat, and which, passing up the chimney, keeps up a strong 
draught, the regulation of which divides the rate of passing current iu the flues 
in the drying-shed. The system, as before stated, is applicable to the econo- 
misation of the waste heat of a steam-engine furnace. Indeed, the patentee 
has carried it out in airing the waste heat of the steam-engine—at Mr Payne's 
brick-works, at Dippen Hall, near Farnham, Surrey—to heat a shed 120 feet 
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long and 30 wide; the flues being 6 feet high, and about 12 inches wide. The 
address of the patentee, Mr Johnson Hands, is 5 Holland Street, Blackfriars, 
London. 


1731. Drying of Grain—We now come to the drying of corn after it has 
been thrashed. 

1732. Tile-Kiln Drying.—The plan of drying most generally adopted is that 
known as the “ tile-kiln;” in this the grain is placed upon tiles or iron plates 
perforated with holes, a fire being maintained beneath at a distance below the 
plates, varying from 8 to 10 or 12 feet. All the air passing through the chamber 
in which the grain is placed, is forced to pass through the chamber below, in 
which is situated the fire. This method is exceedingly defective, and admits of 
no regulation, either of the rate of speed at which the drying progresses, or of the 
amount of drying to which the grain should be subjected. It is altogether a hap- 
hazard process, which should be discarded, as highly wasteful in its operation. 
To obviate the defects of this system, and to introduce a process more in keeping 
with the regularity and precision of other operations, many inventors have 
devoted their attention. 

1733. Taking as the standard of perfection of corn-drying, “ that every in- 
dividual grain should have each portion of its surface subjected to the dy- 
ing influence, and the process so under control that it can be regulated to 
give the merest shade of surface-drying up to, and through all, the grada- 
' tions of scorching or burning,” the difficulty of the problem to be solved may 

be at once seen. A very cursory examination of the process involved in the 
old plan of tile-kiln drying, as already described, will suffice to show how far 
from the standard of perfection that plan is. The grain placed in a layer of 
considerable thickness on the perforated tiles or iron plates, the steam evolved 
from the lower grain rises upwards, and is partially condensed by the cooler 
layers above; a degree of moisture is imparted to them, thus bringing out, in 
the case of a large percentage of the grain, the very condition to do away with 
which is the work which the process has to perform. Here we have a series of 
layers in all varieties of condition—from overheating up to various degrees o 
moisture. The amendment here required is some means of changing the rel 
tive condition of the layers, so as to bring each under the direct influence of 
the heated plates; hence arises the plan of shovelling and turning the gran 
over. Apart from the loss occasioned by this clumsy process, it is inconvenient 
to be performed, and very inefficient, so far as the attainment of the desired 
end is concerned. The chances are all against the subjecting of each grain to 
the drying process. Again, the apertures in the plates are apt to be filled up 
with the particles of grain; this is a fruitful source of inefficiency : even on the 
supposition that the grain could be stirred up so as to present each portion to 
the plates, the stoppage of the apertures prevents that current upwards of the 
vapour evolved, without which all drying is inefficient. Again, from the gene 
ral want of ventilation of the chamber in which the grain is being dried, the 
moisture from the mass is condensed on the walls or roof, and, trickling down 
accumulates on particular portions of the grain, thus again inducing the very 
disease which the process is meant to cure. Still further, the amount of drying 
cannot be regulated in this process with sufficient precision, inasmuch as, from 
the method of firing usually adopted, the degree of heat cannot be controlled; 
hence the scorching of the lower layer of grain is frequently the result. Over 
burning impairs the quality of the grain materially, the gluten, the most nutri- 
tious portion, being made less tough and elastic; it being probable also, as Mr 
Beck supposes, that the proportion of dextrine and glucose is increased at the 
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expense of the starch: under these circumstances, a subsequent exposure to 
moisture, and a slight elevation of temperature, establishes the lactic acid fer- 
mentation, which, Mr Beck thinks, is the chief cause of the souring of the flour. 
` 1734. To attain to the standard of perfection already pointed out, two things are 
to be considered; one ofthese is the regulation of the amount of heat or drying. 
In some instances, placing the grain on surfaces heated by steam is adopted: this, 
doubtless, prevents an overheating, as the steam, under ordinary atmospheric 
pressure, cannot get to a higher heat than 212^, or that of boiling water. But 
although placing the limit in one way so as to prevent the passing over of a 
certain point, it does not enable the limit of drying, on the other side, to be 
capable of adjustment; that is, a less degree in the amount of drying cannot be 
given. Possibly it may be found that steam heat is the best to be used under 
all circumstances; experience certainly points that way. But the substitution 
of steam heat merely, for that of a fire, the grain being still allowed to lie in 
layers one above another, does not yet bring the process up to our standard— 
the means of placing the surface of each individual grain in contact with the 
heating surface not being attainable, any more than in the old tile-kiln. Hence, 
at this stage of progression in the improvement of corn-drying, the question 
arises, Cannot some mechanical means be adopted of moving the grain over the 
surface ? 

1735. Numerous were the methods proposed to effect this desideratum, but 
all were more or less unsuccessful, until the idea of adopting the “ Archimedean 
screw ” struck some one, and evidently brought the process under control 
Doubtless many of our readers have witnessed the Archimedean screw in oper- 
ation in open channels, conveying flour or meal from one place to another in a 
mill This screw, placed in a pipe or tube, the tube enclosed throughout its 
length so as to receive furnace heat on its outer surface, was the plan adopted; 
the grain was put in at one end, and conveyed along it to the other by the 
revolution of the screw, which was effected by obvious mechanical means. In 
this process the grain was not allowed to remain in any one portion of the inte- 
rior heated periphery of the tube or pipe, but passed unceasingly along until 
delivered to the other end. Here the amount of heat imparted to it could obvi- 
ously be regulated, by driving the screw quicker or slower, according as required, 
thus allowing the grain to remain longer or shorter in the tube, and conse- 
quently exposed to the heating surface in proportion to the velocity of revolu- 
tion of the screw. Or, in place of modifying the speed of one screw, a number 
of screws could be adopted, all revolving at a rate of speed determined on 
according to the heat of the furnace, or other causes—the grain on passing from 
one tube going into another, and so on. Practical experience, however, of this 
apparently efficient plan showed, what would have been obvious from a consid- 
eration of the operation of the screw, that the grain was found to pass through 
the tube in one mass; that is, the portion which formed the layer next the tube 
on entering was found to be in the same position on passing from the tube. 
Such was the experience, we believe, of a machine fitted up by & Lancashire 
engineer at one of our government depots. A glance at the flour-carrier in a mill 
will show that no change takes place in the position of the layer. Here, then, 
was an unceasing movement of the grain obtained, without involving the 
required desideratum of subjecting each grain to the heating surface. The 
only method available was to pass through each tube a very small quantity of 
grain, so as to form a mere line, as it were, in the lowest portion of the tube. 
This involved one of two things not attainable in practice—a large number of 
tubes, or a large amount of time to do the work in. ‘ The standard,” with this 
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plan, could only have been approached by passing one grain after the other in 
procession; even then, however, the upper portion of each grain would be un- 
touched. This plan, therefore, did not obtain a large adoption. 

1736. The next plan we have to notice was one which was original in its 
conception, and comparatively perfect in working. This was the passing of a 
strong artificial current of air, heated to a high temperature, through the mass of 
grain. From the close-lying nature of the grain, small masses could only be 
operated upon. The process, therefore, in respect of this and other particulars, 
was a costly one. 

1737. To subject large quantities of grain to the influence of artificial cur- 
rents of heated air, so as to allow each grain, as it were, to be acted on, another 
inventor adopted the method of allowing the grain to fall from one floor to an- 
other, the strong current being passed at the same time through the chamber. 
This was bringing the process very near to the standard of perfection, and in 
practice it was most efficient. However, from the nature of the arrangements, it 
is necessarily an expensive one, as the process of falling must be gone through 
repeatedly, in many instances, before the requisite amount of heating could 
be given. 

1738. There can be no doubt, we think, that the simplest method to dry 
grain, is by giving the heat out from heated metallic surfaces: doubtless it is 
the cheapest. A method, therefore, which retains this part of the old process, 
yet puts every portion of the grain in contact with it, will be of great advan- 
tage. This is effected, we think, very simply, and, judging from the operation 
as witnessed in a working model, very efficiently, by the plan which we now 
propose describing. The best way of witnessing the complete manner in which 
the grain is turned over and over again, so as to put every.portion of its su- 
face not once, but repeatedly, in contact with the metal, is by seeing the screw 
working in a glass tube. In this machine there are the means of regulating 
the degree of drying to any nicety required, by the rate of revolution of the 
screws and their number; and the degree of turning over, or change of contact, 
by the number of the rakes or mixers. 

1739. In the words of the patentees, the invention consists of “ certain im- 
provements in the means of conveying, distributing, or separating granular and 
other substances,” and is applicable to the various processes of drying and 
roasting, and other processes in which it is essential that the berries, grains, or 
particles of the substances should be regularly and frequently turned over and 
separated during the process. It is applicable in simple drying, and alsoin 
cases of drying in which an equal and uniform turning over is needed, for the 
purpose of mixing one ingredient with another ; also in cases of roasting, wherein 
the same turning over and separating is requisite, in order to prevent scorching 
on the one hand, and to insure equal and uniform roasting on the other; also in 
other processes wherein the same equal and uniform turning over, mixing, or 
separating, may be required. 

1740. The precise nature of the invention may be understood by consider- 
ing it as a means of rendering the ordinary Archimedean conveyor, by a simple 
addition thereto, hereinafter described, capable of not only conveying or pro- 
pelling substances as heretofore, but also, at the same time, of distributing, 
separating, turning over, and mixing such substances as required. And this 
effect is produced by adapting and applying to the “screw conveyor,” plates, 
ribs, or blades, so disposed or arranged as to cause, by the revolution of the 
screw, the turning over and distribution or separation, as well as, when required, 

the admixture of the several grains or particles of substances or ingredients, a8 
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they are carried along by the conveyor. The plates, ribs, or blades should be 
placed between the threads of the screw, but they may be varied in size and 
form, and mode of application to it. In order, however, that the invention may 
be fully understood, we will proceed to describe, by the aid of the accompany- 
ing figures, a mode by which it may be readily carried into effect. 

1741. Fig. 957 is a part section of an oblong vessel or case, containing a 
number of tubes (two only are shown) with screw conveyors, fitted up with the 
plates, ribs, or blades inside them. Fig. 958 is a transverse section of the 


Fig. 957. 


Fig. 958. 


PLAN OF ARCBIMEDEAN SCREW CONVEYOR. VERTICAL SECTION OF ARCHIMEDRAM SOREW CONVEYOR. 


same, showing the communication of the tubes from one to another throughout 
the series. Fig. 959 is a detail representation, on a larger scale, of a portion 
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of the screw, with the additions under the invention applied thereto. The 
letters apply to all three figures. In fig. 958, a a is the case, containing a num- 
ber of tubes 4, secured and made tight at each end of the case. These tubes 
have pipes of communication from one to the other at their ends, as shown at 
c, by means of which the material may be passed throughout the series of 
tubes b. The screws s, fig. 957, within the tubes b, are made to revolve by 
means of the wheels e gear- 
ing into one another, and 
driven by the pulleys f from 
any prime mover; d, figs. 
957, 958, and 959, are the 
plates, ribs, or rakes applied 
between the threads of the 
screw s, by which the grain 
is turned over, during the 
conveyance, by the screws; 
g, figs. 957 and 958, is the 
hopper, by which the grain 
is introduced into the ap- 
paratus ; and A, fig. 958, is 
the shoot by which the 
grain is discharged after 
having passed through the 
same. 

1742. The apparatus thus 
referred to, when employed 
in the processes of drying and roasting, is combined with any suitable mode 
of heating; but it is to be observed, that if the tubes 5, figs. 957, 958, are to 
be heated by being surrounded with steam or hot water, they must be tight, 
and made capable of sustaining the pressure applied to them. If, however, 
dry heat from a naked fire or heated air alone be applied to them, tightness is 
unnecessary, and the tubes may be perforated, or made of woven wire, if pre- 
ferred. 

1743. The operation of the apparatus is as follows: The grain to be oper 
ated upon is introduced into the hopper g, and thence into the upper tube b, 
at the left-hand end in fig. 957, whence it is conveyed along the tube, 
by the revolution of the screw s, to the other end, being constantly, during 
its course, turned over by the several plates, ribs, or rakes, as at d, in 
regular succession, until it passes down the first connecting-pipe c into tbe 
next tube 5. Having fallen into this tube at the right-hand end, it is con- 
veyed by its screw s to the left-hand end of the same, being constantly turned 
over by the plates, ribs, or rakes d on this screw successively, as in the former 
instance, until it passes down the second connecting-pipe c into the third 
tube b. The same operation is carried on in this tube, and so on throughout 
the whole series of tubes. The grain, thus continually turned over as it is 
conveyed along the tubes, and in the process of drying acted upon by the 
heat applied to the same, is eventually delivered from the apparatus at the 
shoot A. Should it be thought desirable, the grain may be carried up by an 
elevator to the hopper g, and be submitted to the same operations of turning and 
heating, or turning only, in the tubes b, two or three times. We would bere 
remark, that the apparatus above described may be varied in the combination 
of its parts, and that it may be combined with other mechanism not described. 
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We have merely described the above as a sample form in which the apparatus 
may be arranged, so as to produce the desired effect. 

1744. Tanks for the Preservation of Grain.—Corn once dried, it is desirable 
to keep it so. This, however, is not so easily done, especially in our humid 
climate, where mists and rains abound, and where *'granaries" are not con- 
structed in accordance with what true science dictates. In connection with 
the subject of preserving grain, Mr Bridges Adams, a well-known and sugges- 
tive writer on scientific topics, has thrown out, in an article in the Journal of the 
Society of Arts, some hints which may by some be considered as rather specu- 
lative, but which we conceive to contain the germ of a plan or system which, 
if well carried out, will meet a want long desiderated in agricultural structures. 
Grain can be stored up so—and that, moreover, in such a good condition— 
that it may be preserved for years. Indeed, we see no limit to the time 
for which it may be kept. We have seen that on the Continent grain is kept 
in good condition for seven and ten years, and that in situations which may be 
looked upon as unpromising; and perhaps there is no more suggestive conjec- 
ture than that thrown out by Mr Adams, that the “mummy wheat" of our own 
time may be portions of the stores laid up by Joseph to meet the evils of the 
famine time of Egypt. It certainly would be a libel on the mechanical genius 
of the present time, every day of which brings out new wonders, to say that 
means could not be adopted to preserve grain in all the efficiency with which 
we store up other perishable articles. With all the improvements recently in- 
troduced in farm appliances, this important department—the preservation of 
grain—has been nearly lost sight of. Some minor improvements have doubtless 
been introduced; but these are rather palliatives of a disease than the intro- 
duction of methods by which the disease can be prevented. Prejudice is a 
mighty power by which most useful suggestions are rendered null; and we 
fear that, in the minds of many, the somewhat bold and original project con- 
tained in the letter of Mr Adams, will be considered as more characteristic of a 
day-dreamer than one likely to be carried out into the everyday usefulness of 
practical life. Yet we do venture to affirm that, if properly carried out, possibly 
with some modifications, in the manner the writer proposes, the end so much to 
be desired will be most efficiently attained. The project will best be explained 
to our readers in Mr Adams’s own words :— 

1745. “ There does not seem to be any difficulty in the matter, if we can divest 
ourselves of preconceived ideas of the notion that a granary or grain receptacle 
must necessarily be a building with a floor or windows more or less multiplied 
in altitude. We may reason by analogy as to what is the cheapest and most 
effective means of securing perishable commodities from the action of the atmo- 
sphere and vermin. In England we put our flour in sacks. Brother Jonathan 
puts his in barrels, which does not thoroughly answer. . . . If Brother 
Jonathan wishes really to preserve his flour or his ‘ crackers’ undamaged, he 
makes them thoroughly dry and cool, and hermetically seals them in tin cans. 
This also is a common process to prevent goods being damaged at sea The 
Chinese, not having much facility for metal manufacture, line wooden chests 
with thin sheet-lead or tin, and pack their teas in them. In England we keep 
our tea and sugar in cases of tinned sheet-iron. We preserve meat in tinned 
.cases, hermetically sealed. We put fruit into sealed bottles. In all these cases 
the object is to exclude the air as well as vermin. . . . There can be no 
doubt that if we were to put dry wheat in a hermetically sealed tinned case, it 
might be kept as long as the famed ‘mummy wheat’ of Egypt. This will 
readily be admitted, but the expense would be queried. Let us examine iuto 
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this. A canister is a metallic reservoir ; so is a gasometer ; 80 is an iron water- 
tank in a ship, at a railway station, or elsewhere; and a cubic foot of water- 
tank on a large scale will be found to cost very much less than a cubic foot of 
canister on a sinall scale. And if a bushel of wheat be more valuable than a 
bushel of water, it will clearly pay to put wheat into huge canisters of iron. 
The wheat-canister, in short, should be a wrought or cast iron tank of greater 
or less size, according to the wants of the owner, whether for the farmer’s crop 
or the grain-merchant’s stock. This tank should be constructed of small parts, 
connected together by screw-bolts, and consequently easily transported from 
place to place. The internal parts should be galvanised, to prevent rust, and 
the external part also, if desired. It should be hermetically tight at all the 
joints, and the only opening should be what is called a man-hole—that is to 
say, a canister-top where the lid goes on, large enough to admit a man. When 
filled with grain, the top should be put on, the fitting of the edge forming an 
air-tight joint. Wheat put dry into such a vessel, and without any vermin, 
would remain wheat any number of years. But an additional advantage to such 
a reservoir would be an air-pump, by the application of which, for the purpose 
of exhaustion, any casual vermin would be killed. If the grain were moist, the 
same air-pump might be used to draw or force a current of warm air through it, 
to carry off the moisture. By this process, and subsequently keeping out the 
air, the grain might be preserved for any length of time. As the reservoir 
would be perfectly air-tight and water-tight, it might be buried in the ground 
with perfect safety; and thus cellars might be rendered available for granaries, 
economising space of comparatively little value. The grain would be easily 
poured in from the surface, and to discharge it an Archimedean screw should be 
used. ‘The size of the reservoir should be proportioned to the locality, and it 
should hold a specified number of quarters, so as to serve as a measure of qua 
tity, and prevent the expense of meterage. . . . If constructed above the 
ground, a stair or ladder must communicate with the upper part, and the lower 
part must be formed like a hopper for the purpose of discharge. For many 
farm localities this arrangement might be best, and wheat might be thrashed 
into grain direct from the field, and stored. . . . Granaries of this descrip- 
tion would occupy less than one-third the cubic space of those of the ordinary 
description, and their cost would be less than one-fifth. . . . With this 
security for storing safely, a farmer would have less hesitation in sowing great 
breadths of land. He would not be driven to market under an average value, 
and might choose his own time for selling. The fear of loss being dispelled, 
people would buy with less hesitation, and the great food-stores of the com- 
munity would, by wholesome competition, insure the great mass of the com- 
munity against a short supply. But as long as uncertainty shall prevail in the 
storage of grain, so long will it be a perilous trade to those engaged in it, and 
so long will the food of the community be subject to a very irregular fluctuation 
of prices. There is nothing difficult in this proposition. It is merely applying 
existing arrangements to unusual cases. There needs but the practical example 
to be set by influential people, and the great mass will travel in the same track. 
To the wealthy agriculturist it will be but the amplification of the principle of 
the tin-lined corn-bin, that keeps out the rats from the oats of the stable. . . ٠ 
Were this mode of preserving grain to become general, the facility of ascertain- 
ing stocks and crops after reaping would be very great. The granaries being 
measures of quantity, no hand-measuring would be needed, and the effects of 
wet harvest weather might be obviated.” 
1746. In conjunction with methods for putting the grain into proper condition 
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when it happened to be deteriorated by circumstances, as a wet harvest, &c., 
this plan of preserving grain would be highly beneficial to the farmer, at least 
in a pecuniary sense. 

1747. Hands’ Patent Brick-Kilns and Drying-Sheds.—We have now to show 
the connection of the drying-sheds with the kilns of Mr Hands. This is 
illustrated in fig. 960, being part of the section of kiln and drying-shed, erected 
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at the works of Mr Payne, alluded to at p. 501. In fig. 960, aa is the kiln; the 
heated air and gases, after passing in contact with the bricks, are led off by the 
flue or funnel b, down c c to the interior of the “ above-ground flue" d, which 
traverses one side of the drying-shed e; passing through the flue on the other 
side of shed, the heated air is led off at the end of the building by the flue 
f f, to the chimney g, from which it finally escapes. The drawings of this and 
the other figures have been furnished us by the patentee, whose address we 
have given at top of p. 502. 

1748. The system has been carried out in several large brick-works and 
potteries, and in all cases is very favourably reported of. “ The general object 
proposed by Mr Hands," says an authority well calculated to give an opinion on 
the matter, *is of simple &nd natural means, and without extravagant outlay, 
to utilise the heat generated in kilns or furnaces during the burning of the 
wares. By this means he proposes to effect the perfect combustion of the fuel, 
and prevent the formation of smoke, or we should perhaps say the issue of 
smoke from the chimney. His plan also accomplishes a uniform and rapid 
drying and burning of the wares, by the same fuel used for burning, thus effect- 
ing the twofold object at the cost of burning only. Two most important fea- 
tures of his invention, and which deserve special notice here, as they entirely 
refute the statements of the old brickmaking hands, are, first, that by drying 
the bricks in a moist atmosphere, the inside of the brick is made to dry before 
the outside—in other words, the moisture of the air keeps the brick from in- 
crusting, and thus allows the moisture from the interior to pass off. This it is 
which prevents the bricks from breaking, as in ordinary drying. The second 
point is, that bricks dried on this system dry better the hotter the temperature 
of the air in which they are placed, bearing 150° of temperature. This results 
from there being in this case more moisture in the air, which, consequently, 
keeps the outside of the brick more moist, and thus allows of a more rapid 
drying .of the interior of the brick, and that without the slightest fear of break- 
age. These features of Mr Hands’ invention are well worthy of note, and are 
of the greatest importance. In addition to all, it must be remembered that the 
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whole operations may be carried on at all times, no out-door drying being 
necessary—the brickfield being, as we have said, turned into a brick-factory.” 

1749. Drain-Tile Kiln.—4A general plan of a drain-tile work, in which the 
work is as much as possible done by machinery, is shown in fig. 961, as taken 
from the tile-work at Corehouse, Lanarkshire, belonging to Miss Edmonstoune 
Cranstoun, where a is the engine-room, 6 the boiler, c a pug-mill, driven by a 
shaft overhead in connection with the steam-engine, and d an Ainslie tile-machine, 
driven by a belt from the main shaft. These machines stand in a large shed, 
adjoining which is a range of drying-sheds e e, in which the tiles are placed after 
being taken from the machine, and where they stand until sufficiently hard to bear 
handling and building in the kiln. The drying-sheds may be constructed either 
in single lines, with a row of shelves on each side, or as represented in the plan, 
where two sheds, 24 yards long and 20 feet wide each, are made side by side, 
each with three passages, having shelves on each side ; the width of the pas- 
sages is 4 feet, the outer shelves 1 foot 4 inches broad, and the inner or double 
shelves 2 feet 7 inches broad, formed of 1-inch deals, supported in convenient 
lengths by standards 6 inches square, and 7 feet 3 inches high, with cross 
bearers for each shelf. For the smaller sizes of tiles, fourteen shelves in height 
are employed, but for large tiles the height and number must be made to suit 
the tiles. The extent of shelving necessary is that which will hold tiles sufi- 
cient to fill the kiln twice. 

1750. At the end of the drying-sheds, farthest from the machine-shed, is 
placed the kiln کر‎ represented on a larger scale, in plan by fig. 962, and in 
cross section by fig. 963. This kiln is of that kind known as riddle-bottomed, 
which is now considered the most suitable arrangement for equalising the heat 
from the furnaces; and the dimensions here given are of one which has been 
proved to be very efficient in working. It consists of & chamber 21 feet in 
length and 10 feet in width, formed by walls 34 feet thick. In each side wall 
are formed seven furnaces a a, fig. 962, each 14 inches wide, with doors and fur- 
nace bars, which is considered preferable to burning the fire on a simple hearth. 
The furnace bars are 2 feet 2 inches jn length, with a dumb-plate in front 6] 
inches broad, inclusive of the thickness of the door-frame ; the furnace door is 
sunk 9 inches within the face of the wall, and the height of the ashpit, to the 
furnace bars, is 1 foot 10 inches. The floor of the kiln is formed by first being 
made solid to the level of the furnace bars, then a division wall 5, 9 inches 
thick, is made along the centre of the kiln, dividing the two sets of furnaces; 
from this wall to the main side walls are built dwarf walls c to c, c to c, 9 inches 
thick, dividing the single furnaces from each other, and on these are built arches 3 
inches thick and 44 inches apart, on which the kiln floor is made by filling up 
solid above the arches to a uniform level, and connecting these spandril walls 
at top by bricks set on edge, with 24-inch spaces between them, so that the 
whole floor is formed into a regular series of openings 44 inches by 21, sepa- 
rated along the kiln by divisions 24 inches thick, and across the kiln by the 
spandril walls 9 inches thick, as seen to the right of c c. The height from the 
level of the furnace bars to the kiln floor is 2 feet 6 inches. The inside is finished 
by a 9-inch semicircular arch, 10 feet high from the floor in the centre, and the 
roof formed by filling in above the arch with brickwork, about a foot above the 
arch in the centre, and sloping to the top of the side walls, which are 12 feet 6 
inches high. In this roof, and through the arch, five lines of chimneys, each 6 
inches square, are formed; the outer and the centre lines d d d, fig. 963, each 
consist of eight chimneys, and the intermediate ones e e of nine each, making, 
forty-two chimneys in all. The end chimneys in each line are made straight 
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up from the end walls, an arrangement which is found of great benefit, by causing 
a regular diffusion of the heat. All the chimneys are finished to a level about 
16 inches above the apex of the roof. The entrance to the kiln is at one end, 
by an arched doorway f, 3 feet 8 inches wide, and 6 feet 9 inches high. On each 
side of the kiln four flying buttresses, g to g, g to g, are made, springing from the 
ground at a distance of 9 feet from the walls, and resting on them at a height of 
10 feet 6 inches ; each of these buttresses is 14 inches square in section, and the 
whole support the walls against the lateral thrust of the arched roof. A space 
outside the furnaces, on each side, is enclosed by a wall ۸ À and light wooden 
roof, the side walls being 9 feet from the kiln and 7 feet high. The gables 
are carried up to the pitch of the roof, entirely closed at the one end, and 
having a door i, 4 feet wide and 8 feet high, opposite the door of the kiln. The 
kiln and this enclosing wall are connected at each end by two walls, which 
form buttresses for supporting the end walls of the kiln, and are carried up to 
the roof, openings k k being left at the entrance end for communication with 
the furnaces; the space i between the doors is arched over with brick. The 
length over all of the enclosing wall is 48 feet, and breadth 38 feet. 

1751. There is employed to drive the pug-mill and tile-machine a steam- 
engine of four-horse power, which seems amply sufficient. The tile-machine 
makes, of 12-inch pipe-tiles, 12,000 per day, of 24-inch pipes 8000, or of hollow 
bricks of the common size 6000 per day. The time required in the sheds for 
drying varies from forty-eight hours to four days under ordinary circumstances, 
but in bad weather it may be eight or even ten days. In filling the kiln, three 
men are required for wheeling in the tiles, and one man for building; the time 
required, one day four hours, and the quantity of tiles put in, 32,000 of the 2} 
inch pipes; these are built to within 4 inches of the top of the kiln. When 
the kiln is filled, the door is built up by a 9-inch wall, plastered outside with 
wet clay ; another wall is built 6 inches clear of the first, and the space between 
filled up with wet sand, a sight hole being left at the top, 6 inches square out- 
side, and 18 inches wide inside. Regular firing of the kiln is a work of the 
greatest nicety, in order that the whole of the tiles may be properly burned; 
twenty-four hours are allowed for heating, forty-eight hours for burning, and 
forty-eight hours for cooling, before the kiln can be opened. The quantity of 
common coal required for each burning is 84 tons. 


1752. Section SEVENTH— Plans of Carpenter's Shop and Smithy.—It is not abeo- 
lutely necessary that a carpenter's shop or smithy should be erected at a steading, 
as the work of either tradesman for a farm is not of the extent to occupy his whole 
time. A village affords a very common site for both, and generally it is at no 
great distance from a number of farms. Farms employing about 30 pair of horses 
would give sufficient work to both; and were the village a large one, the work 
for the villagers would considerably curtail the number of farms for which they 
could work. It is not unusual in large farms to have a carpenter's shop and 
smithy erected near the steading, that the tradesmen may come at stated times 
to do the work required. Repairs only are there executed, the more important 
work being done at the tradesman's own premises. This is not so convenient 
an arrangement, however, for the farmer, as when the shops are near at hand. 

1753. We give plans of a carpenter's shop and smithy which we have found 
convenient and commodious. They were erected at a distance of about half a 
mile, on a piece of ground which was conveniently situate near a public road 
aud as many farms as afforded the tradesmen constant employment. As both 
shops are subject to fire, it is incumbent that they be constructed with the most 
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durable materials; and perhaps no buildings admit of the application of iron 
for their roof 80 appropriately as the carpenter's shop and smithy. 

1754. Plan of a Carpenter's Shop for Farm Work.—Fig. 964 is a plan for 
a carpenter's shop suited for farm work: 
a is the entire shop, b the fireplace, 
situate at one of the gables, c a broad p 
bench for all the purposes of carpentry [ 
and joinery, d & narrow bench, e the | 
lathe, f the wheel-pit. Coupling-beams 
should be placed at intervals across the 8 
shop on the wall-heads, for containing [ 
articles which should always be ready 
when required, such as fork and rake YT a — 
shafts, handles of hoes, picks, spades, UDB, 
and shovels, wheel-naves, felloes, and GROUND PLAN OF OARPENTER'S SHOP—6CALR, yy INCH TO 
spokes, and suchlike. Room should be ari 
provided outside the shop for saw-pit and timber-yard. ۱ 

1755. Plan of a Smithy for Farm Work.—Fig. 965 is the plan of a farm 
smithy, where a is the E ois 
smithy, b the forge, c the 
coal-bunker, d the iron 
Btore, locked up, ethe anvil, 
f the vice-bench, g the lathe, 
and ۸ the shoeing-shed, to 
accommodate at least two 
horses at a time. This 
should be separated from 
the smithy by a wall, with 4 ے٦‎ 
an internal door. The horses LZZZ ا ےت‎ Mu Mh — DY 7 1 
enter the shoeing shed by @ROUMD-PLAN OF SMITHY—@CALE, Jy INCH TO THR FOOT. 
a separate outside door, and 
it is provided with a window. 
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1756. Section First — Belgian and Dutch Steadings. — Excellent arrange- 
ments of barhs, in which the whole of the apartments are under one roof, are 
met with in Belgium (Flanders) and Holland. In fig. 966 we give a plan of a 
Flemish barn, in which a a are the cow-stalls, with dunging-passage 5, and 
feeding-passages c c; d hay or implement house, e stable, f piggery, g barn, 
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h bay for sheaf corn, i cart-shed. In fig. 967 we give plan showing arrange- 
ments of a Dutch barn, in which a b is the cow-house, c the barn or thrashing- 
floor, d bay for sheaf corn, e stable, f second barn-floor, g second bay for sheaf 
corn. 


Fig. 967. 


PLAN OF DUTCH BARN—6CALB ABS IX FIG. 965, 


1757. Although the cultivation of the soil in the provinces of East and West 
Flanders stands deservedly high, yet, as a general rule, little attention seems to 
be paid to the arrangement of the various buildings and apartments, go as to 
economise the working of the farm. Straggling here and there, anywhere 
where fancy dictates, they look picturesque and pleasing as objects in the land- 
scape, but they by no means satisfy the mind alive to the advantages of econo- 
mic working. The courtyards—if the term may be applied to a place in fev 
cases, 80 far as our observation went, surrounded, like our courtyards, by build- 
ings and sheds—are by no means in keeping with the neat and orderly condition 
of the fields. The mawe 
seems to lie about as if quite 
uncared for ; and a general dis 
order, far from pleasing, seems 
to prevail This is, however, 
more apparent than real, so fir 
as the buildings are concerned, 
for considerable care is taken 
to have them well cleaned in 
the interior. 

1758. In fig. 968 we give 3 
sketch-plan of a Flemish farm- 
steading: a the position occt- 
pied by the farmhouse, b the 
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walk for thrashing-machine, m n pigoon-houses. 


stable, through which one et- 
trance can be obtained to the 
kitchen, c c cattle-house, d calf- 
house, e cart-shed, f store- 
house, g machine-house, ^ h 
solid manure-pit or heap, ! 
potato-pita, J j the barn, k space 
for thrashing-machine, ! horse- 
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1759. In fig. 969 we give sketch-plan of farm-buildings at Courtrai, the 
celebrated flax-growing district of 
Belgium : a denotes the space occu- Fig: gon, 
pied by the house of the farmer, 6 
the cow-house, c a sheep-shed, d the 
root-cutting house, e f barns, g the 
bull-house, ۸ baking-house, ? lumber, 
wood, and implement store, k the | d | 
cart-shed, m hay-shed, l the store- 
house for roots. 

1760. On many Belgian farms the 
machines of the steading are placed 
in & separate building, horse-power ' 
being used. In fig. 970 we give 
plan of such a machine-room a a. 

It i8 octagonal in outline, and is 

lighted by a window and door. The 

main driving-wheel, which is a large 

spur-wheel b b put together in 

segments, is connected with the cen- 

tral shaft c, formed of wood. This 

shaft is continued upwards through 

the roof of the building, the lower 

end being provided with an iron stud 

working in a step bolted to the floor, 

and finished with a turn-cap. To 

this cap a long piece of timber is | 2 | 

connected, and continued on the کون‎ E OF PLEMISH FARM-NUILDINGS. 
outside downwards, as shown in fig. 

971, to within a short distance of the horse-walk, which completely encircles 


Fig. 970. Fig. 971. 


PLAN OF XMAUHINKeHOUSx iN FLEMIBH FARM. 
ELEVATION OF MACHINE-HOUSE. 


the building a. Hooks are provided, to which the draught-chains are attached. 
The timber b b is curved in order to clear the building, and it is strengthened 
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by the diagonal stays attached to the cross-bar c c; and connected with the cen- 
tral shaft is the cap d. In fig. 970, d shows the position of the straw-cutter ; the 
bean-mill e, and the corn-mill f, are fixed on a raised platform g g ; h indicates 
the position of the barrel-churn, which is worked by a pulley deriving motion 
from the main driving-wheel b 5; i shows the position of the turnip-cutter. 
1761. In fig. 972 we give the plan of a large farm-steading at the Brit- 
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annia farm, Ghistelles, near Ostend, in Belgium, belonging to M. Bortier, 
and for which we are indebted to the Manual des Constructions Rurales, pub- 
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lished at Brussels. The terrace of the lawn is at a, the carriage-drive to door 
b, c hall of the farmhouse, d kitchen, e e e e bedrooms, f f coach- Fig. 973. 
houses, g g infirmary for horses and for sheep, A poultry-house 
and yard, i i i boxes and yards for horses and cows, k k oat and 
bean stores, 7 l piggeries, m m m, m m sheep-sheds and yards, n n | 
covered passage, o o salt and oilcake stores, p boiling-house, q © oat | 
and bean stores, r r steam-engine and boiler-house, s liquid-manure ~ 
tanks, ¢ f, t ¢ beetroot pits, u stackyard, v beetroot distillery, w ma- 
chine-room, x the dotted lines show the drainage pipes, and y y the ^ 
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| 
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railways leading from the stackyard u and beetroot pits ¢, to the 
machine-room w and the beetroot distillery v; z the water-tank. 
Fig 973, a a covered dung-pits and cisterns for “ purin,” 5 b cellars 
for cinders. 
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1762. Section Seconp—American Barns.—In addition to the plans of farm- 
buildings suited to the agricultural practice of Great Britain, we deem it likely 
to add to the utility of our work, by giving a few plans illustrative of farm-build- 
ings suited to the practice of the United States and our North American colonies. 
The term barn is there equivalent to our term ‘ farm-steading,” * homestead,” 
or ** farmery ; " it is not confined to signify as with us the one apartment of a 
farmery in which the corn is thrashed and prepared for market, but it com- 
prehends all the apartments usually required in farm practice. Hence the 
term “ barn" in North America is equivalent to our “ covered farm-steading," 
a form of arrangement now by some much esteemed here, in which all the 
apartments required are placed under one roof In the American “barn,” 
however, there is one feature which is absent in all improved structures in 
this country — namely, very large storage-room for corn, roots, and fodder. 
This is necessitated by the exigencies of the climate, which prevents our sys- 
tem of out-of-door storage being adopted. In place of drawing upon our 
own notes taken during a visit paid to the United States some time ago, we 
prefer to present the reader with plans of acknowledged merit which have been 
published under the sanction, and received the good opinion of American agri- 
culturists. The following, taken from the American Cultivator, will convey some 
idea of the nature of the arrangement of what is called a “ side-hill barn :" In 
fig. 974 we give the plan of basement, in which ais the manure-pit, 5 the cattle- 
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stalls, 3 feet 3 inches by 8 feet; c the feeding-passage, 4 feet 6 inches wide ; 
the part dis paved. In fig. 975 we give the plan of second storey, in which © © 
are the posts supporting hay-floor over stable-passage, b b cattle-stalls, c c hay- 
mow or balk, d the hay-shoot or funnel, e another funnel, f passage. In fig. 
976 we give a perspective elevation of the barn. 
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1763. * The barn is 40 feet long by 26 wide, with a basement 8 feet high; 
posts 20 feet above the basement; 
the roof steep, which gives more 
room for hay, is more durable and 
stronger if left without purlin sup- 
port; two middle cross works, 
which make the girts 13 feet. It 
is situated on a somewhat steep 
side-hill, facing the south-east; 
the basement wall on the north 
ORE m me side, and the west part of the 
PERSPECTIVE VIEW OF jede " BSIDE-HILL °’ BARN. south side to the west middle 
cross work, 8 feet high. The 
wall at the west end is 15 feet high, the basement part of which is built very 
strong of heavy stone, so that the upper part of it (7 feet high), which is faced 
one foot back or west of the basement wall (for a cross sill to rest upon), may 
rest firm, and never be moved. 

1764. “ The post which is in the east middle cross work, south side, is sup- 
ported by bridge braces, with bolt at bottom to hold up the sill, which gives 
free access to the manure which is kept in the south part of the basement; in 
the north half is a row of stanchion stables for 12 cattle, facing the north, 
towards a foddering-pass wide enough to fodder the cattle when in the stable. 
One row of cattle are kept over the manure basement facing the north, which, 
with a foddering-passage, occupies 13 feet, or half the width. 

1765. “ The earth is filled in and thoroughly packed up to the wall at the west 
end, and graded or inclined to drive the loaded teams with the hay, to be pitched 
into the barn through ample sized doors of different height ; much of the hay is 
thus pitched down into the barn, and it is certainly ‘put into place’ with 
comparatively little labour. The barn is filled with hay, excepting two funnels 
through which to pitch the hay down to the two foddering-passes; and by 
allowing a reasonable time to settle, will hold 35 tons of hay. Our cattle are 
three-year-old steers, for fattening the following season when four years old. 
I think there are very few barns which contain so much practically valuable 
room under the same proportion of roof, or expense of building, and repairs for 
the next hundred years." The barn is built thoroughly but plainly, and we 
think at a cost of 400 dollars (£80). 

1766. The same Journal shows the plan of a barn, which we give in 

Fig. 977. fig. 977, in which a is the bam 
floor, 24 feet by 42; b cow-stable, 
12 feet by 38, c 12 feet by 3l; 
d oat-bin, 5 feet by 12; e work- 
horse stable, 14 feet by 32; f 
tool-room, 14 feet by 12; g wheat- 
bin, 5 feet by 12; A colt-stable, 
16 feet by 20; ¢ calf-stable, 16 
feet by 20; k corn-crib, 8 feet by 
20. The height over the cow- 
stables is 7 feet, over the main 
floor and horse -stable 9 feet. 

did ۷۴ Fig. 603, p. 373, in the section 
treating of wooden sheds, is a sectional elevation of frame of this barn. 

1767. The most complete form, perhaps, of American barn is to be met with 
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in the state of Pennsylvania. A very distinguished agriculturist of that state, 
Mr Lewis F. Allen, has in his work, Rural Architecture, illustrated and described 
a bam which he built for his own use, “and which has proved so satisfac- 
tory in its use that, save in one or two small particulars, which are here 
amended, we would not," says Mr Allen, “for a stock-barn, alter it in any 
degree, nor exchange it for one of any description whatever." “ For the 
farmer who needs one of but half 
the size, or greater, or less, it may 
be remarked that the extent of this 
need be no hindrance to the build- 
ing of one of any size, as the gene- 
ral design may be adopted and 
carried out, in whole or in part, 
according to his wants, and the 
economy of its accommodation pre- 
served throughout. The principle 
of the structure is what is intended 
to be shown." 

1768. Fig. 978 is the principal 
or ground-plan; fig. 979 is an 
isometrical elevation. The follow- 
ing is Mr Allen's description of its 
interior arrangement: “ Entering 
the large door a, fig. 978, at the 
front end, 14 feet wide and 14 feet 
high, the main floor g passes through 
the entire length of the barn and 
rear lean-to, 116 feet; the last 16 
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feet through the lean-to, and sloping 3 feet to the outer sill and door } of 
that appendage. On the right of the entrance is a recess ©, 20 feet by 18, 
to be used as a thrashing floor, and for machinery cutting food, &c.—5 feet 
next the end at k being cut off for a passage to the stable. Beyond this isa 
bay c, 18 feet by 70, for the storage of hay or grain, having a passage k at 
the further end of 5 feet wide, to go into the further stables. This bay is 
bounded on the extreme left by the line of outside posts of the barn. On the 
left of the main door is a granary d, 10 feet by 18, two storeys high, and a 
flight of steps leading from the lower into the upper room. Beyond this is 
another bay b, corresponding with c on the opposite side. The passages 
k k, at the end of the bays b and c, have steps of 3 feet descent to bring them 
down on a level with the stable floors of the lean-tos. A passage in each of 
the two long side lean-tos e' e', 3 feet wide, receives the hay-forage for 
cattle, or other stock, thrown into them from the bays and the lofts over the 
stables, and from them is thrown into the mangers A A. The two apartments 
f f, in the extreme lean-to, 34 feet by 16 each, may be occupied as an hospital 
for invalid cattle, or partitioned off for calves, or any other purpose. A 
calving-house for the cows which come in during the winter is always con- 
venient, and one of those may be used for such a purpose.” At the front of the 
stalls is the passage f i, for the cattle as 
ا‎ Bic they pass in and out of their stalls. The 
stable doors m, are six in number. In 
this barn, accommodation is given for fifty- 
six grown cattle in twenty-eight double 
stalls, with room for twenty to thirty calves 
in the end stables. Storage for 150 tons 
of hay is also provided. 

1769. In fig. 980 we give plan d 
basement of another arrangement of bam 
designed by Mr Allen. A line of posts 
stands at x, and a wall e e placed back- 
wards from these affords space for cattle 
sheds. Two sheds o o for cattle-shelter 
can be run out to any desired length, 
at right angles to e e. The barn is built 
on sloping ground, so as to admit of the 
under portion being made without much 
excavation. Fig. 981 is the main floor 
of the barn; its dimensions are 60 feet by 46; two large doors are at the 

end, 14 feet square—a louvre-boarded window 

ah being above these. A door, 9 feet by 6, opens to- 

wards the yard from the apartment f. The main 
floor a, 12 feet wide, runs along the whole length 
of the barn; A ۸ are trap-doors to let forage down 
to the stables beneath; b is the principal bay for 
hay, 16 feet wide, running up to the roof; g is the 
bay, 26 feet by 16, for the grain— more if required 
for that purpose; d the granary, 13 feet by 16 
feet; e a storage-room for machinery, &c.; grain 
PLAN OF UPPER STOREY OF AMERICAN BARN. 12 the sheaf, or hay, may be stored in the space 
above f d and e. The main floor will accommodate the thrashing-machine, 
&c., when at work. “ A line of movable sleepers or poles may be laid across 
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the floor, 10 feet above it, on a line of girts framed into the main posts for 
that purpose, over which, when the sides of the barn are full, either hay or 
grain may be deposited up to the ridge of the roof, and thus afford large 
storage ; and if the demands of the crop require it, after the sides and over the 
floor are thus filled, the floor itself may, or part of it, be used for packing away 
either hay or grain.” The stables, &c., are placed beneath the body of the barn, 
as seen in fig. 980; it is here cut up into stables. Passages a a are made 
for the stock to go into the stalls; c is the centre passage, 8 feet wide ; b b the 
passages, 3 feet wide, between the mangers, placed under the traps ۸ A, fig. 981, 
in the main floor. The mangers are 2 feet wide; the stalls are 61 feet wide ; 
at the end walls the cattle-passages are 5 feet wide, the partition between the 
stalls being sloped from 5 feet high at the upper end down to the floor. The 
main floor is provided with inclined planes leading from the surrounding level 
to the main doors: this will be found a great-convenience in housing hay, &c. 
The sheds o o may be used for carts, &c., or shelter sheds: there may be 
storage-room for hay, &c., made over them. 

1770. In fig. 982 we give plan of American farm-buildings designed by Mr 
Marshall, and adapted for Fig. 982. 
the northern states : a space 


for roots; b machine-room a M 


for cutting straw, roots, &c.; 


c straw-bay, d d feeding- b 
passages for cow-byres e and PRO? ہس‎ 
f; sheep-shed g, with yard A; 4 |e | | 


i piggery, with yard k; 7 | 

poultry-house, m boil-house, EB 

n store for firewood, &c., E 

o calf-house, p carpenter's ad 

shop, r implement-house, Ead 

s waggon-shed, ¢ yard. Bn 

1771. In the southern and 

western states of America 
the peculiarities of farming, 
as there practised, require 
several modifications of ar- 
rangement, &c., in the farm-buildings, differing from those carried out in the 
northern or middle states. Professor Turner of Illinois has made public a variety 
of useful hints on stables and farm-buildings for the West, a portion of which will, 
we think, be highly useful to our readers. His remarks are given in extenso in Mr 
Downing's American Country Architecture. “Throughout the vast regions devoted 
to stock, especially in Illinois and Missouri, and all the states south of these, 
stables are used not for sheltering common stock or fodder, but merely for the 
few horses and milch-cows which are kept for family use. Many farmers in 
these states annually fatten some one or two hundred head of oxen, and some 
few even a thousand or more, for the market, and still a very moderate-sized 
stable, or rather no stable at all, answers their purpose." Mr Turner then 
gives a statement of what “ ends the great majority of those who are intending 
to build in those regions wish to reach," the purport of which we give as fol- 
lows: Wood (or lumber, as it is called) being very dear in the West, as also 
labour, economy in these is the first consideration. This is best effected by 
throwing all the buildings under “ one roof, and in a square form, or one as 
nearly square as possible; the foundations, made of brick or stone—and which 
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may have to be transported from a distance at great cost—will, by the same 
plan, be also economised." Another desideratum, and one peculiar to these 
states, is to have “free access to and from their out-buildings, without passing 
through the terrible mud and water which, in prairie countries, always exists 
on all flat lands where cattle or swine are yarded, or allowed to run in small 
lots. Those who are accustomed only to a rocky or gravelly soil, can form no 
adequate conception of the inconvenience of the prairie mud throughout all the 
rainy seasons of the year" The location of a well is a point of great importance, 
as water is not found in springs or brooks, but from wells. The conveniences 
in the stable are, stalls for from one to four horses, stalls for cows (though sheds 
are generally used for them), pig and fowl house, carriage and tool house. 
Room for storing hay is also useful, though this crop is chiefly stacked, and the 
corn * cribbed " in the fields. Room will, however, be required for storing as 
much of these crops as will suffice for the provender of the stock. Professor 
Turner gives a plan illustrative of the arrangements proposed: this we now 
append. “At a, fig. 983, a door is made in the rear of the cattle-stalls Û, 
through which to pass the man- 
ure from time to time; c is the 
corn-crib. The floor of this, as 
well as the corn-cribs in the 
stalls, indicated by the small 
black circles, should be from 2} 
to 3 feet above the level of the 
ground, so as to admit of the 
pigs getting beneath them. Dy 
this arrangement, not only wil 
shelter be provided for them, 
m but they will be enabled to 
ام‎ | pick up all scattered corn, and 
PLAN OF WEBIKHWN STATES AMERICAN FARM-BUILDINGS. also prevent rats from accumu- 
lating, as they will be prevented from depredating by the continual intrusion 
of the pigs. The front of one stall should be open, to admit of a door being 
made, so as to give access to the stalls from the carriage and waggon houses 
de. As the weather in the West is at times very cold,the well should be 
located in a convenient recess, as at f; the water should be supplied to the 
trough g, in the yard, through a spout A. Two troughs should be made here, 
one higher than the other, the lower one being for the use of the pigs—these 
animals being, in Western farming, allowed to follow the larger stock in the 
yard. A small pond i receives the water from the troughs, and is used for 
ducks, &c.; another pond k, outside the yard, is used for goslings and ducklings. 
In selecting & place for the building, the yard should be on the east side, and 
a green grass surface on the south side of both stable and stock yard |, no 
cattle or hogs being allowed to pass in to the grass; so that the farmer 
may have a mudless access at all times to the farm-buildings. The ground 
should, if possible, be selected sloping, the stable at the highest part, so 
as to allow the wet to go towards the lower end of the yard. If sloping 
ground cannot be obtained, an artificial slope should be made. The position 
of the well f will, of course, dictate the other arrangements, the well being 
first dug." 
1772. American Cheese-Dairy Buildings. — As an example of *'cheese- 
dairy" buildings adapted for American agriculture, we here append the 
plan and buildings, by Mr Paris Barber of Homer, New York, given in the 
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American Artisan. Fig. 984 is the general plan: a a the byre or milking-shed, 
25 feet by 75; b 5 the 
store-room, 22 feet by 
36, with counters and 
shelves c c; d the 
work-room, 16 feet 
by 20, connected with 
the store-room by a 
car-way e. ‘‘In sub- 
mitting my plan," 
says Mr Barber, “I 


Fig 984. 
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in getting up my 1 4 ب‎ 

cheese-dairy build- E 
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first point arrived at 

was economy in construction, with the greatest convenience in all its parts for 
labour saving, which I consider the all-important point in dairying. The cheese- 
room b b stands 1 foot from the ground, and is thoroughly banked upon the 
outside of wall, to prevent frost. It is planked, and then boarded up and down, 
and battened. Inside it is finished by a narrow lath over each crack, lathed and 
plastered in the usual way. The floor is lined to make it tight, planed and 
jointed. The counters or shelves are around the outside, and two in the 
middle of the room two tier deep. The lower one is 6 inches from the floor; 
the space between is 2 feet 3 inches. The posts or legs are turned, to prevent 
the cheeses being bruised in turning. The room will hold, with the present 
shelves, two hundred and fifty cheeses, pressed in an 18-inch hoop; and by the 
addition of another tier of shelves, the number will be greatly increased. The 
windows have sliding shutters on the inside, by which I can make it dark, and 
wire gauze on the outside, to prevent flies, both of which are of importance. 
There is a large store-room above, with a swing stairway to rise and fall as 
required. The room is so tight and well-built that I have not had any trouble 
in keeping the cheese from freezing, during the coldest weather, with an ordi- 
nary stove. My work-room d is 16 feet by 20; it is 18 feet from the store-room, 
and is connected with it by & covered car-way e, which saves the trouble of 
carrying the cheeses by hand. I have a constant supply of soft spring-water, 
running from a spring on the farm. The apparatus for the manufacture of cheese 
consists of a furnace or steamer, for heating water and scalding whey; two cis- 
terns, & wooden one and a tin one, suitable for the manufacture of cheese; 
presses; tub for hot water; and conductor for carrying the whey to the reser- 
voir. My milking-barn or shed a a is 25 feet by 75. It has swing-gates on 
the sides, and is 6 feet in the rear of the two buildings referred to, which 
makes it very easy of access for the milkers. It also makes a division in my 
cattle-yard, and affords a fine large loft for storing hay or corn fodder.” Where 
possible, the cheese-dairy should be placed on a higher level than that of the 
piggery or cow-house, 80 that the whey may be carried easily down by con- 
ductors to reservoirs placed in these houses, from which it may be taken as 
required. 

1773. American Piggery.—Iu the western states of America, where hundreds 
of pigs are kept, the plan of sty-feeding and rearing is not adopted, as not 
being at all remunerative. They are allowed, therefore, to roam about. In 
the cold nights of winter, while endeavouring to have as much heat as possible, 
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they crowd much together in what are called their nests, and numbers of the 
weaker ones are smothered by the strong. In Mr Downing’s work, a plan of 


Fig. 985. 


PLAN OF “ SIFTING’ PIGGERY. 


what is there termed a “ sifting-shéd”’ is given, 
which is likely to prevent much of the loss in- 
curred through this. We here append it in fig. 
985. Let a be the lightest and warmest place, 
having entrances e e only large enough to admit 
the smallest hogs. Let c be another shed, hav- 
ing doors f f through which the middle-sized 
hogs can pass. The largest ones will take up 


their abode in b. This should face to the south. The sifting of the hogs into 
their respective sties is done in this way: shut the doors f f, and the smallest 
will go into a; then shut the doors e e, and the middle-sized will go into c when 


the doors ff are opened. 


Fig. 930. 


e 


Wise نے‎ 


rea‏ جج 


0 یکا لھڈ TEE‏ رو 
QROUND-PLAN OF AMERICAN POULTRY-HOCSE—‏ 
beac, ] inca ro IHE FOOT.‏ 


Fig. 987. 


SECTION OF AMERICAN 2260 511 25-44 20 خط ب‎ — 
ByalLe IN FIO. QC. 


1774. American Poultry-houses.—In fig. 986 
we give ground-plan of an American poultry 
house : a b doors, c c stairs to upper floor, d 
enclosed space covered in at top with roosting- 
bars fixed on the inclined pieces c c, shown in 
section, fig. 987. In fig. 987 a is the door 
corresponding to a in fig. 986; b b stairs, at 
the back of which a series of boxes or nests are 
placed, into which the birds pass through cir- 
cular doors made in the “ riser” of each step, 
two nests being made to each ‘riser; d d 8 
series of nests rising one above another, with 
resting platforms in front of each; e e e venti 
lating windows. In fig. 988 we give section of 
the nests behind the stairs : a a a the treads, bb) 
the risers in which the entrance holes are made. 
c c c the bodies of the nests, d d d back door 
to them. 
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1775. Section THIRD— French Steading.—In fig. 989 we give the plan of 
the imperial farm-steading at Vincennes, near Paris: a the house of the 
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PLAN OF THE IMPERIAL FARM-STEADINO AT VINCENNES. 


farm-bailiff, b the dairy, c the dairy wash-house, d the coach-house, e wood- 
house, f infirmary, g stable, h harness-room, ? implements, j machine-house, 
k living-room for farm-labourers, I piggeries, with yard ; m box for lambs, with 
yard; n straw-cutting room, o place for horse-gear, outside building, for 
working the straw-cutter placed at p; q the shed for calves, with yard; rr 
cow-house for 50 cows ; s sheep-shed, with yard; ¢ lamb and ewe shed, with 
yards. The scale of this drawing is 0™ 0012 to the metre. The French metre 
is 39.371 inches, or rather over 3 feet 3 inches. For the above drawing we are 
indebted to the Journal d Agriculture Pratique (Paris), for May 5, 1860—a valu- 
able work, and very ably conducted by M. Barral. 
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SUBDIVISION Fourta— Estimates and Calculations of Artificers’ Work of various kinds. 


1776. The limits of the work prevent us from giving full descriptions of the 
methods adopted in practice for estimating the quantities of materials used in 
building. The subject is too elaborate to admit of this being done; it will be 
sufficient for our purposes if we give in brief abstract form a selection of calcu- 
lations and statements, which will enable our readers to form a rough estimate, 
sufficiently accurate for ordinary purposes, of the quantities of materials required 
for any structure or part of a structure. The quantities being known, it will be 
an easy matter to ascertain from a tradesman the cost of supplying them, charged 
in the usual way. 


1777. Section Fresr— Diggers and Excavators’ work is estimated by the cubic 
yard of 27 feet, or a “ single load." Taking the cost of digging and throwing 
out common soil to a depth not exceeding 6 feet at 5d. per yard cube, the cost 
of digging in gravel or clay will be 7d. A ton of excavated matter is equal to 
24 cubic feet of sand, 17 cubic feet of clay, 18 cubic feet of ordinary earth or 
soil, 13 cubic feet of chalk. 

1778. Well-Digging and Well-Steining with bricks is estimated by the foot in 
depth, the price varying according to the diameter. Thus, where the diameter 
is 3 feet, in clear of brickwork, and the price per foot in depth 13s., the price 
for a diameter of 6 feet will be 23s. 6d., or thereabouts. By multiplying the 
square of diameter of well, including brickwork, by ۰1854, the number of cubic 
feet of earth obtained in digging each foot of depth will be ascertained. By 
multiplying the square of the diameter of well by ‘7854, and dividing the que 
tient by 6, the number of gallons of water contained in each foot of depth wil 
be ascertained. 

1779. In Digging a Well 3 feet diameter in the clear, the quantity of earth 
removed for every foot of depth is 11 cubic feet; of 4 feet diameter, 17 cubi 
feet 17 in.; of 5 feet, 20 cubic feet; of 6 feet, 33 cubic feet 8 in. l 

1780. In Lining a Well with Brickwork (or steining it, as it is technically termed, 
of 3 feet diameter 4 brick thick, the number of bricks required for every foot in 
depth is 57 laid in mortar, 68 laid dry; where the lining is 1 brick in thick- 
ness the number required is 126 in mortar, 154 dry. For a well 4 feet diameter, 
the lining 4 brick in thickness, the number of bricks for every foot will be 73 
in mortar, 89 dry ; 1 brick thick, 159 in mortar, 194 dry. For 5 feet diameter, 
j brick lining, 90 in mortar, 110 dry; 1 brick lining, 192 in mortar, 234 dry. 
For 6 feet diameter, 1 brick lining, 107 in mortar, 130 dry; 1 brick lining, 226 
in mortar, 276 dry. 

1781. The number of Imperial Gallons contained in Wells of the following Diameter 
for each Foot of Depth—3 feet diameter, 44 gallons; 4 feet, 78; 5 feet, 122; 
6 feet, 176. 


1782. Section Seconp.—In estimating the quantity of brickwork, ascertain 
by calculation the number of cubic feet in the wall; Reduce the number of 
these cubic feet so ascertained to the standard of brick and half, by multiply- 
ing them by 8 and dividing by 9; or find the area of the face of wall in feet, 
multiply the number of feet thus found by the number of half-bricks in the 
thickness of the wall; divide the result by 3, which will give the superficial 
feet; divide the amount by 272, and the result is the number of “rods ” of the 
standard thickness. 
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1783. In one foot superficial of wall, 4 brick in thickness, there will be five 
bricks; 1 brick in thickness, 11 bricks ; 14 brick thick, 16 bricks; 2 bricks 
thick, 23 bricks. In three feet superficial, 4 brick thick, there will be 16 bricks ; 
1 brick thick, 33; 14 thick, 49; 2 bricks, 66. In five feet superficial, À brick 
thick, 27 bricks; 1 thick, 55; 14 thick, 82; 2 thick, 110. In ten feet super- 
ficial, 4 thick, 55; 1, 110; 14, 165; 2, 220 bricks. In twenty feet superficial, 
4 brick thick, 110; 1, 22; 14, 330; 2, 441. In thirty feet superficial, 4, 165; 
1, 330; 14, 496; 2, 661. In fifty feet superficial, à brick thick, 275 bricks; 
1, 551; 14, 827; 2, 1102. In seventy feet superficial, 4, 386; 1, 772; 14, 1158; 
2, 1544. In ninety feet superficial, $, 496; 1, 992; 14, 4488; 2, 1985. In one 
hundred feet superficial, $, 551; 1, 1102; 14, 1654; 2, 2205. 

1784. One rod of brickwork—brick and half standard—will take, allowing 
for waste, 4500 bricks of the usual dimensions, 8? inches long, 4} broad, and 
21 thick. 

ae The weight of 1000 bricks of above dimensions may be taken at 2} 
tons. 

1786. The weight of 1 rod of reduced brickwork, 272 feet superficial, stand- 
ard thickness of brick and half, will be about 13 tons; this includes mortar and 
cement. 

1787. Facings in brickwork estimated by the “ foot superficial." 

1788. Rubbed and Gauged Work in Mortar (brickwork) estimated by the * foot 
run ; " do. in putty, by the “foot superficial.” 

1789. Brick Drains estimated by the “ foot run.” 

1790. Brick-Nogging by the “ yard superficial.” To make 1 yard of brick- 
nogging it will take 30 bricks on edge, and 45 on the flat. 

1791. Brick-Paving by the square yard. 36 paving-bricks laid flat will be 
required to pave 1 yard surface ; 82 on the edge. The size of 8 paving-tile is 
9 inches long, 44 broad, 14 thick; the weight of each about 3 lb. 13 ounces. 

. It will take 36 stock-bricks laid flat, and 52 on edge, to pave a yard. 9 tiles 
1 foot square, and 13 10-inch tiles go to the yard. Of Dutch clinkers laid on edge 
140 will be required to pave a yard, 125 laid flat, 136 laid herring-bone fashion. 
The size of a Dutch clinker is 64 inches long, 3 inches wide, and 13 inch thick, 
its weight about 14 lb. The size of a “foot paving-tile ” is 114 inches square, 
its thickness 14 inches, and weight 12} lb. The size of a “‘ten-inch paving- 
tile " is 94 inches square, its thickness 1 inch, and its weight 8} lb. 


1792. Section Turgp—Stone-Paving.—1 ton of 6-inch granite-paving will 
cover 4 yards superficial; a ton of 9-inch granite, 2} yards; a ton of pebble- 
paving, 4 to 44 yards; of ray stone, 5 to 53 yards. 

1793. Tiling is estimated by the “ square " of 100 superficial feet. Laid to 
a 6-inch gauge, it will take 768 plain-tiles to ** one square" of 100 feet; toa 
7-inch gauge, 655; to an 8-inch, 576. A " pan-tile" is 10} inches long, 61 
wide, $ of an inch in thickness, and weighs 37 ounces. Laid to a gauge of 10 
inches, it will take 180 pan-tiles to make a “ square ;" to a gauge of 11 inches, 
160; and to a gauge of 12 inches, 150 to the square. The length of a 
* pan-tile" is 134 inches, its breadth 93, and thickness j inch, its weight 
75 ounces. 

1794. Mortar—A “2 load” is 7 cubic feet, or 21 striked bushels. To make 
it, there are required 9 bushels of lime, and 1 cubic yard of sand. <A “hod” 
of mortar is equal to 1134 cubic inches, and will lay or set 100 bricks of the 
ordinary dimensions. The size of a hod is 9 inches by 9, and 14 inches long ; 

«it will carry 20 bricks of the ordinary dimensions. One “rod” will take 184 


528 PRACTICAL CONSTRUCTION. 


hods of mortar. A “rod” of brickwork will take of mortar to set them, 14 cubic 
yards of chalk-lime and 3 “loads” of drift, or 1 cubic yard of stone-lime and 
34 loads of sand. 

1795. Cement.—A barrel contains 5 bushels, and weighs 3 cwt. To cement 
a “rod” of brickwork 36 bushels are required. A yard square of 14-inch wall 
takes 1} bushels; of 9-inch, 1 bushel; of 4-inch wall, 4 bushel. To “ point” 
joints of a yard square, one-eighth of a bushel will be required. To plaster a 
yard square of plain surface in cement, about one-third of a bushel will be 
required. 

1796. Laths.—Laths are of two kinds, “ plain-tile” and “ pan-tile.” The 
“ plain-tile " laths are 1] inch wide and } inch thick. When 5 feet long, 100 
laths make one “ bundle ;” when 4 feet long, 125; and when 3 feet long, 167 
go to the “ bundle:" 500 feet run of laths, of any length, also constitute a 
* bundle;" 30 bundles make 1 “load.” One square of plain-tiling takes 1 
bundle of laths, or 500 feet run; or it will cover 44 yards superficial, 500 nails 
being required. °“ Pan-tile” laths are 14 inch wide, 1 inch thick; 12, 10 feet 
long each, make 1 “ bundle." 

1797. Plastering is estimated by the square foot or yard; mouldings by the 
lineal foot. ‘Co cover 75 yards of “ render and set ” in brickwork, 1 cubic yard of 
chalk-lime, 2 cubic yards of sand, and 3 bushels of hair, will be required. The 
same quantity will cover 70 yards on lath, or 65 yards of “ plaster,” or 
“render two coats and set ” on brickwork, or 60 yards of the same on lath. 

1798. Slating is estimated by the “square” of 100 superficial feet. The 
“ duchess ” slate measures 24 inches by 12; 1000 will cover 10 squares. The 
“ countess " measures 20 inches by 10, and 1000 will cover 7 squares. The 
“ladies ” slate measures 15 inches by 8, and 1000 will cover 44 squares. 
The ' doubles" measure 13 inches by 6, and 1000 will cover 24 squares 
A square of “duchess,” “countess,” or ‘‘ladies,” will weigh about 6 cwt 
“ Westmoreland " slate varies in size, as also do “rags” and “ queens.” A 
superficial foot of slate-slab, 1 inch in thickness, wil weigh about 14 lb 
Scotch blue slate is thicker, smaller, and stronger than the Welsh or Eng 
lish : the Scotch grey slate is thicker than either, and not so strong as the 
Scotch blue. 

1799. A square of “ pan-tiling " will weigh about 7] cwt.; of “ plain-tiling,” 
double. A square of lead covering, weighing 7 lb. to the superficial foot, will 
weigh 6} owt.; of “ copper,” 1 lb. to the foot, 1 cwt. 


1800. Section Fourtu.—Carpentry and Joinery Work are estimated by the 
square foot or yard; mouldings and fancy work, by the lineal or foot run. Large 
work, as flooring, boarding, &c., is estimated by the square of one hundred feet 
superficial. A “load” of timber is made up of 600 feet superficial of plank 
or deal 1 inch thick; or 400 feet superficial, 14 inch in thickness; 300 feet 
superficial of 2 inch thickness; 240 feet superficial of 24 inch thickness; 200 
feet of 3 inch thick stuff; 170 feet of 34 inch thickness; 150 feet superficial 
of 4 inches in thickness. 40 cubic feet of “rough” and 50 of “ square ” timber 
make 1 load. 

1801. Deals 12 feet long, 9 inches wide, and 24 inches thick, contain each 
1 foot 10 inches cube; 120 of them make 4} loads of timber. Deals 12 inches 
. long, 9 inches wide, and 3 inches thick, measure each 2 feet 3 inches cube ; and 
120 make 5$ loads of timber. 120 deals make what is termed “one hundred." 
` 1802. Weight of Timber.—Of fir 64 cube feet make 1 ton; of ash, 45; of 
beech, 51; of elm, 60; of oak, 39. 


TABLE OF CALCULATIONS. 
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1803. The following Tables will be found useful in calculating the quantity 
of timber in joists of floors, rafters in roofs, partitions, and roof trusses, &c., 
according to given scantling and space apart :— 
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ig 


cuum a ہے‎ aay 
© OON Om COP 


113 INCHES APART. 


11} INCHES APART. 


11] INCHES APART. 


1] by 3 
Jy... 4 
141 ... 5 
1}... 6 
J}... 7 
1}... 8 
14... 9 
14 by 3 
13... 4 
13... 5 
14... 6 
13... 7 
1)... 8 
13... 9 
13 by 3 
14... 4 
12... 5 
14.. 6 
14... 7 
12... 8 
13... 9 
14... 10 


Cube. 


2 هر Or‏ من ہ =O‏ 


مومسم 


Led 


مم 
ه © من هر ہت من Oto» c OF‏ © 06 ہ9 ٴ نے e e‏ © © 


pan 
ہہ‎ Od èض‎ N © © 00 © 


BOtototototototo 


OR 
15 INCHES FROM CENTRE TO CENTRE. 


وگرگرک درک ORR‏ 
سو derbi‏ ہہ شر شش 


113 INCHES APART. 


- :7 
وہ ۰ 


© © یىی تہمہ‎ O ھ‎ o 


118 INCHES APART. 


12 INCHES APART 


مم 


لكين 
p‏ 


9 by 3 
3... 4 
3... 6 
3... 6 
3... 7 
3... 8 
3 ... 9 
8 ...10 
3... 11 
3 12 


12 INCHES APART 


14 [CHES FROM CENTRE TO CENTRE. 


2 by 3 
2 ... 4 
2... 5 
2... 6 
2... 7 
2... 8 
2... 9 
2... 10 


OR 


2 © من 0 6 2ه من ب 


مب مع من من ين CO‏ من من من ی 


by 


Cube. 
s In. 
4 3 
5 8 
7 1 
8 0 
9 11 
11 4 
12 9 
14 2 


مم 
to‏ هر بر Ca‏ سر رن ون C‏ 


مو 


8 
0 
9 
6 
3 
0 
9 
6 


مم 
هرون © © 00 ت *٭ 9ا © © 


b 


اج يمن دب من جب جب جب من CO C» C9‏ 


BODO 7‏ تیب بجمت-ت 


11} INCHES APART. 


r; 


11} INCHES APART. 


by 8 


4 
5 
6 
7 
d 8 
. 9 
10 
11 
12 


12 INCHES APART 


5 دن حر بن 00-10 to‏ 


6 


Land 
5 


مم 
OOD im»‏ © 5< حير COORD‏ 


bd 


مم 
OO‏ © هر © 00 © © 25 هر 


OR 
16 INCHES FROM CENTRE TO CENTRE. 


11 


مم 
EO‏ 0001 ہر Or BS‏ ون سم 


pd 


530 PRACTICAL CONSTRUCTION. 


Table of Calculations—continued. 


12 INCHES APART. 12 INCHES APART. 
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1804. The following are calculations of the cubical contents of timber in 
various roofs in a square of 100 feet :— 


Ft. In. Cube. 


32.6 Ft. In. QuzEN-Post Roor, Fig. 990. 
10| 11 1 Tie-beam a, 10 in. by 5. 
5 
30 0 
z 9 4 Principals f fand Straining-beam g, 9 in. by 5. 
4 ¢ 59 AM 
7 3 0 Queen- hh, 7 in. by 5. 
5 i d 16 0 
9 0 
8 0 : 
5| 14 Struts i i, 5 in. by 5. 144 0 Feet superficial 
5 للج ا‎ 


24 9| Cubic feet in all. 
15 feet 10 inches cube in 1 square. 


28 


12 


5 © هر co mae‏ هرح 


CONTENTS OF TIMBER IN ROOFS, $31 


QUEEN-POST ROOF—GOALE, | INOR TO THRE FOOT. 


Cube. Kixo-Posr Roor, Fig. 991. 


7 6 Tie-beam c c, 10 in. by 4. 
7 0 Principals f f, f f, 9 in. by 4. 


1 2 King.post e e, 6 in. by 4. 8 0 


108 0 Feet superficial. 
1 4 Struts g g, 4 in. by 4. 


| 17 0 | Cubic feet in all, 


16 feet cube in 1 square. 


Fig. 991. 


KING-POST ROOP—SCAIXE IN FIG. 900, 
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.| Cube. Tıg-Beau Roor, Fig. 992. 
21 0 Ft. In. 
| 3° 6 Tie-beam bb, 8 in. by 3. 
24 0 | Area. 
6 3 0 Principals d d, 6 in. by 3. Ft In. 
3 | 10 6 
2 0 | | ۱ یھ‎ 
ظ‎ 9 Struts e e and Foot-piece f, 3 in. by 3. 78 9 Feet superficial. 
| 7 3 | Cubic feet in all. ۱ " 
9 feet 1 inch cube to 1 square. 
TIE-BBAM ROOF. 
Ft. In. Cube. : i 
de E تا‎ m Corran-Roor, Fig. 993. 
b| 1 10 Rafters a a, d d, 5 in. by 2. Ares. 
2 Ft. In. 
13 0 0 0 
5 10. Collar e, 5 in. by 2 
2 m | 70 0 Feet superficial. 
| Cubic feet in all. 


3 feet 94 inches cube to 1 square. 


COLLA R-ROOCP, 
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1805. These are the calculations of the cubical contents of timber in parti- 
tions in a square of 100 feet. 


Ft. اتا‎ Cube. Partition, Fig. 994. 
298 0| Ft. In. 
: 11 8 Head 6 a, Sill d c, 6 in. by 5. 
7 0 
d 1 2 Door Heads g g, 5 in. by 5. 
4.9 0 
6 7 6 Posts e f, 6 in. by 5. 
5 
8 0 
Í 111 King-post رط‎ 7 in. by 5. 
2.12 0 
5 4 2 Struts A A, bin. by 5. 
5 
10 0 
: 1 0 Puncheons i i, 5 in. by 3. 
189 0 ; 
5| 16 0 Quarters 7 J, 5 in. by 8. 
3 


43. 5 Cubic feet in all. 


15} cube feet to 1 square. 


1806. Purlins, ridges, to be measured separately, not being included as parts 
of the “ Truss.” 


1807. Section Firtra— Wrought-Iron Girders and Beams.—The following, on 
the sizes, weight per foot run, and breaking-weight of wrought-iron beams, of 
which the section is in fig. 619, p. 380, will be useful. The beams are manu- 
factured by Messrs Matthew, Ledward, & Co. of Liverpool; and the results 
named have all been confirmed by experience. We are indebted to the above 
firm for the data given below. They are given only for distances of 17 feet 
9 inches between the supports; the beam being laid in the wall 74 inches on 
each side. The weight on the fifth column is that which the beam will bear 
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when suspended from a pressing upon its centre; the last column shows the 
weight which the same will bear when it is distributed over its surface :— 


Weight Width of | 


Breaki 
in Ib. Depth of |Upper Flange Thickness of Weight B | Weight ‘ini: 
per lin- Beam. and Lower Central Rib. lb at contre: formly dis- 
eal foot. Flange. : tributed. 
Inches, Inches es. 
44 11j m 26,840 
51 113 5 35,200 
42 93 43 21,840 
27 93 44 : 13,730 
26 74 4i 10,450 
34 7 94 13,790 
13 "m 3} 3,300 
18 4$ 84 4,450 


1808. Beams subjected to the extreme strain indicated in the above, will 
retain their elasticity, but may become deflected to a greater extent than may 
be desirable. To avoid all risk, it will be better to reduce the loads to one-balf 
the above. By increasing the thickness of the beams, they will be able to 
resist greater weights. As, in some instances, it may be necessary to retain the 
depth of any given beam, and yet to enable it to resist greater pressure than 
given in the table, the following rule will give the increased weight to be given 
to the beam per foot: To enable, for instance, the beam, 112 inches deep, to bear 
50,000 Ib. in place of 26,840 lb., as above given, what addition must be made 
to the weight of 44 Ib. to the lineal foot? The following proportion will give 
it :—26,840 : 44 :: 50,000 : is to the weight required. Again, supposing it is 
desired to know what weight a beam will support, 91 inches deep, but weighing 
60 1b. to the lineal foot, in place of 42, as above given, the following proportion 
will give the result required :—42 lb. : 21,340 :: 60 : is to the number of pounds 
the beam will bear. 

1809. Weight of Round Iron Bars used as Tension-Rods for Roof-Trusses, n 
1 Foot Lengths.—Diameter } inch, weight 104 oz.; diameter § inch, weight 
16 oz.; diameter ł inch, weight 234 oz.; diameter { inch, weight 32 oz; 
diameter 1 inch, weight 414 oz.; diameter 1} inch, weight 53 oz.—3 1b. 5 oz; 
diameter 1] inch, weight 654 oz.—4 lb. 14 oz.; diameter 18 inch, weight 
79 oz.—4 lb. 15 oz.; diameter 14 inch, weight 95 oz.—35 Ib. 15 oz. 

1810. Weight of Lead per Foot Superficial.—Where the thickness is yx inch, 
the weight is 3 lb. 12 oz. to the foot; where } inch thick, the weight is 7 lh. 
8 oz.; where } inch thick, the weight is 14 lb. 12 oz; where 1 inch thick, 
the weight is 19 lb. 12 oz. 

1811. Surface covered by 1 cwt. of Lead of a given Weight to the Foot.— Where 
the weight of the lead is 4 Ib. to the foot superficial, 112 lb. will cover 28 feet 
superficial; where 6 lb. to the foot, 112 1b. will cover 22 feet 5 inches super 
ficial; where 6 lb. to the foot, 112 lb. will cover 18 feet 8 inches. The above 
are for “milled lead." Where “cast lead" is used at 7 lb. to the foot super- 
ficial, 112 Ib. will cover 16 feet superficial; where the weight is 8 lb. to the 
foot, 112 lb. will cover 14 feet; 9 lb. to the foot, 112 lb. will cover 12 feet 5] 
inches; 10 Ib. to the foot, 112 Ib. will cover 11 feet 3 inches; 11 Ib. to the foot, 
10 feet 2 inches will be covered; 12 lb. to the foot, 9 feet 4 inches will be 
covered by the 112 lb. The reader desirous to know the price of “ building 
materials," should consult Taylor's or Laxton's Builders’ Price-Book, pub- 
lished annually. | | 
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SUBDIVISION FIFTH. — Glossary or Explanation of some of the Terms used in 
Artyicers’ Work, as Bricklaying, Masonry, Carpentry, Joinery, Slating, 
Plastering, and. Plumbing. 


1812. Section First—Glossary.—The following must only be taken as a 
contribution—and a slight one—to a department of constructive literature which 
is singularly deficient in complete works. Many causes, however, exist to 
render the task of compiling a full “ dictionary of terms” a peculiarly difficult 
one; the most important of which is, that not only in each of the three countries, 
a8 England, Scotland, and Ireland, but in many of their separate counties or 
districts, a set of nearly totally different terms are used. Indeed, so marked is 
the discrepancy between the technicalities of one district and those of another, 
even in the same country, that many of the terms inserted in a specification 
fitted for the practice of the one would be quite unknown in the other. A 
writer in the Building News puts the matter so pointedly and so well, that we 

cannot do better than avail ourselves of his remarks :— 


“These are days of railway locomotion and telegraphic converse, which in a few 
generations may have the salutary effect of reducing to one uniform standard the 
phraseology of both London and provincial builders—nay, it may even destroy event- 
ually those troublesome discrepancies that exist between town and country weights and 
measures. Much might be written on these discrepancies : they are well known to all 
town architects of extensive practice, as discrepancies that often produce great confu- 
sion and misunderstanding. Thus, while a London builder values his walls by the 
superficial * reduced rod,’ and assumes them to be 14 brick in thickness, in the south- 
west counties we find the walls valued by the lineal ‘rope ;’ and in the northern they 
are again estimated by superficial measurement, but instead of the rod of 14 brick 
thick, by the square yard of 1 brick in thickness. In short, a literary comparison of 
the different modes of measuring a wall that prevail in the several counties of England, 
would create no small amazement in the minds of those town architects who have 
never thought much on the subject. It is in its entirety a vast question and a curious, 
which at present we will not further enter upon. 

* Our remarks mainly apply to the mere local phraseology or trade dialect of the 
provincial builders, of which, as we have just said, a glossary is needed—that is to 
say, of the patois which affects only the nouns representing the several artificers’ works 
connected with building operations. A glossary of every dialectal expression is not our 
aim, since that would be altogether too formidable an affair. Whole sentences of patois 
must be left to time, the tram, and the telegraph to deal with ; and London architects 
travelling into the north to look after their works must take their chance ; and when 
they hear their contractor ordering his men to ‘get a gate and fettle ¢midden, must 
construe the mysterious order into ‘set to work and repair the cesspool’ as they best 
may, with the aid of some local interpreter ; but actual nouns referring to building, 
and which are to appear in his specifications and letters of instruction during progress 
of work, are matters of serious consequence, deserving of a glossary or short dic- 
tionary, such as should, as the book-reviewers say, ‘ form a portion of every architect's 
library.’ 97 

1813. We have in the title to this Subdivision used the expression, “ of some 
of the terms.” This has been done advisedly, and for the reason so well stated 
in the above extract. The majority, however, of “metropolitan” building 
phrases will be met with in our list, and also of those which are generally used 
by writers on the constructive arts. In this way, and so far as they go, our 
list of “ explanations" will, we trust, be in some degree useful We have in- 
serted a few of the Scottish terms, and also of those used in the important dis- 
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tricts of Lancashire. For these last we are mainly indebted to an article in the 
Building News for July 20, 1860; from which we have made the above extract. 


The glossary is as follows :— 


A 


ABREVOIR (used in masonry).—The be- 
tween two adjoining stones, to be filled with 

).—Th rti id‏ ( سا 

UTMENTS (masonry).—' The su ing or side 
walls of an arch mi 80 toned 

ABUTTING JOINT (in carpentry).—The junction of 
two pieces of timber, of which the fibres of one 
aro at right angles, or an obtuse angle to those 
of another. See par. 1163, p. 289. 

ANGLE FLOAT (in ring).—The part made at 
the internal angle furmed by the junction of two 
sides of the room. 

ANGLE OF EQUILIBRIUM IN REPOSE, in materials. 
—That angle at which the materials will stand 
without slipping down or falling. The angles 
i different materials are assumed to be as 

ollows :— 


Fine dry sand .................... 5 
1,1 تی‎ m 7 
Dry loose shingle.................. 39° 
Dry common earth...............- T 
Earth slightly damp .............. 54° 
Earth of the strongest and most 
compact nature ..............-. 


The term, when used in construction, has refer- 
ence to that point to which an arch can sustain 
itself without centring. 

ANGLE or HIP RAFTER (in carpentry).—The short 
rafters used at the angles of a hip-roof. See 
figs. 417, 418, p. 305. 

ANGLE-RAFTER (in carpentry).—A term equiva- 
lent to ‘‘hip-rafter,” Scotticé ** piend-rafter." 

APOPHYGEE.— See MOULDINGS. 

APRON (in plumbing).—A term used in Scotland 
equivalent to FLUSHING, which see. 

ARCH (in masonry and bricklaying).—The curved 
part of a building placed over an opening. 
Arches used in buildings are of various kinds— 
as semicircular and elliptic. A ‘‘scheme-arch” 
is that in which the soffit or under side is less 
than a semicircle. An “invert” or “inverted 
arch” has the arch described from a centre or 
centres above the arch; it is usually adopted m 
basements where the foundation is not deemed 
very secure. A ‘‘relieving arch” is placed over 
the lintel of an opening to ease it of the pres- 
sure. For a description of the various parts of 
an arch, see par. 964, p. 219. 

ARCHITRAVE (in joinery). — The moulded part 
fixed round a window or door opening, as in 
fig. 519, p. 332. 

ARK (in masonry).—The pit in which is placed the 
water-wheel of a mill. 

ARRIS (in joinery).—The corner formed by the 
meeting of two surfaces, placed at an angle to 
each other. 

ARRIS-FILLET (in slating).—See TILTING- FILLET. 

ASHLAR (in masonry).—The hewn stone used iu 
fronting buildings of a superior kind. 

ASHLETS (in carpentry).—The vertical strips of 
wood or studs placed at the sides of an attic 

room, dividing the angular formed by 

the slope of the roof, and forming straight or 
vertical sides to the apartment. 

ASTRAGALS, —Sash-bars which support the frames 
of glass. See fig. 492, p. 322. 

ATTIC. — See GARBET. 


B 
BACK-FILLET (in masonry).—The projecting mar- 


gin of a door-jamb. 

Back FLAPS (in joinery).—The additional pieces 
a a, fig. 995, attached to the front shutter 
when that is not broad enough to cover the 


window. 


Fig. 995. 
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BACK FLAPS. 


BACK OF A SLATE.—Its upper side. 

BACKER. —Where the slates begin to narrow, the 
narrow slate placed on the upper side of a broad 

B slate is termed the backer. : n 
ACKS (in carpentry).— Lancas ire name for 
** principal” rafters of a roof. 

BALUSTEBS (in joinery).—Vertical bars placed in 
the treads of a stair to support the bandni 
above. See figs. 461-3, p. 316. 

BANDS (in iroumongery). — A north of Englund 
term used to designate ““ سے با‎ 

BARGE BOARDS (i a joinery). — The ornamented 
raking or inclined boards 


at the gable of 3 
building. 
BARRED R (in joinery). — Scotch term for 
** ledged door.” 


BASTARD Stucco (in plastering). — Three-cost 
plaster. 

BATTEN (in carpentry).—Pieces of wood are © 

ed which measure from 1 to 7 inches in 
breadth, and à to 14 inch in thickness. — 

BAULK (in carpentry).—A Scotch term equiralest 
to ‘‘tic-beam” or collar. . 

Bay.—A plaster rib made to regulate the floating 
rule ; it is formed between the screens. 

BraD.—See MOULDINGS. : 

BEAD-BUTT (in joinery). — Where the bead is 
worked all round on the edge of the panel. 

BgaD-FLUSH.—In this case the bead is worked 
all round the edge of the frame in which the 
panel is inserted. : 

BEAM (in carpentry and iron - framing). — Tbe 
timber or beams placed horizontally, to sustain 
weights or resist pressure. See fig. 323, p. 251, 
for timber, and figs. 607-10, p. 375, for iron 


beams. 

BEAM-FILLING (in masonry or brickwork).—The 
operation of filling in the s between tim- 
bers with bricks or stones, is so called. .کہ‎ 

BEAM-FILLED (in bricklaying).— Where the inter- 
stices between beams, rafters, &c., are filled in 
with bricks and mortar, they are said to be 
** beam-filled.” 


GLOSSARY. 


BEARING. — The span or space in the clear be- 
tween the supports of a beam. The term is 
also used to signato the hold which a beam 
has of the wall on which it rests. 

BEARING WALL (in bricklaying or masonry).— 
The wall which supports a superincumbent 

rt, and having a solid foundation. See fig. 
92, p. 218. 

BED OF A SLATE.—Its lower side. 

BEDDING Bricks.—Disposing them horizontally 
in a wall. | 

BEDDING TIMBERS, —Fixing various timbers, as 
the linings of doors and windows, in lime-and- 
hair mortar. 

BINDING-JOISTS (in carpentry).—The transverse 
beams of a floor, carrying the bridging-joists 
p above at right angles. See fig. 381, 


p. 293. 
BINDING-RAFTERS.— See PURLINS; seo fig. 370, 


p. 290. 

BrirD’s MovTH.—The joint formed by cutting an 
angular piece out of the foot of a rafter, so that 
it will rest or abut upon the wall or pole plate. 

BLOCKINGS. — The solid parts placed behind, to 
strengthen the angles formed by the junction of 
two pieces of timber, a b or b c, fig. 996. 


Fig. 996. 


Ue‏ ر 
Pl‏ 


BLOCEINGS. 


BOLEcTION MOULDING (in joinery).— Mouldings 
which project above the surface of the framing. 

BoNp. ا‎ manner of disposing bricks in differ- 
ent courses. ‘Flemish Bond" consists in form- 
ing every course with headers and stretchers 
alternately ; ‘‘ English Bond,” in forming each 
course alternately of headers and stretchers 
throughout. See par.. 953, p. 215. 

BoND (in masonry). — Is placing the stones so 
that they lap one upon another, the joints of 
two below being covered with the solid part of 
the one above, the whole forming a compact 


mass. 

Bonp or LAP OF A SLATE.—The distance between 
the nail of the under and the lower edge of the 
upper slate. 

BOND TIMBERS. — Pieces of timber placed horizon- 
tally between the courses of brick or stone, to 
unite together. 

BosGIN. — The Lancashire name for stall space 
in a cow-byre or stable. 

BoxtNGS.— The cases or recesses at the sides of a 
window, into which the shutters fold back. See 
fig. 514, p. 331. 

Brace (in carpentry).—A oir حم‎ at an angle 
to support another and inclined piece, as a rafter, 
or placed between the uprights of a partition or 
framing to strengthen it. See fig. 405, p. 301. 

BRACKET. — A small support against a wall, 
usually ornamented. 

BREAKING JOINT. — Placing stones or bricks so 
that the solid parts of one course shall fall upon 
the joints of the course below. 

BREASTS OF A CHIMNEY.—The solid parts of the 
wall between the room and the chimney-flue. 
BREASTS OF THE RYBETS or REBATES (in masonry). 
—A Scotch term equivalent to REVEALS, which 

see. 
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BRESTSUMMER.—A beam placed over a void or 
opening, and which supports the wall over. 

BRICKNOGGING. — Filling in the spaces between 
the quarters of a wooden partition with bricks 
set in mortar. 

BRIDGED GUTTER.— Gutters in which the boards 
are supported by bearers. See fig. 443, p. 312. 
BRIDGING (in carpentry).—The Lancashire term 

for strutting a floor. See DWANGs. 

BRIDGING-JoIsts. — The beams in a floor sup- 
porting the flooring-boards. See fig. 381, p. 293. 

BRIDLE-JOIST.— See TRIMMING-JOISTS. 

BRINGING FORWARD (in painting) means the prim- 
ing and painting of new or old work, so that all 
the surface shall have a uniform appearance on 
being finished. 

BROACHED. —A Scotch term in masonry, in which 
the face of ashlar is worked in narrow parallel 
horizontal stripes with a pointed chisel. 

BUILDING BEAMs.—Securing two or more beams 
together, in order to increase the depth, form- 
ing a dcep beam out of two or more shallow 
ones. See figs. 376, 377, p. 292. 

BULL-NOSED Bricks (in brickwork).—Bricks hav- 
ing one angle roun 

Borrs.—Clinker-bricks, 

BUTMENT-CHEEKS.—The solid parts on each side 
of a mortise-hole. See fig. 340, p. 284. 

BUTT AND BeN.—A term used in Scotland to de. 
signate a cot or house with two rooms, as 
kitchen and m; the bedroom end of the 
house is called the ‘‘ben,” the kitchen the 
“ butt." 

BYRE.—Cow-house. See also SHIPPEN. 
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CAMBER (in carpentry).—W hen a beam is raised 
in the centre, making the upper side convex and 
lower concave, it is said to be cambered. Cam- 
bering is done to strengthen the beam and to 
prevent it becoming straight under the pressure 
which it has to sustain. 

Cant-MOULDING (in joinery).—A moulding with 
8 bevelled face is so called. 

CANTALIVERS (in carpentry).—The pieces of tim- 
ber which project at right angles to the walls 
and at the upper parts, to ed the eaves or 
guter. g, are so called. See fig. 441, 


p. 311. 

CARRIAGE OF A STAIR (in carpentry).— The beams 
at fne side which carry the steps. See fig. 456, 

CASEMENT-MOULDING (in joinery). —A >“ hollow” 
or concave moulding. 

CAVETTO (in joinery). —See MOULDINGS. 

CEILING-JoIsts. — Small to which the 
ceiling of a room is attached. 

CHAMFERED (in joinery or masonry).—The edge 
or corner of a piece of wood or stone cut ina 
sloping or angular direction, is said to be cham- 
fered. See SPLAYED BRICK. 

CHAMFERING (in joinery).—Cutting off the cor- 
ner formed by the junction of pieces of timber 
at right کت‎ so that the edge should be slop- 
ing or bevelled. 

CHECKED (in joinery and masonry).—A term 
used in Northumberland and Scotland, equiva- 
lent to ** rebated.” 

CHEEKS (in masonry).—A north of England term, 
equivalent to “ jambs.” 

CHIMNEY.—See FLUES. Where there is only one 
it is named a chimney ‘‘shaft;” where more 
than one, a ''stack" of chimneys. 

CLAMP (in joinery).—The cross-piece uniting a 


- 
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number of pieces of wood placed side by side, 
as is a to b, fig. 997, and which are at right 
angles to the cross-piece. The ends of the 
pieces of wood have tongues c, which pass into 
the groove made in the edge of the cross- 
piece d. 


OLAMP. 


CLEARCOLE (in painting).— The cheapest kind of 
painting is so called; tbe holes are first, filled 
up with putty, then a coat of whiting and size 
is given, the whole finished with a coat of lead 
oil-colour. 

CLENCHING NAILS. — Bending back the ends 
which pass through to the reverse side of the 
timber. 

CoARSE STUFF (in plastering). — A mixture of 
lime and hair used in floating, and also in the 
first course of plastering. 

Coat (in plastering and painting).—Being one 
layer of plaster or paint. 

Cock-BEAD.—See MOULDINGS. 

CopDrNGs (in masonry).—A Scotch term, desig- 
nating the footings of the jambs of ground-floor 
chimney-pieces. 

CoLLAR.—The horizontal piece which connects 

. rafters at any place above their ends.— See 
BAULK. 

CoLLAR-BEAMS (in carpentry).— The horizontal 
pieces framed into and between the heads of 
queen-posts and rafters. See fig. 400, p. 299, 
and fig. pA 301. 

ConGEE.—See MOULDINGS. 

Contract. — The agreement upon which the 
buildings are constructed. 

ConBELs (in masonry).—Stones projecting from 
a wall, on which to support beams. The last 
stones in the coping of a gable end, and the 
eaves are also so called, and which serve as 
the abutment for the skew or gable coping: 

ConNERs.— The square ashlar stones which lie at 
the corner of two walls and unite them. 

Cornice.—Congeries of mouldings which crown 
or finish any composition externally or inter- 

1 


COUNTER LATH.—The third lath placed between 
two gauged ones is 80 

COUPLES n carpentry).— The ponte. rafters 
ofa roof. The term is Scottish. 

COUPLES (in carpentry).— Rafters framed together 
in pairs; a tie is usually provided, uniting their 
feet, the whole forming one of the simplest 
forms of truss. . See fig. 403, p. 300 
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Coursino.—A Scotch term in masonry, in which 
all the stones of a course are of one thickness. 

CRESTING (in slatery). — Ornamental ridge-tiles 
well finished. 

Cross-TaILED HINGES (in ironmongery).— 
Hinges provided with a long piece fixed to the 
door, and a shorter cross-piece fixed to the 
frame. See figs. 696, 697, p. 405. 

CROW-STEPS (in مع‎ hs coping of a gable 
in the form of steps. 

Crown-Post (in carpentry).—A term equivalent 
to king-post. 

CuRB-RooF (in carpentry).—A mansard - roof. 
See fig. 421, p. 306. 

CURTAIL STEP (in joinery).— The lowest step of 
a staircase, the outer end of which is usually 
formed spirally. 

CYMA-RECTA. — Sce MOULDINGS. 

CYMA-REVEBSA.— See MOULDINGS. 
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DEAFENING.—À Scotch term equivalent to Puc 
GING, which see. 

Deal (in joinery).— The standard thickness of 
deals is 14 inch, standard length 12 feet, usal 
breadth 9 iuches. : 

Doo-LEGGED STAIRS (in carpentry). —Stairs i 
which there is no well-hole. 

Dooks (iu carpentry).— 4A Scotch term for wood 
bricks built into the wall at intervals to receive 
nails for standards. See NOG8. 

DooR-FRAXE (in joinery).— The casing of a door 
into which it shuts. See fig. 473, p. 318. 

Doors.—See figs. 464-85, p. 317. 

Dormer WinDow.—Used in a roof to light 1 
attic 1 the frame is set vertically. See fig. اڈ‎ 
p. 310. 

Dots (in plastering).— Patches of plaster placed 
in the line of screed and bags to regulate te 
floating rule. 

DouBLE-HuNG@ SASHES (in joinery).— Window 
in which the upper and lower sashes are aliko 
suspended by lines and weights. 

DRaG.—A tool used in masonry to work the 
surface of freestone, consisting of a thin gud 
blade, with fine teeth on one of its edges. 

DRAGON TIE oR PIECE (in carpentry).— The a 
gular piece p near the junction of to 
wall-plates, to support the end of the له سونط‎ 
in a hipped roof. See fig. 411, p. 302. 

DRIFT (in masonry).—The horizontal thrust d 
an arch upon the butment walls. 

Drips (in plumbing).—Making gutters or fats; 
the drips are formed at tho joints of the 
by turning up the edge of one piece 
putting the other over it. 

DRor-SPovT.— Lancashire term for the “down 
spout” or “ rain-water trunk," leading off ram- 
water from gutters to drains. 

DROVED (in masonry).—A term used in Scotland 
to designate tooled flat work. 

DUBBING OUT (in bricklaying).— Where the sur 
face is uneven, it is levelled for plastering by 
using tiles. 

DwaNGs (in carpentry).—The Scotch name for the 
struts ofa floor. See STRUTS. 


Eastna.—The Scotch term for eave. 
EavE (in slating).—The lower edge of the slates 
which project over the wall. 


GLOSSARY. 


ELBOWS OF A WINDOW (in joinery).—The two 
side panels under the front shutter. 

EXTERNAL CORNERS (in masonry).—The Scotch 
term equivalent to 0001118, which see. 

ExTRADOS. — Tbe upper or convex part of an 
arch. See fig. 195, p. 219. 
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Factnas (in joinery).—The linings of woodwork 
which cover the rough surfaces of interior 
walls. 

FaANG.—The narrow part of any tool which is 
inserted into the handle. 

FEATHER-EDGED BoARDs.—Boards, one edge of 
which is thicker than another. They are used 
for covering the sides of sheds or of wooden 
roofs. See fig. 589, p. 370. 

FILLeT.—See MOULDINGS. 

FILLING-IN PIECES (in carpentry).—The short 
timbers of a roof, or the studs over the door- 
head of partitions, See e e, fig. 386, or i 1, fig. 
384, p. 295. 

FINE Storr (in plastering). — Is com of 

slaked lime, sifted and mixed with hair, and 
sometimes fine sand. 

First Coat (in plastering).—This is known by 
various terms; where in two-coat work the 
first coat is laid upon laths, it is termed “ lay- 
ing," if on brick, ‘‘rendering;” if three-coat 
work, it is called, if laid on lath, *' pricking 
up;" and “ roughing in,” if laid on brick. 

FiRsT-PiECE (in carpentry).— Lancashire name 
for the ridge-piece, as j, fig. 406, p. 301. 

FLoat.—A tool used in p ring to bring the 
"ian coat of three-coat work to a fair sur- 


FLOATED LATH AND PLASTER.— Throe-coat work 
for papering. The first coat is termed '“ prick- 
ing up," the second, “‘ floating,” the third coat 
is pricked up. 

FLOATED Work (in plastering). —Work ‘‘roughed 
in” or ‘‘ pricked off,” floated and set. 

FLOORS. عملا‎ figs. 380-82, pp. 292, 293. 

FLOOR or a House (in plans).—In Scotland the 
** first floor" is the und-floor; in England 
the term is used to designate the '* bedroom” 
or *' second floor" plan. In England, in a house 
of three storeys, the first bedroom floor is some- 
times called ‘‘one pair plan;” the second, the 
** two pair plan.” In all plans, the ground-floor 
is termed the *''ground-plan." e ''cellar- 
plan" shows the accommodation below the 
ground-floor. used in Scot- 


FooT-PacE (in neue landing-place at 
the end of a flight of s in a stair. 


FRAMED AND BRACED Door (in finery), cde fig. 
466, p. 317. 
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FRAMED Door (in joinery). — See fig. 469, p. 
FRAMES (in رر‎ ھ٤‎ wood casings or lin- 
ings round door and window openings. 


G 


GaBLE.—The triangular finish to the end wall of 
a house. 

GABLE COPING (in masonry).—The stone coping 
of the gable of a building terminating the slate- 
work. See SKEW. 

GAGE (in plastering)..—A mixture used for form- 
ing mouldings, and for the last coat of ceilings ; 
it is made either of plaster and course, or plas- 
ter and fine, stuff. 

GaRRET.—An apartment next the roof of a house, 
in which the ceiling is inclined to tho sides. 
It is sometimes used as synonymous with 
* attic,” which designates, however, or should 
ا‎ an apartment next the roof, in 
which the ceiling is square to the sides of the 
room. 

GaTHERING (in bricklaying).—Tho narrowing of 
the flue above the fireplace opening, bringi 
it into the proper dimensions of the flue. 

040608 (in tiling). — The distance between the 
first and the third laths—the second lath is 
placed between. 

GAUGED ARCH (in bricklaying).—Has the bricks 
of which it is composed radiating from the 
centre. 

GIBLET-CHECK (in masonry).—A term used in 
Scotland to designate the ‘‘rebate” or ‘‘ check" 
cutin the jamb and lintel of the door, to admit 
of ame door-frame falling into. See d e, fig. 545, 
p. 353. 

GIRDER. — In a framed flooring the beam of 
largest dimensions supporting the binding- 
joists. See a, fig. 382, p. 293. 

GRAINING (in painting).—Imitating the surface 
of expensive woods in paint is so i 

Groip.—The Scotch term for the gutter running 
along tlie floor in front of cattle or horse 
stalls. 

GROOVING (in joinery).— The cutting out in the 
edge of a piece of timber, of a part rectangular 
in section. 

GRouxp-PLATE (in carpentry). —The lowest beam 
in which the mortise-holes are cut to receive 
and support the upper timbers. 

GROUNDS (in carpentry).—Pieces of wood built 
into the wall, which receive the nails used for 
fixing the linings. To give a hold to the plas- 
ter, they should be grooved on their outer 
edges. 
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HAOKING (in masonry). — Where the stones in 
a wall are not of uniform size, and the beds 
thus on different levels, the irregularity in the 
courses thus formed is named hacking. 

Ha r-Spacr. —See Foot-Pack. 

HAMMELS.—'l'he term used in Scotland to desig- 
nate the arrangement for sheltering store cattle, 
consisting of a small shed with a small court 
attached. 

HAMMER-DRESSED.—Stones aro so when trimmed: 
with the hammer. 

HANDRAIL (in joinery). —The rail at the side of a 
staircase, placed next the well-hole, b c, fig. 
998; a is section of a handrail. 


ELEVATION AND SECTION OF HANDRAIL. 


HANGING-STYLE (in joinery).—That side of the 
frame of a door to which the door is hinged. 

HaRLING.— The Scotch term for rough-cast. See 
RovuaH-CAST. 

HAWKE (in plastering).—An implement for hold- 
ing the plaster; it consists of a square board, 
with a handle placed at its lower side. 

HAWKE.— The Scotch term for the pronged im- 
plement for mixing hair in Dr ime. 

HEADERS (in bricklaying).—The bricks in a wall 
placed at right angles to the face or length of 
the wall In masonry, it denotes the stones 
which are placed with their greatest len 
transversely to the wall. See a, fig. 170, p. 214. 

HEART-BOND (in masonry).—The lapping of one 
stone above two others, forming together the 
thickness of the wall. 

Hip-Roor (in ntry). — In this form of roof 
the ends aro inclined at the same angles as the 
sides. See fig. nated 297. 

HoD.— A short angled trough with a handle, for 
carrying mortar upon the shoulder. 

HOLEING (in slating).— Making the holes in slates 
for the insertion of nails. 

HoLLow WALL.— Walls either of brick orof stone, 
having a central cavity. See fig. 197, p. 220). 
In some cases they are formed of hollow bricks. 
See fig. 201, p. 221. 

HousINGS (in carpentry).—The spaces made in 
the timber, into which other pieces are inserted. 
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IMPOST (in masonry).— The upper part of a pier, 
from which the arch springs. 

15-8۸7 (in masonry).—4A term used in Northum- 
berland and Scotland to designate a '* header." 

INTER-JOUIST (in carpentry).— he space between 
two contiguous joists. 

INTERTIE (in carpentry).—The horizontal timber, 
as e e, fig. 385, p. 295, placed between the sill 
d c and the head a 6. 

INTRADOS (in masonry).—The under side or con- 
cave portion of the arch. See fig. 195, p. 219. 
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JACK-RAFTERS (in carpentry). — The short rafters 
which are used in filling in the spaces at the 
hip of a roof. See fig. 418, p. 305. 

JAMB-LINING (in joinery).—The lining to jambs, 
or sides of Window or door openings. 

JAMBS (in bricklaying and masonry).— The verti- 
cal sides of any aperture, as door or window. 
JOGGLED JOINTS (in masonry).—Joints are said to 

be joggled when they are interlined or jointed 
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Iogetaen that one cannot be forced from the 

other by lateral pressure. See fig. 159, p. 211. 

JOGGLE-PTECE (in try ).— The foot of a rafter 
or vertical timber which is bevelled to receive 
the ا‎ of the inclined struts. See e, fig. 406, 
p. 301. 

JorNTs.—For a description of the various joints 
used in framing timbers together, see para- 
graphs 1133 to 1168, pp. 281-90. 

Joists (in carpentry).— Horizontal beams to sap- 
port the flooring boards placed parallel to and 
at a certain distance from each other, their 
outer extremities resting upon the walls. 


Krys (in joinery).—Pieces of wood let into the 
back of a number of pieces to prevent them 
from warping or twisting. 

KeEy-STonE (in masonry).—The centre stone of 

Kiso Pos carpen The central timber 
NG-PosT (in ).— The cen im 
in a roof- inet the foot of which the 
struts or braces abut. See ee, fig. 406, p. 301. 
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LANDING (in ntry).— The of a staircase 
level with رع می‎ the NM 

LaTH-BRICKS. — Bricks of dimensions larget — 
22 inches by 6—than the ordinary size. 

LaTH-LAYED AND SET (in plastering).—This term 
is used to designate two-coat work, in which 

e last nd ایی‎ scored. — 
THS (in plastering).—Strips of 
the ceiling-joists of floors and the vertical 
timbers of partitions. The laths are not 
close up edge to edge, but have spaces Mf 
between ; into these tbe mortar is pret 
ed, and forms a key by which it is retained 
to the face of the lathwork. Laths have differ 
ent designations, as ‘‘ single latb," “lath and 
half,” and “double lath.” They are also of 

^ different enge as >> ee ** four ae 
AYING (in p ring).— The placing in o 
first coat, the surface of which is roughened 
with a broom, not scored. 

LEAN-TO RooF.—Sce PENT-ROOF. 

HER AnD BRACED Door (in joinery).—See f. 

»p. 317. : 

LEDGED Door (in joinery). — See fig. 464, .م‎ 

LEDGERS (in bricklaying).—The horizontal 
or Dessus lashed to the upright stan to 
support the putlogs. See PUTLOG. 

LENGTHENING NT IMBERS. — For illustrations d 
methods of lengthening timbers, otherwise 
ت2‎ as ''scarfing," see figs. 323-39, pP. 

1-4. 

LEWIS (in mason) — An iron key fitted into 
a wedge-shaped hole made in the upper sur- 
face of a large stone, by which the same can be 
lifted. See fig. 157, p. 211. 

LIME AND HAIR (in plastering).—A compound of 
lime and hair need. for the first coat. —— 

LINTELS (in carpentry).—Short pieces of timber 
placed horizontally over an opening in a wai, 
the ends having ings in the wall 

LOUVRE or LUFFER BOARDS (in joinery) — ۸ 
number of boards placed in a ventilator, paral- 
lel to one another, but inclined to the horison 
at a certain angle. This angle in some instances 
is e at pleasure, the boards being 

fitted into movable side-pieces. 
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ae RAIL (in joinery).—The bottom rail of a 
oor 


LYING PANEL (in joinery).— The panel of a door 
m which the grain of the wood is placed horizon- 
ly. 


MANSARD-Roor (in carpentry).—Also termed a 
CURB-ROOF, which see, fig. 421, p. 306. 

MARGENTS (in joinery).—The flat parts of the 
styles or rails of doors. 

MARGIN (in joinery).—.See MARGENTS. 

MARGIN OF A COURSE (in slating).—Those parts 
of the slates which are exposed to the weather. 

MIDDLE AND MIDDLE (in carpentry). — A Nor- 
thumberland term, equivalent to ** from centre 
to centre." 

MIDFEATHER (in brickwork). — The withe of a 
chimney, in Lancashire so called. 

MITRE.—Two pieces of wood having equal angles, 
or the sides forming equal inclinations, and the 
two sides so joined together as to make an 
angie double of that of either piece. See fig. 


Fig. 099. 


MITRE-JOINT IN WOOD. 


MrrRED BORDERS (in oy ات‎ — Narrow 
boards placed round, and forming a border to, 
hearth-stones. 

MORTAR.—A mixture of lime, sand, and water ; 
for proportions see par. 532-3, p. 141. 

MOoRTisE (in ntry).—An aperture made in a 
timber to receive another piece, which is termed 
the tenon. See fig. 340, p. 284. 

MovrDiNGs.—Profiles of various curves ; they are 
named as follows: fig. 1000, tho ** fillet ;” fig. 
1001, the ** bead" or ast ; fig. 1002, the 
Roman, and fig. 1003, the Grecian ‘‘Scotia;” 
fig. 1004, the Roman, fig. 1005, the Grecian 
** ovolo ;" fig. 1006, the Roman, and fig. 1007, 
the Grecian ‘‘ cavetto” or ** hollow ;" fig. 1008, 
the Roman, and fig. 1009, the Grecian ‘‘ cyma- 


Fig. 1001. 
Fig. 1000. 


Ll 


FILLET. 
BEAD OR ASTHAGAL. 


Fig. 1002. 
LEEREN 


ROMAN BQOTIA. 


recta ;" fig. 1010, the Roman, and fig. 1011, 
the Grecian ‘‘ cyma-reversa ;” fig. 1012, the 
** ogee ;" fig. 1013, the ** congee,” or **apophy- 

." Where a bead projects from the sur- 
face; ain fig. 1002, it is called a ** cock-bead." 


Fig. 1003. 


ORECIAM SCOTIA. 


Fig. 1004. 


/ 
م 


ROMAN OVOLO. 


Fig. 1005. 
SESO 
017101436 OVOLO. 


ده 


ROMAN CAVETTO OR ROLLOW. 
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Fig. 1007. 


ORRCIAN CAVETTO OR HOLLOW. 


Fig. 1008. 


ROMAN CTMA-RBCTA. 


Fig. 1000. . 
ہچ و شس دہ‎ ET 
OREOIAN CYMA-REOTA. 


Fig. 1010. 


I" 


ROMAN OYMA-REVENBA. 


Fig. 1011. 
ہش کش‎ EEEE 


GRECIAN CYMa-REVERSA. 


Fig. 1012. 


OGRE. 


Fig. 1013. 


CONOER OR APOFHYGER. 


MULLION (in masonry and joinery).— The vertical 
bar of stone or wood dividing two casement 
from each other. See fig. 498, p. 326. 

MUNTINS (in joinery).— The vertical pieces in the 
centre of a door between the styles. Se fg. 
474, p. 318. 
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NAKED FLOORING (in carpentry).— The rough er- 
posed timber-work of a dor before the board- 
ing and ceiling-joists are placed down. : 

NATURAL or QUARRY BED. — The position in 
which stones lay originally ; the laminx being 

usd vertical or horizontal. i 
EWEL (in joinery) — In dog-legged stairs, 
the post where the winders ما تا‎ uid into 
which the adjoining string-boards are framed. 
It also signifies the turned post a a, fig. 1014, 
placed at the bottom of a flight. 


Fig. 1014. 


POST AT BOTTOM OF STAIRS. 


Noas.—Wood-bricks built into the wall at inter- 
vals to receive nails, &c., for linings. 


GLOSSARY. 


Noas (in carpentry).—Lancashire name for wood- 
bricks. 


NotcH-BoarRD.—The board fixed to the side of a 
wall, in which notches are placed to receive 
the ends of the treads and risers of a staircase. 
See fig. 457, p. 315. 


NIDGED.—The Scotch term in masonry, in which 
the face of ashlar is gently grooved vertically 
with the sharp end of the hammer. 

0 


OFFSET (in bricklaying).—The part of a wall which 
is set back from the general line or face of wall 
below it, the thickness of the wall being re- 
duced above it, either on one or both sides. 

OcEE (in joinery).—A moulding, the outline of 
which is formed of two curves in contrary direc- 
tions, See MOULDINGS, fig. 1012, p. 54 

OPEN NEWELLED STAIRS (in joinery). — Those 

` having a rectangular well-hole, and which are 
divided into several flights. 

OvT-BAND (in masonry). — A term used in North- 
umberland and tland, equivalent to 
* stretcher," in the building of a wall. 

Ovoro (in سو‎ n moulding described by a 

uarter of acircle. See MOULDINGS, figs. 1004, 
005, p. 541. 


P 


PAN (in ntry).-- Lancashire name for PUR- 
LIN, which see. 

PARAPET. —Breast-wall at the sides of bridges, or 
placed at the top of wall to hide roof. 

PaRGETTING (in brickwork).—Lining the inside 
of chimney-flues with a mixture of cow-dung 
and lime. 

PARTITION (in carpentry).—See paragraphs 1183- 

91, pp. 294-96, for various illustrations of these. 

Panty WALL (in dl pepe fia wall which 
divides two adjoining buildings. 

PavILION- RooF.— See fig. 393, p. 297. The term 
is used in the text, p. 32, paragraph 185, as 
"lote d dg with ''hip-roof," corresponding to 

e b c d, fig. 392, p. 297. 

Pent-Roor (in ntry).—4A lean-to roof. See 
fig. 391, p. 297, fig. 397, p. 298. 

PERPEND-STONE (in masonry).—A stone of suffi- 
cient length to stretch across the entire thick- 
neas of a wall. 

Prenp-Roor.—A Scotch term for PAVILION-ROOF, 


for illustration of which see fig. 393, p. 297. 
PrENDS (in ao .—A Scotch term, equiva- 
lent to the *'* hip- rs" of a roof. 


Piers (in masonry) — The walls between aper- 
tures or voids. 

PrTCH OF AN ARCH (in brickwork or masonry).— 
The vertical height from the line of springing, 
F , to the under side of arch, at b, fig. 195, p. 

19. 

PrrcH or A Roor (in ntry).—The angle 
formed by the rafters. en the length of 
the rafters is equal to three-fourths of the dis- 
tance between inside of walls, the pitoh is said 
to be ** common pitch.” 

Prrca OF a Roor (in carpentry).—The angle or 
inclination of its sides. 

PLasTER (in plastering).— A material used for 
making the mouldings and attached ornaments 
of ceiling, &c. 

PLATBAND (in masonry). —À y et moulding, the 

es of which is considerably less than its 

eight. — x 
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PLATE (in "08" a a wall-plate, a horizon- 
tal piece of timber laid on the wall, on which 
to join a tie-beam, a joist, &c. See par. 1150, 


p. 286. 

PLINTH (in brickwork or masonry). —The pu at 
the base of a building which projects beyond 
the line of wall above. 

PLOUGH-GROOVE (in joinery).— See TONGUE, as 
also fig. 997, p. 538. 

PLUGS (in carpentry).—Pieces of timber inserted 
in a wall, to which the joinerwork is attached. 
They are sometimes called wood-bricks; also 

" dooks, in Scorch terms. 

OINTING (in bricklaying).— Filling up the spaces 
between the joints of external brickwork with 
putty, cement, or plaster. l 

POLE-PLATE (in carpentry).—The horizontal piece 
of timber in a roof-truss, against which the 
feet of the common rafters abut. See par. 
1207, p. 300. 


‘PRICKING-UP (in plastering) is a term used to de- 


scribe the first coat of ‘‘ three-coat” work. 

PRINCIPALS, or PRINCIPAL RAFTERS (in carpen- 
try).—The inclined pieces of timber in a roof- 
truss which و‎ the purlins. See pars. 
1207, 1208, pp. 300, 301. 

2000170 (in carpentry).— An operation which has 
for aim the deadening of the sound ing from 
one ern to another through the floor- 
ing. To the sides of the joists, near the bottom, 
narrow fillets of wood are nailed ; these are 
made to support cross pieces of split wood, 
forming a species of floor, on which is laid a mass 
of mortar mixed with the cinders of a smitb's 
fire. Same as the Scotch term DEAFENING, 
which see. ١ 

PUNCHEONS (in carpentry).—The short timbers 
placed above a void in a partition; as 1 1 in 
fig. 384, p. 295. They are sometimes called 
“ filling-in pieces.” 

PURLINS (in carpentry).—The horizontal timbers 
in a roof-truss, which rest on the principals, 
and support the common rafters. See pars. 
1207, 1208, pP. 300, 301. 

PurTLoGs (in ا‎ TS timbers which 
are used to support the scaffolding employed 
in raising brick walls. One end of the putlo 
is inserted in the wall, and the other lash 
with a rope to the vertical poles placed at the 

uired distance from the wal. When the 
bp ee finished, and the scaffolding taken 
down, the holes left in the walls when the put- 
logs are taken out are filled up. 


Q 


QUARTERING (in carpentry).—The stud-work of a 
partition is so called. 
QUARTER-PaceE (in joinery).—The landing-place 

at the end of a flight of steps, at the angle, or 
where the direction of the two flights turns. 
QUARTERS (in carpentry).—The Lancashire namo 
for STUDS or STANDARDS, which see. 
QUARTERS (in carpentry). — The vertical poets 
bounding the framework of a partition, as 
those between the “sill” c d, and “ head" a b, 
fig. 384, p. 295. 
QUEEN-Post (in carpentry).— The vertical timbers 
in & سی نید‎ m which the ng port is dis- 
pensed with in order to give a central space, as 
the timbers À À, fig. 407, p. 301. 
QUIRK (in joinery). — The ve c between a bead 
a and the solid wood 5, fig. 1015; in fig. 1016 is 
a “ double quirk,” round the bead a. 
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Fig. 1015. 


GH, Fig. 1016, 


SINGLE AND DOUBLE QUIRK IN JOINERY. 


QUOIN-STONES (in masonry).—The stones placed 
at the corners of a wall to give an external 
finish ; they are usually of unequal lengths, but 
of equal height. See fig. 80, p. 98, and CoRNERS. 


R 


RAFTERS (in carpentry). —The inclined timbers of 
a roof: they are of three kinds, ‘‘ principal 
rafters,” as f f, fig. 405, p. 301; ‘‘common raf- 
ters," “g 9, سک‎ and ** hip-rafters," as 
aa, fig. 417, p. 305. 

RAGGLINGS (in carpentry).—A term used in North- 
umberland to designate CEILING-JOISTS, which 


see. 

RAGGLINGS.—A Scotch term for the groove made 
in the face of a wall to admit the side or top 
slates of a lean-to roof, for the sake of being 
water-tight. 

RAILS oF A Door (in joinery).— See fig. 471, p. 318. 

REBATE (in joinery).— The rec piece cut 
zc A the edge of board, as e e, fig. 494, 
p. 323. 


REBATES or RYBETS (in masonry).—A Scotch 
term equivalent to JAMBS, which see. 

RENDERED AND FLOATED (in plastering). —This 
term is used to denote ‘‘ three-coat work.” 

REVEALS (in brickwork or masonry).— The space 
in the sides of a door or window opening, which 
is comprised between the outside line of the 
wall and the outsido face of window or door 
frame. 

RIB oF a ROOF (in carpentry).—A provincial term 
for PURLIN, which see. 

RIDGE-POLE or PIECE (in carpentry).— The piece 
of timber which is placed at the apex of, and 
supported by, the king-post ; the office of which 
is to support the upper ends of the common 
rafters. In fig. 405, p. 301, m is the ridge-pole, 
against which the common rafters g g abut. 

8000 ۵۴ Scotch term for the ridge-pole ofa 

ouse. 


RISERS (in joinery).—The vertical pace as g À, 
Kf e, fig. 457, p. 315, of stairs, the horizontal 


parts being termed ‘‘ : 
RoAN (Scotticd).—The gutter of wood, zinc, lead, 
or iron, placed beneath the eaves of a roof to 
کت‎ the ل‎ bared 7 "— 
OFS (in carpentry).— For varieties of roofs, seo 
pars. 1193-9, pp. 297, 298, and Plate X. 
RoucH-CasT (in plastering).—A material used 
for finishing the outside of walls. The first 
coat is of lime-and-hair mortar, worked rough, 
with sometimes a second coat, worked smooth. 
On the surface of the first or second coat tbe 
‘‘rough-cast” is put, this being composed of 
fine gravel mixed with lime and water. 
RoucH-RENDERING. — An operation iu plaster- 
ing where the rough coat only is given. 


PRACTICAL CONSTRUCTION. 


RouGHING-IN. — A term used in plastering to 
designate the first coat of *' three-coat work." 

RUBBLE-WORK (in masonry).—A walling built of 
rough stones not dressed, and laid with mortar, 
or built dry, as in ** dry-stone dykes.” 

RUNNERS (in carpentry).—Lancashire name for 
single joists. 


8 
846 (in carpentry).—When a piece of timber, 


stretched from wall to , bends in the 
middle, it is said to ‘““ sag.” 

SARKINQG (in joinery).—A north of England term, 
equivalent to ** boarding." 

SaRKING.—A Scotch term for ing on a roof 
upon which to place blue slates, lead, or sinc. 


SaAsH-BARS (in joinery).— The vertical and hori- 
zontal pieces in a window, as a, fig. 494, p. 
323, which support the sheets of glass. سا‎ 
are eee termed astragals. See fig. 4% 


p. 
SABH-DOOR (in joinery).— See fig. 468, p. 317. 
SasH- WINDOW (in joinery).—a a d e, fig. 1017, is 

termed the ''casing " of the sash-frame ; «« 

the pulley-piece, sustaining the pulleys ovr 
which the cords are strained which support the 
sash-weights b; the inside lining and bead are 
atc; outside lining, d ; back lining, e; f arhi- 
trave of shutter-box ; g g, g g folding shutters 


Fig. 1017. 
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SASU-WINDOW. 


SOARCEMENTS (in masonry or brickwork).—A 
Scotch term, equivalent to 70071268, which 


see. 
ond JoINT (in carpentry).—Ses par. 1135, p. 


GLOSSARY. 


ScoT1a.—See MOULDINGS. 

SCROLL (in joinery).—The curved or spiral ter- 
mination to the handrail of a stair. See CUR- 
TAIL STEP. 7 

ScUNCHEON (in masonry).— A Scotch term for the 
inside jamb of a door or window, or the vertical 
end of a wall. 

SHED-Roor.—Sce PENT- ROOF. 

SHIPPEN.—A Lancashire term signifying the cow- 
house, See BYRE. 

SHUTTER-BOXING (in joinery).— The boxing for 
enclosing the shutters of a sash-window. See 
SASH- WINDOW, 

SKEW (in masonry). — The term used in Scotland 
to designate the gable-coping of a roof. See 
GABLE-COPING. 

SKIRTINGS (in joinery).— The boards surround- 
ing 3 room at the floor level. See fig. 521, 


p. 333. 

SNECK (in ironmongery).—A Scotch term equi- 
valent to “ latch.’ 

SKY-LIGHT.—A window flush with the roof. 

SOFFET.—A Scotch term for the inside upper 
panelling of a window. 

SoFFIT (in masonry).—The under side of an arch, 
as d d, fig. 195, p. 219. 

SoLPIE-ROOF (in carpentry).—Lancashire name 
for SHED, LEAN-TO, or PENT-RooP, which see. 

SoUGH. — Lancashire name for drain. 

SPAN OF AN ARCH (in masonry).—Its greatest 
width, as d d, fig. 195, p. 219. 

SPAN-RooF (in pntry).—The simplest form 
of inclined roof of two rafters, as a a, d d, fig. 
399, p. 299, without the '*collar" e. 

SPAR (in carpentry) — Lancashire name for 
“ rafter.” 


SPECIFICATIONS. — The particular terms upon 
which a contract is agreed on. See CON- 
TRACT. 

SPLAYED-BRICK (in brickwork).—A brick with a 
corner or corners bevelled off. 

SPRINGING-COURSES (in masonry).—The stones, 
asd d, fig. 195, p. 219, from which the arch- 
stones © © spring. 

SPU R.—See STRUTS, 

STAIRCASE, BRACKETTED.—Stairs provided with 
an open well-hole. The steps are housed into 
notches made in the string-boards, beyond 
which port the ends of the treads and risers; 
the ends of these being concealed with brackets, 
or ornamental 

STAIRCASE, Doa- 


ieces. 

GGED (in carpentry).—In this 
the steps are "ھ٣"‎ at one end only by the 
wall, the other being carried by a piece of 
timber called the string-board. A dog-legged 
staircase has no well-hole. 

STAIRCASE, GEOMETRICAL.—The well-hole is in 
the centre; the steps are supported at one 
end by the wall, into which they are inserted, 
and at the other they are mutually supported 
by resting one upon another. 

STANDARDS (in carpentry).— Scotch term used 
to designate the “studs,” or upright timbers, 
as 1 1, fig. , 2. 294. 

STINK-TRAP.—See TRAPS. 

INGS (in carpentry). — A term used in 
Northumberland to designate the quartering 
of a wooden partition. 

StorM-WINDOWS.—The Scotch term for a dormer 
window. 

STRAINING-SILL (in oarpentry).—4A piece of tim- 
ber f, placed upon the upper side of the tic-beam 
b b, fig. 403, p. 300, abutting against the struts 
ee. 
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STRETCHERS (in masonry and brickwork).— The 
stones, as o o, fig. 151, p. 209, or the bricks, as 
a a a, fig. 85, p. 217, which extend longitu- 
dinally along the wall. 

STRUTS (in ntry).—The inclined pieces of 
timber g g, ۶ 406, p. 301, in a roof truss 
which اس‎ gach the principal rafters f f, the 
lower ends abutting against the foot of king- 

ste e. 

STRUTS (in carpentry).— Pieces of timber placed 
between the joists of a floor to strengthen it. 
See par. 1177, p. 292. 

STUDS (in carpentry).—See STANDARDS. 

STUDWORK (in carpentry). — Framework, as the 
quartering of a ition. 

0007۶ A Door (in joinery).—See a a, fig. 470, 


SUMMER-STONES (in masonry).—See CORBELS. 
SURBASE (in joinery).—See SKIRTING. 
SwoRDED (in joinery). — Lancashire name for 


* ledged,” 


T 


TAIL OF A SLAT&.—Its lower end. 
کا‎ un joinery and carpentry).— See d, fig. 340, 
p- ; 


THREE - OOAT WORK (in plastering). — First, 
“ roughing in;” second, ''floating; " third, 
“ finishing.” 

THROUGH-BAND STONE. — Covers the breadth 
of the wall in the middle of a ‘‘dry-stone 
dyke.” 

THROUGH (in masonry).—A bond stone. 

TiE-BEAM (in carpentry). — The lowest beam iu 
the assemblage of beams forming a roof-truss, 
as hh, fig. 405, p. 301. 

TILTING FILLET (in slating). — A piece of wood 
trian in section, used to raise the slates 
where they join a chimney-shaft or wall; its 
purpose being to throw off the rain more effec- 
tually. 

TONGUE (in joiuery.)—A projecting part on a 
piece of timber, as a, fig. 352, p. 257, to be in- 
serted in the ve, named a “plough groove," 
made in another piece, as Û. 

TRANSOM (in masonry or joinery). — The cross- 

or bar across a two-light window. 

TRAPS (in drain-work). —Appliances to prevent 


the stench from drains ascending. figs. 
293-6, p. 269. 

TRAVISES.—Tho divisions or partitions between 
the stalls of a byre or stable. 


TREAD OF A STEP (in joinery). = EDO part, as e g, 
fig. 457, p. 315, on which the feet rest in ascend- 
ing and descending a stair. 

TRIMMER ARCHES (iu bricklaying).—Flat arches 
built under the hearthstone, to support the 
same. 

TRIMMING-JOISTS (in entry).—See c c, d d, fig. 
380, p. 292. See also BDL OISTS. 

TROUGH-SPouT.— Lancashire term for eaves-gut- 


ter. 

‘TRUNCATED Roor.—See par. 1195, p. 297. 

Truss OF A ROOF (in carpentry).— A frame 
triangular in form, for supporting the tim- 
bers and covering. For several forms, see 
20 pp. 300-302, and figs. 420-35, pp. 


Tusk (in joinery and sr eta? جع‎ form of tenon 
with an per shoulder. For various forms of, 
soe fig. 348, p. 286 
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V W 
VERUM (in carpentry). — See figs. 444, Waters (in carpentry). — See d d, fig. 406, 
P. . 801. a 
Vang عا امه‎ caren) ات‎ tp. سی‎ Geek e 
V ENT.—A zm used in Scotland to designate the ing tod sides of a wooden erection. See fig. 588, 
chimney-flue. $ 
Venison (in joinery).—An erection of luffer- WLiTHES or Wrras (in brickwork or masonry. 
boards on the ridge of a house for the egress —The divisions between the flues in a stack اہ‎ 
A foul air. See figs. 526 and 530, pp. 339, aeg recs 5 0: 7 
VERGE BOARDS (in joinery).—See BARGE BOARDS. wood, same size as bricks, inserted and buit 
Voussorrs (in masonry) — The wedge - shaped into the walls, to which the joinerwork is 
stones in an arch, as a a, fig. 195, p. 219. nailed. 
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The Subjects arranged Alphabetically in the Glossary (which See) are not repeated in the Index. 
The Figures in the Index refer to the Paragraphs. 


aU y MERGE and power to the size of farm, 
Adam's tanks for the preservation of grain, 1744 
Ainger's trussed beam, 1609 
Air required in stables, 7ت‎ &c., 1292 
Allen’s American barn, 1767 
"m remarks on the site of farmhouse, 283 
Allotmenta, 465-469 
American barn, 1762-1766 
cheese-dairy buildings, 1772 
m cottage cooking-stove, 1499 
farm-steading, 1770 
poultry-houses, 1774 
red pine timber, 593, 600 
sifting pigery, 1773 

ellow pine timber, 594, 601 

estern States of America, farm-build- 


ings for, 1771 
Angle-iron field-gate, 1536 
Apertments, heating of, 1099-1102 
Apparatus, and erections useful, 1683 
, Bridges, ota & Co.’s, 1698 

Goddard's cooking, 1498 
—À heating, for drying-house, 1724 
Aqueduct, wooden, for irrigation, 1348 
Arches, centres for, 1337 
ot in brick walls, 962-966 
RO inverted, for foundations, 939 
Archimedean screw, grain drying-machine, 1735- 

1743 


IEE ventilator, Chadwick’s, 1485‏ کی ا کا ا 
Architrave, 874, 1278‏ 

Arnott’s ventilator, 1483 

Arrangement, principles of, 1 

Artificers’ work, estimates and calculations of, 1776 
of technical terms used 
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Artificial stones, 515 
Ransome's, 516 
Kuhlmann's, 517 


Ash timber, 607 
Ashlar work in masonry, 940, 941 
Asphalted felt for roof covering, 1092 
Asphalt caldron, 1684 

etes .... flooring, 1088 

Atkinson's cement, 540 


Baikie for cattle, 1310 

Balloon framing for timber houses, 1979 
Balusters for stairs, 1246 

Bend saw, endless, 1675 

Barlow's experiments with corrugated iron, 1524 


Barn, Allan's American, 1767 
T corn, arrangement and construction of, 
1827-1332 


— VIN arrangement aud construction of, 
9 American, 1762 

Barnard and Bishop's sheep-hurdles, 1581 
2-0 Exall, and Andrews’ endless band saw, 
Barton's cast-iron stable drains, 1504 

Basalt, 492 

Bay-window, 1266-1271 

2001198 section of window-head, 7 
Beadon's gutter-tile, 1091 

Beam, Ainger's trussed, 1609 

cast-iron, foot-bridge, 1520‏ 7س 

iron, best section of, 6‏ ا نک وا 

d ims for een of 19 2 feet, eee 
00 n, filling in tween, 

00 rolled iron. 1399 

solid, Conder's, mode of trussing, 1615‏ 20ء 
russed, king-post, 1607‏ 

trussed, queen-post, 1607‏ ےت 


990 iron, 1 

par: best position of, tie-rods in, 1393-‏ سوہ 
iron, calculations connected with, 1807‏ 0 
iron, cast and wrought, comparative ad-‏ 
van of, 1396, 1‏ 
iron, fixing of cross girders to, 1390-1392‏ وی وه 
iron, placing of binding-joists upon, 89‏ موا 
iron, dimensions of, tor various‏ 


01511 or 
spans, 1401, 1402 

7 trussed timber, 1169-1178 

a upper floors, fixing of in walls, 961 
0+0 wooden, iron straps for, 1594-1598 


Bearer, an 1487 

Belgian covered dung-shed, 1377 

steadings, 1 اه‎ RR 
llhanger, ms cations of duties per- 
formed by the, 822 

Bella, 1490 

Bell's trap for stables, 1506 

Bell-trap for sinks, 1495 

Belvidere, wooden, for farmhouse, 1238 

Bench, joiner’s, 1657 

Bethell's process of preserving timber, 623 
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Beton, 536 Byre, width of stall in, 1304 
Bills of quantities for a farmhouse of stone, 848  ..... window, 1312 
Bindings, cattle, 1310 Byres, 
Bits, boring for iron, 1667 — |— | une for fattoning oxen, 1313 
Blinds, window, spring pulley for, 1481  . ........ manger of, 1306 
Boarding, weather, for timber sheds, 1374 
Boiler-house, drying of sheaves in, 1729 Calculations and estimates of artificers work, 
Boilers, iron, cetnent for cracks in, 1776 
Bond in brick walls, 953, 954 . | J— | ............ and estimates connected with brick- 
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Boring bits for iron, 1667 ۹8:111 conn with iron 1807 
— brace, screw-frame for, 1664 ................ Of the cubical contents of timber in 
80 0 mortising, and oe machine, 1676 various roofs, 1804 
ee or drilling machine, 1682 ............. Of the cubical contents of timber in 
Bothies, plans of, 446-458 itions, 1805 
Boucherie’s process of 72 timber, 626-629 ................ or stone paving, 1792 
Box, loose, in stable, 1301 Caldron and furnace, combined and portable, 
Boxes, cattle, construction of, 1314 1683 

, boring, smith's, 1664 anne asphalt, 1684 
Braced iron gate, 1538 Californian pine timber, 603 
Bracket, wooden, for farmhouse, 1238 Calves’-crib door, 1319 
Breakwater for protecting river-banks, 989-991 .  ......... houses, 1317-1320 


mo advantages of, 522 

OP: rm concrete, combined with iron, 1623- 

A construction, 951 

MOUNTS footings or foundations, 951, 952 

7+027 kilns, Hands’ patent, 1747 

ee paving, estimates and calculations con- 

nected with, 1791 

m walls, 953-961 

walls, facing of, 959  .‏ 0ءء 

7 0-0-1 walls, hollow, 967-974 

— work, estimates and calculations con- 
nected with, 1782-1791 

Bricklayer, specifications of duties to be per- 
formed b , in the erection of farm-buildings, 
658, 662, /37, 760, 881, 889, 894 

Bricks, ved, 37 
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EONS for paving, 1086 
"— segmental, for drains, 1015 
€—— walls of unburnt, 1132 
Bridge of co ted iron plates, 1524 
mo foot, with cast-iron beam, 1520 
و‎ ta) gate for centre of, 1372 
+020 king-post truss for, 1343 
truss for, 1344 


beam, 1342 

Ns wot ps bridge, 1842 d 
ridges, Aubury, .'8 gas apparatus, 

m sluice-valves, hydrant, 1519-1530 
00 wooden, 1340-1347 
Bridle-joists, 1178 
Britannia farm-buildings, Belgium, 1761 
Brown and May’s sluice-cock, 1528 
Bruce’s aprovon stable-fittings, 1511 ۰ 
Buildings, American cheese-dairy, 1772 
"——— 0 foreign farm, 1756 
— € heating of, 1719 
AUC A heating of, by furnaces, 1720 
SE heating of, by hot water, 1721 
53 heating of, by steam, 1721 
m specifications of, 656-909 
Bunnett's system of fireproof construction, 1640 
Burnett's process of preserving timber, 622 
Butt hinges, 1478 
Byre or cow-house, 1304 
2 cow, isolated, 1700 
e stone trough for, 1127 


Caps of columns, 1408-1415 

Carpenter, joiner, specification of duties to be 

by the, in the erection of fam 
-669, 696, 741, 768, 858, 853, W, 


3 
Carpenter’s shop, plan of, 1754 
Carpentry work, estimates connected with, 1% 
Carrett's steam-pump, 1691 
Carse-farming, description of, plan of steading 
for, 82-94 

bores land, farming of, 4 
Carton pierre, for architectural decoration, 519 
Casement, or French window, 1263. 
Cast and wrought-iron beams, comparative si- 

vantages of, 1396, 1397 
Cast-iron bridges, 1523 
heel-posts for work-horse stable sal 
1288 
sink, 1496 
000 varieties and peculiarities of, 63245 
Cattle-binding, 1310 
boxes, construction of, 1314 
08 boxes, fittings for, 1315 
ae pores in iron sheds, cast-iron pillars fot, 
EM courts, water-troughs for, 1119-1136 
pastoral farming, description of plan o 
steading for, 38-52 

toral farming with arable culture, & 

scription of plan of steading for, 1 
ات‎ racks, 1 
Ceilings, fireproof, in hollow bricks, 970 
Cement, Atkinson’s, 540 
—— clays for, 539 
——— experiments on, 542-547 
0 estimates connected with, 1795 
ا‎ for covering exterior work, 562 
........... for Cracks in iron boilers, 558 
۳820 ود‎ filling UP holes walls, 561 
00 00 or joining glass, 
211 for lining water-cisterns, tanks ie. 


for pottery, and drain-tubes, 559‏ ا 
for stone cisterns, 557‏ و ا 


buildings, 
896 
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Cement, Parker's, 540 
TERME Portland, 1 


vermin proof, 549‏ ہے 
Centres for arches, 1337‏ 
Chadwick’s Archimedean screw ventilator, 1485‏ 


Cheese-dairy buildings, American, 1772 
qe room of farmhouse, 296 


Chest, corn, for work-horse stable, 1303 
Cheyne's system of fireproof construction, 1639 
Chimney-cap, mouldings of, 947 
RUN r, 1487 
———€ guards, 1485 
ieces, 823 
EE tubes, ventilating, 1105 
ves, 7 
Chrime's water-tap, 1491 
Circular saw, iron bench, 1074 
Cistern, rain-water, 1110 
Cisterns, 692 
beads Nis stone, cement for, 557 
AO water, cement for lining, 556, 562 
Clambs for twisting the wire at the eye for 
fences, 1571 
Clark and Co.’s clays for cements, 539 
Claw-hammer, 1 
Clayton’s drain-tubes, 1019 
Closeta, water, 872, 1115, 1116 
Closure, or closer, in brickwork, 958 
Clothing of steam-pipes, 1728 
Clump of trees within the meeting of dykes, 1049 
Cocks and taps, water, 1491 
Coffer-dam for foundation in water, 980 
Coleshill steading, Berkshire, description of plan 
of, 243-256 
Collar-beam, roof-truss for, 1201 
تپ‎ holder, 1516 
5 eet: for wire roncin Neda 5 
inge's patent spherical hi 147 
Colour, fawn, for walls: 570 X 
Columns, caps for, 1408-1415 
EEE iron, 1404-1416 
E 70 foundation for cast-iron, 1405-1407 
junction of iron girders with, 1408-1415 
0880 نی‎ of, with wrought-iron beams, 


wrought-iron, for sheds, 1591‏ لہ 
Combined furnace and caldron, 1683‏ 
work, on with brick or concrete, 1628-‏ “0 


soo 75 iron with wood, slate, or zinc, 
1641-1655 

— — or with stone and brick, 1621- 

Common farming, 6 

Laney ا‎ RE BRE description of plan of steading 
for, 145-164 

Concrete, 534 

E brick combined with iron, 1628- 

and wrought-iron beams, fireproof‏ فا ا اہ لو 
floors, 1629‏ 

Conder’s mode of trussing solid beams, 1615 

Conduits or culverts, form of, 1012 

Conical roof, 1196 

——— e ...... truss for, 1229 

Construction, combined, 1628 

E Rae in brick, 951. 

Os of dry-stone dykes, 1023-1049 

e fireproof, 1628-1640 

00007 iron, 1386-1592 

in, 9‏ ا materials‏ نام سس نت 
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Construction, timber, 1133 

Contracts, 910-921 

Cooking-apparatus, Goddard’s, 1498 

stove, American cottage, 1499‏ ا 

Cooler for milk, 1117 

Copper, peculiarities of, 652 

Corbel, moulding of, 947 | 

Corehouse detached byre, 1700 

drain-tile work, plan of, 1749 
Corn-barn, Emen! and construction of, 1327- 


Becesesscsesee 


Cora لع‎ for Md 1303 
‘orn g, advantages of, 
Cornice, 1279 
Wer details of, for farmhouse, 1622 
Corrugated iron-plate ا‎ i 1525 
TM iron roofs, 147 
"009 20 iron roof for 18-feet span, 7 
e iron roof for span of 52 feet, 1472 
Solu 0 iron sliding-gate, 1542 
SONORES roof-tile, 1090 
ane کے‎ zinc joining, plates of, 1653 
Cost of first-class farmhouses, 321-325 
Coet elato, of slate and zinc covered roofs, 
6 ۱ 
Cottage, American, cooking-stove, 1499 
5558 out-houses, plans of, 459 
رو ام‎ windows, 464, 1261 
Cottager’s grate, Pierce’s fire-lump, 1102 
Cottages, double detached single-storeyed, of brick, 
ification adapted for, 888-891 
9ب‎ 00 single-storeyed detached, of brick, speci- 
fication adapted for, 878-887 
09 eisti two-storeyed detached, in brick, speci- 
fication adapted for, 892-903 
پا وا‎ specification adapted for, 879- 


25*57 of Mone specifications adapted for, 904- 


25298 foundations for, 932 

various plans of, 350-445‏ اتی و 

Cottam and Co.’s improved stable-fittings, 1514 

Cottam’s enamelled manger for stables, 1510 

"0+008 0 fittings for loose-boxes, 1515 

hind- for stalls, 1509‏ ا 

—— iron drains for stables, 1504 

EN iron traps for stables, 1506 

— travises fpr stables, 1509 

Courses of brick walls, carrying up of, 960,961. 

Courta, fittings for, 1321 

Covered dung-shed, 1377 

— À stackyard, description of, 204, 205 

9 steadings, plans of, in Plates XIII. 
and XIV. 

Cow-byre, isolated, 1700 

Cow house or byre, 1304 

54 ا نت‎ for joining blocks of stone, 946 

Crane, y's portable, 1695 

— derrick, 1694 
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Culverts, 1009 

or و‎ m of, 1012 
ب00‎ egg- 

Curb-roof, or mansard, 1221 
Curved rib-roof, truss for, 1225 
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Daines' method of preserving stones, 508 
Dairy, cheese, buildings, American, 1772 
o" isolated, 1701 

(+9 farming, 7 


550 
Dairy-farming, large, ۳ت"‎ of plan of stead- 


ing for, 96-1 

e small, er be of plan of stead- 
ing for, 108-10 

Dam or weir, construction of, 1003 

E AS used in Italian irrigation, 1007 

Dams, 1002, 1003 

Deafening, 861 

Dean’s hollow bricks, 974 


Dearn’s hollow brick wall, 968 

Decoration, architectural, materials for, 519 
Derrick crane, 1694 

Detached erections, 1699-1714 

byre at Corehouse, 1700‏ 2 ۲ئ 

— Wy, ا‎ vns 

pus ese eerie poultry-houses, 

igeon-houses, 1710 


piggery, 1712‏ . ش52 
URN alaughter-house, 1714‏ 


Details for iron foot-bridge, 1521,1522 
020 of Ainger’s trussed beam, 1611 
of cornice for farmhouse, 1622 
of co ted iron-roof for span of 52 
feet, 147: 
of double iron-roof for wide , 1429 
of iron-roof for 18-feet span, 1417 
of iron-roof for 25-feet span, 1431-1437 
of iron-roof for 30-feet span, 1439-1447 
of iron-roof for horse-walk of thresbing- 
mill, 1460-1463 
of iron-roof, with zinc covering, 1647-1652 
of king-post trussed beam, 1607 
of queen-post trussed beam, 1607 
of roof, for octagonal shed, 1590 
of sliding-gate, 1543 
of stonework of farmhouse, 947-950 
of trussed beam, 1619 
of trussed beam for sheds, 1589 
of windows of farmhouses, 1266-1277 

e d and excavators’ work, estimating, 1777- 
Dimensions of iron beams or girders, for various 

spans, 1401, 1402 

of iron laths for roofs, 1645‏ 0ئ 
E of liquid-manure tank, 1068‏ 
of of iron-roofsof various spans,‏ 2 0666 
577 اي Dist‏ 

emper, painting in, 
Door o corn bern, 1330 
bead butt and flush panel, 1253 
bottom rail of, 1252 
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TM 1 , 1248 

middle rail of a, 1252 

muntins of a, 1252 

panels of a, 1253 

panels of, for a farmhouse, 1254 
rails of a, 1252 

raised eight-panel, 1256. 


raised panel, 1256 
sash, 1551 
sliding, 1258 
stiles of, 1252 
stops for the perenne of draughts, 1259 
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7 for farm-cottages, 463, 4 
وس‎ . framed, 1252 99^ ^09 


INDEX. 


Doors, ledged and braced, 1249 

Dormer window, elevation of, 1231 

— windows, truss for, 123] 

Double-action pump, 1686 

Double and single stalls in byres, comparative 
advantages of, 1308 

Doulton's patent junction and invert block for 

drains, 1015 


ventilating chimney-tube, 1105 
Dowels for joining blocks of stone, 945 
Downing’s durable paint, 584 
Drainage pavement-bricks, 1118 
Drain-tile kiln, 1749 
aa eeta tubes, cement for, 559 
— tubes, lidded, 1020-1022 
Drains, 1009 
07 bedding of the tubes of, 1016 
fall of, 1017 
house, various forms of, 1019 
Modem liquid-manure, 1018 
invert block and junction blocks for, 1015 
for roads, 1052 
segmental bricks for, 1015 
Dray’s portable crane, 1695 
0 vertical saw frame, 1673 
Drilling or boring machine, 1682 
099 braces, 1664-1666 
Drip-stone, mouldings of, 948 
Drumkilbo steading, Forfarshire, description d 
plan of, 217-233 
Paving: principles 1 MG 
ing of grain, 1731- 
de a by Archimedean screw, 17% 
tape ai E rooms and machines for, ۹ 
PATCR NAR SNO. in the sheaf or bulk, 172 
—Ó— rise by tile-kiln, Hs mi 
ا ا‎ ouse, heating apparatus for, 
houses, rini. hr ts of substances to be 
dried in, 1727 
scale for calculating tbe sere 
of hot-water pipes for, 1725 
steam-pipes for, 1727 
uon ed ventilation of, 1724 
B machines and kilns, 1715-1751 
ات‎ of MH m the poner Done 17 
یں‎ 8 ands’ patent, 17 . 
Dry-stone dyke, وسح اہ‎ to increase height ب‎ 
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dykes, construction of, 1023-1049 

Dunghill, tank for the waste urine from s, 10@ 

Dung-shed, covered, 1377 

Dunn's lining screw-jack, 1672 

Dutch barn, 1756 

Dykes, clump of trees formed in the meeting d 
our, 104 

dry-stone, construction of, 1023-1049 


Earthenware staircase, 1098 

Elevation of belvidere of farmhouse, 1238 

mE of wooden bracket, 1238 

ee of Carrett's steam-pump and portable 
steam-engine, 1691 

EET of cottages, 384, 386, 388, 390, 391, 39, 
408, 404, 410, 414, 417, 421, 427, 439 

of dormer window, 1231‏ تہ سے 

of farmhouses, 305, 310, 316, 330, 34,‏ . موس 
347 ,342 ,338 

m front of farmhouses in Plate XVIIL 

of gables of steadings, 276-280‏ 0ئ" 

esa osos of stone finials, 947 

ertet of detached pigeon-house, 1710 — . 

— of machine-house in Flemish farm, 1760 

of poultry-bouse, 1707‏ سس ا 

Embankment for a small rivulet, 977-980 —— 

for low grounds on river-sides, 

981-985 
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Embankments, 975 Farm-cottages, doors and windows of, 463, 464 
——— principles of construction of, 976 ..................... double single- _storeyed, of two 
01 river, Sutter's method of forming, different sizes, plans of, 423, 424 
EOM ا کی‎ 58 GR. double two-storeyed, of two dif- 
کے‎ Sn کے‎ isi سد‎ sizes, plans d 425- Ain 5 
or stable 10| aniline ouble two-store P [o 
007 نی‎ 8 411-422 
Enlarged view of part of back elevation of farm- ..................... for large and small families, 376, 
wert is f end el it rtan of vidi d 
— of windows in of end eleva.  ..................... im ce of providing good ac- 
tion of hee d Soin micdation io, 950-372 
Ss of door and windows of part of ..................... Out-houses of, 459-462 
front elevation of farmhouse, 318  ..................... single-roomed and single-storey- 
O E of x window of farmhouse, 1268 . ed, plan of, 378, 379 
Endless band saw, 1675 ——————............... two-roomed and single-storeyed, 
Engine, fire, portable, 1685 plan of, 381, 382 


English bond for brick walls, 953 


Erections and apparatus useful, 1683 
— detac ed, 169. 74 2000 
rs prevalent in designing farm-bu 

connected with brick-paving, 1791‏ ا 

Estimates and calculations of artificers’ work, 1776 

m connected with brick- 

work, 1782-1791 

€ à connected with carpentry-work, 1800 

v"————— اه واوا‎ cement, 5 

laths, 1796‏ وا ری سا دس عو ا 

——————— —— E mortar, 1794 

n plastering, 1797 

mac Nec ccce or slating, 17 

———— ties stone-paving, 1792 

———ÁÁ—— À tiling, الي‎ P 

Ee with we لما‎ an 

steining 

un .. of diggers' and تو‎ Ah work, 1777- 

Ewart's fittings for cattle-boxes, 1314 

Excavators’ and diggers’ work, 1777-1781 

Excavations for roads, 1053 

Bret specification of duties to Ls rformed 
by: in building farm structures, 657, 684, 736, 

757, 826, 850, 880, 893, 905 


Facing of brick walls, 959 
Fairbairn’s fireproof flooring, with wrought-iron 


beams, 1 

02609 method of constructing fireproof 
flooring, 1628 

SS mixture of cast-iron, 640 

ears remarks on Parisian modes of fire-‏ ا 


proof construction, 1638 
Fanners for smith’s forge, 1663 
Farm-buildings, وس‎ in the design- 


Cece EXER E Neb 0 foreign, 175 
SE ا‎ for Western States of America, 


1771 
PME RR NR Marshall’s American, 1770 
Farm-cottage, pout: detached, d n 
— ولاه‎ 21 66 ouble, 6 le-store j of, 
401-410 5 د‎ 
EEE SE five - roomed and two-storeyed, 
lans of, 396-399 
ve.roomed, single-storeyed, plan 
of, 387-38 
— € four- اط‎ and single-storeyed, 
plan of, 383 
—— سوا‎ remarks on arranging accommo- 
dation of, to the size of family, 
393-395 
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three-roomed and single-storeyed,‏ 0پم 
paa o of, 385‏ 

Farm-cottages, plans of, 350 

— S composite, plans of, 437-445 


im-‏ ا FU ROVS defective, plans‏ رف اف ا2د 


provements in, 43 


Farm, pes appari for, Porter's, 1696 


d-pump, 1687 


eseoceste 


Farmhouse E E specification adapted for, 
7 


717 detail of cornice of, 1622 

— — cheese-room, 296 

en first-class, oost of, 321-325 

details of, 317-319‏ 90ھ 00م 

Roe asian 0 Rohe lans of, 301-316 

kitchen, 28 T‏ ا ا ا ا 

0000 position of, in relation to the stead- 
ing, 282 

2 es sects remarks on accommodation of, 348 

ME remarks on the accommodation of, 
ا"‎ 96 to the size of the farm, 

dus second-class, plans of, 326-330‏ ھی و کا امن 

qeu pie of, 283- 77 ET 

———— 0 stone, specificalion adap or, 
825-847 


p of stone, specification for, 849-877 
ٹک‎ -class, plans of, 331-347 
کو مر‎ working part of, 


286-300 
Farmhouses, details of stonework of, 947-950 
"0, 9 windows for, 1266-1277 
——Á—MÀ plans of, 281 
TEN principles of ment of, 286 
Farm-labourers, classes of, 373-375 . 
Farm, proportion of power and accommodation for 
size of, 470-473 
in roads, 1050-1059 ae 
arm-steading, تہ‎ 
Belgian, 1756-1761 
— اما ور ماس ا‎ at Vincennes, France, 


Farming of carse-land, 4 
15 causes of diversities of, 9 
— common, 6 
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dairy, 7 

3 

— different kinds of, 2 

—€— incidents which modify, 15 

mixed, 5‏ تی امو 

modifications of the different kinds of, 14‏ و ا 


pas 
E Rs : sanie تحت‎ of plan of 
for, 
— M کے وا ا ہہ‎ cem 


70870 subur bial, 5 

Fastening for stair-rods, 1482 

Fawn-colour for walls, 570 

Feeding- e. es at heads of stable stalls, 1286, 


7 
re troughs benches, 688, 702 
Felt, asphalted, for roof covering, 1092 
Fence foot-gate, 1541 
diee sheep, machine for making, 1677 
07 wires, 1551-1563 
Fences, wire, 1544-1576 


652 


Fences, wire, fitting up of, 1574-1576 
Fenn’s boring or drilling machines, 1682 
lathe, 1681 

00 ratchet brace, 1666 


improved ventilator for stables, &c.‏ نج 
2 2 5 1 


کی 


Field, common, gate, 1358 

gate, hanging- for, 1365 

rm ees of iron, 1533 

of iron tension, 1534 

of angle-iron, 1536‏ د 

Filter, carbon, 1112 

Finial, stone, mouldings of, 947 

Fireclay hearth, 1103 

Fire-engine, portable, 1685 

andis lump, cottager's, grate, 1102 

NN proof construction, 1628-1641 

7 Fox's method, 1629 

— — 9ص لجن‎ Bunnetts system of, 

1640 

puse Wein ااا‎ Cheyne’s system of, 1639 

T proof flooring, Fairbairn's method, 1628 

setae cuu des os cetus witb wrought-iron beams, 
1 


PNTA proof floors and ceilings on Roberts’ hollow 
bricks, 970 
A Loré's system of making, 1635 
ا‎ re Mausné's system of making, 1634 
EAT NR Parisian methods of making, 
. 1631-1638 
71 dud walls of frame-houses, 1375 
Firing of drain-tile kilns, 1732 
Fitting up of wire-fences, 1564-1576 
Fittings, Bruce's improved stable, 1511 
+80 for cattle-boxes, 1315 
PRA Cottam's improved stable, 1514 
+00 for courts, 1321 
ke iron, of the farmhouse and cottages, 
1474-1502 
ا‎ Oai iron, of the steading, 1503-1518 
E EAR for loose-boxes, 1515 
CN for pigsty, 1517 
E of the workshop, 1656-1682 
Fixed window, 1260 
Flat arch and lintel in brick walls, 962 
m roof, truss for, 1219, 1220 
Flemish barn, 1756 
Flemish bond in brickwork, 953 
farm-steading, 1757-1761 
liquid-manure tanks, 1081 
Floor of asphalt, 1088 
double, 1176 
double-framed, 1176 
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esacsoaceot 


ecc. 


Flooring, fireproof, ipse de me 1628 
joists, good and bad method of setti 
of, in brick walls, 961 = 
ش55‎ 9 joiste, trimming, 1178 

e r Gwilt’s remarks on, 1182 

Floors, fireproof, in hollow bricks, 970 

Lorés system of making fireproof, 1635 
۳ھ"‎ system of making fireprvof, 


Parisian methods of making fireproof 
1631-1638 5 ١ 
timber, 1176-1182 

Flue, ventilating and smoke, 1101-1105 
Foot-base, 873 

bridge, with cast-iron beam, 1520 

gate for fence, 1541 

Footings or foundations in brick, 951, 952 
,ء00898‎ stone, 935, 936 

Forbes's perenne Mc 1118 

Foreign farm-buildings, 1756 

Forge, fanners for smith's, 1663 
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Forge, with fanners, 1663 

Foundation, coffer-dam for, in water, 930 

for cottages, 932 

P of dry-stone dykes, 1029 

Foundations, 922 

for cast-iron columns, 1495-1407 

.. in compact clayey soils, 924 

in sand, 925, 926 

in soils of a yielding character, 927 

inverted arches for, 939 f 
ints to be attended to in making, 

22-939 
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roof walls of, 1375 
of, Swedish mode of form- 


houses, fi 
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and braced door, 1250 

Framing, ** balloon," for timber houses, 13/3 

E wooden, iron shoes for, 1599-1606 

French casement window, 1263 

steading at Vincennes, France, 1775 

ET windows, fastening for, 1481 

Brosh air, iron valves for admitting to stables, 
1507 


Furnace and caldron, combined portable, 168 
Furnaces, heating of buildings by, 1720 


Gables suggested for steadings, 276-280 
Gangway from stackyard to upper barn, 1322 
Garrood's adjustable hay-rack, 1512 

Gas apparatus, 1696-1698 ۱ 
Bridges, Aubury, & Co.'s, 168 
ا ا‎ for farm use, Porter's, 1696 
Gas regulator, Hart's, 1489 

..... regulators, 1488 

..... Stove, Rickett's, 1501 

Gate, braced iron, 1538 

common field, 1358 

field, of angle-iron, 1536 

foot, for fence, 1541 


پ ‏ ڑچ ڈو 


trussed, Kilmorey, 1359‏ وو 

wonden; for the approach of a farmboux, 
36 

00 wrought-iron side, 1540 

Gates, 706, 1354-1372 

iron, 1531-1543 


Glass cement for joining, 560 

Glazier, specification of duties to be performed 
by the, in the erection of farm-buildings, 619, 
682, 755, 820, 876, 901 PM 

Glossary of technical terms used in artificers 
work, 1312 

Glover Brothers’ iron traps for stables, 1506 

Goddard’s cooking-apparatus, 1498 

Gothic door, 1955 


Dm or high-pitched roof, trusses for, 1222- 
1224 


INDEX. 


Grain orp in the steading, accommodation for, 


drying of, 1731-1748‏ کے 

drying by Archimedean screw, 1735 

ing rooms and machines, 1716‏ و لن 

ere drying in the sheaf or bulk, 1722 

88-0 drying tile-kiln, 1732 

S tanks for the preservation of, 1744 

Granary windows, 1 

Granite, 490 

Grate, cottagor 8 fire-lump, 1102 

780 stove, fire-lump, 1103 

Grates, 824, 1099 

e kitchen, ranges, and stoves, 1497-1502 

Grating, ornamental, for ventilator, 1105 

Gratings for court drains, 1505 

Greenstone, 492 

Greenwood's door-stops for the prevention of 
draughts, 1259 

Grindstone, 1660 

Groin and dam for protecting a river side, 1008 

Grooved bricks, 971 

Ground, choice and preparation of, for founda- 
tions, 923-933 

Grout, 946 

Guards, chimney, 1485 

Gutta-percha for architectural decoration, 519 

Gutters cut out of solid wood, 1 

"en for iron roofs, 14641469 

2-0 m for closed surface-drains in stables, 


cue Tas wooden, 1232-1257 
Gutter-tile, Beadon's, 1091 
Guynne's portable fire-engine, 1685 
Gwilt's remarks on flooring, 1182 


Halley's lifting-jack, 1672 
Hammer, claw, 1659 
ا ھا‎ riveting, 1669 


1688 
patent brick-kilns, 1747 
0224 drying-sheds, 1730 
Hanging-post of a field- gate, 1365 
00۷0۷ posts, fixing of, 1366-1369 
Harness aud m bracket, 1516 
Hart's gas gera 1489 
Hay-house, 1302 
Hay-rack, Garrood's adjustable, 1512 
position of, in stalls, 1232 
Her fireclay, 1103 die 7 
eatin tus for ng-house, 
ERG of apariniente: 1099-1104 
E of buildings, 1719 
SSS by furnaces, 1720 
92 by hot water, 1 
وہ‎ Mu s by one 1721 
exagonal paving-tiles, 1087 
ER Hoof for thrashing-mill, 1229 
High-pitched roofs, trusses for, 1222-1224 
Hind-posts, iron, for stalls in stables, 1509 
Hinge for self-shutting door, 1478 
ا‎ oe Collinge's patent, 8 
478 


inges, 
"m butt, 1478 
Hip-rafter for roof, 1211 


Hi -roof, de 
pper an of, 1213 


Hollow-brick, e inch wall, 968 

14-inch wall, "968 

e Norton & Borrie's, 973 

eer :........... Wall, Dearn's, 968 

bricks, Dean’s, 974‏ ا ھی 

e Eaa fireproof floors and ceilings in, 970 
Holmau's double-action pump, 1686 

Hoop-iron bond fur brick walls, 956, 957 


کک وج وی 
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Horse-pond, making of a, 1083 


Horses or tressels for the joiner’s shop, 1658 
Hot-air seasoning of timber, 613 
Hot water, heating of buildings by, 1721 
RS P pipes for drying-houses, rule for cal- 
ting پگ‎ of, 1725 
€ وو‎ supply, principles of, 1721 
House drains, various forms of, 1019 
کک ہہ‎ dryiog heating apparatus, 1724 
R frame, construction of, 1374 
Houses for calves, 1317-1319 
ا ا‎ drying, ventilation of, 1724 
geon, 1710 
کان‎ 1707-1709 
ري ل ا‎ SD American, 1774 
N tim ber, and sheds, 1373-1385 
Hurdles, wrought-iron, 1577, 1581 
Hydrant, Wheatcroft and Smith's, 1529 
Hydrants, bridges, sluice-valves, 1519-1530 
Hydraulic cement, 537 $ 
m NR ram, 1689 


Ibbotson & Co.'s grindstone, 1660 
Siedler SS ratchet brace, 1665 
eR lifting screw-jack, 1672 
000 eiS screw stock, 1668 
India-rubber, vulcanised, for architectural decor- 
ation, 519 
rant yi ا‎ Forfarshire, description 
of plan of, 264-274 
Inverted arches for foundations, 939 
Iron bars, used as tension- or roof-trusses, 
weight of 1 foot lengths, 1 
duds beam, best section of, rise 
m beams, 1386-1403 
t filling in spaces between, 1388 
EM fixing of cross girders to, 1390-1392 
“۶ or girders, dimensions of, for various 
sizes, 1401, 1402 
eee 8 pee of binding-joists upon, 1389 
"(—— or span of 18 to 20 feet, 1387 
ES ا‎ to prevent deflection of, 


w‘cesennccsceace 


زی ور رر ہہت 


m hot ye cold blast, 642 

istos malleable, 645 

— relative values of Scotch and English, 644 
22 castings, precautions to be adopted in mak- 


ing, 643 
or columns, 1404-1416 
e combined with brick or concrete, 1628-1640 
111111111111 wood, 1593-1620 
EE wood, slate, or zinc, 1641- 


—! construction, 1386-1592 

rrugated, roofs, 1470 

ides drilling braces, 1664-1666 

0 fittings nd ae farmhouse and cottage, 1474- 


E E of the steading, 1503-1518‏ کن 
foot-bridge, details of, 1521, 1522‏ 20 
gates, 1531-1543‏ 0 
"o porter for closed surface drains in stables,‏ 
1 
laths for roofs, dimensions of, 1645‏ .. 
preservation of, 649-651‏ 222 
rolled beam, 1399‏ و 
Seas roof, double, for wide spans, 1427‏ 
for 18-feet span, 1417‏ 00 
p for 25-feet span, 1430‏ 
for 30-feet span, 1438‏ ا رر سن 
reel Rus for horse-walk of thrashing-mill, 1458‏ 
ete mags slate-covering for, 1643‏ 
with zinc covering, 1646‏ نے مت 
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Iron roof, wood covering for, 1642 


[EX] 


ees 


eee 


... roofs, vnl : 5 

imensions o of, for various 
14481457 ^ 

07 gutters for, 1464-1469 

sheds, 1586-1591 

shoes for wooden framing, 1599-1606 

... Sluice-valve and rack, 1 

Stirling’s mixture of wrought and cast, 641 

... straps for wooden beams, 1593-1598 

... traps for stable, 1506 

... travises for stable stalls, 1509 

... trussing for wood girders, 1607-1620 

varieties of, 631 

ventilators, 1507 

weight of bars, round and square, 1809 

wrought, change of structure of, by vibra- 

tion, 648 
1000 š مع‎ and peculiarities of, 646- 


پر ر یر ر رر تہ 


eee 


ees 


Ironmonger, specification of duties to be per- 


one 


formed by, in the erection of farm-buildings, 
672, 705, 714, 823, 824, 877 
ted اھ‎ 1700 


020 dairy, 


1 
Isometrical elevation 0 1 American barn, 


ofa covered stackyard, 205 
perspective of a steading for mixed 
husbandry, in Plate IX. 
of steading at Coleshill, 
Berkshire, in Plate XV. 


of a carse farm-steading, 
Plate XXII. 


ofa] dairy-farm, Plate 
XXII : 


of a common farm-stead- 
ing, Plate XXIV. 
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Jacks, lifting screw, 1672 
Jamb, mouldings of, 947 
Jenning's india-rubber tube water-tap, 1492 


en 


aes 


aeiete lavatory, 1114‏ ا ا 
sluice-cock, 1527‏ 
water-closet, 1116‏ 02+ 


Jobbing, 693, 708 


J 


Jo 


les for joining blocks of stone, 945 
ne’s method of forming embankments in 
low grounds on river-sides, 981-985 


Joiner, tools of the, 1656-1658 
Joiner s bench, 1657 


Joining of plates of corr 


ee 


ted zinc, 1653 
of sheets of zinc, 1652 


9890 of wires for fences, 1570 


Joints, fished, for timber, 1134-1136 


eve 


Saaana for perpendicvlar timbers, 1137-1141 

for timber at right angles, 1142-1149 

for timbers at angles other than a right 
angle, 1154-1156 

of timber, 1133-1168 

of timber placed at angles to horizontal 
timbers, 1157-1168 

scarf, for timber, 1134-1136 

a OR shoe for receiving ends of, 
setting of flooring, on brick walls, 961 


(EKE EZ] 


(EEEE T] 


وجویومےْ۔ 


Joists, pinding, 1180 


, 1180 

bridle, 1178 

calculations of quantity of timber in, 1803 
ceiling, 1179 

good and bad method of setting, in brick 


@seece 


LETETT) 


زیر یہت 


INDEX. 


Keene’s cement, 548 
Keys or spann of various forms, 1669 
Kiln for drain-tiles, 1749 
سی‎ tile, for drying, 1732 
Kilns, Hands’ patent brick, 1747 

drying machines and, 1715-1751 
debug firing of, for drain-tiles, 1750 — 
King-bolt, cast-iron shoe for receiving, 1602 
King-post truss for bridge, 1343 

roof, 1207 


Kitchen of farmhouse, 287 1497158 
grates, ranges, and stoves, 1497- 
lock, 1477 

Kyan's process for preserving timber, 618 
Kuhlmann's artificial stone, 517 

— — method of preserving stone, 506 


Labourers, farm, classes of, 373-375 
Laminated rib-roof, 1227 
Lancashire kitchen grate, 1497 
Larch timber, 596-602 
Latch, window, 1480 
Latches, 705 
Lathe, 1681 
Lathing, 700, 866 

ths, estimates connected with, 1796 
000, iron, for iron roofs, dimensions of, 1645 
Lavatories and wash-basins, 1113, 4 
Laycock's fittings for cattle-boxes, 1315 
Lead, peculiarities of, 653 : 
surface covered by, at a given weight per 
foot, 1811 
و‎ coe weight of, 1810 
Lean-to roof, 1193-1199 
0-2-0 truss for, 1199, 1200 
Leather for architectural decoration, 519 
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Level, mason’s, 1662 

Lewis for raising blocks of stone, 944 

Lidded drain tubes, 1020-1022 

Lifting screw bw 1672 

Limestones, 496, 539 

Lintel and flat arch in brick walls, 962 

Lintels for steadings, 696 

Liquid-manure drains, 1018 

pump, 1685‏ 9ئ۰۹“ 

pene cd acer de ed pumps for lifting, from tanks, 107 
tanks, 1065 


M D M aE Flemish, 1081 . 

Sodan ru aM عو‎ . ........ Fationale of construction 
of, 1074 

Lock, kitchen, 1477 

mortise, 1477 


Looker's tubular ventilator, 1106 
Loose-box in stable, 1 

Loose-boxes, fittings for, 1515 

Loré's system of fireproof floors, 1635 
Lowe's patent iron trap for sinks, 1495 


وہ ہج ذز ر یں 


زر جو و رر رہٰ۔ 


Magnus's enamelled slate, 518 
Manger, enamelled, fur stables, 1510 
in byre or cow-house, 1306 
E . in stalls, 1282 


INDEX. 


Mansard or curb roof, 1221 

Mantelpieces, 875 

Manure, liquid, pump for, 1685 

"0َ 27 tanks for, 1065-1081 

Marine cement, 552 

Marshall’s American farm-buildings, 1770 
Martin's cement, 548 

Mason, specification of duties to be performed by, 


in the building of farm structures, 664, 
684, 827, 850, 
p tools of the, 1661,1662 
TT work, 684 
Masonry, stone, classes of, 940-943 
Mason's level, [662 
— Á plumb-line, 1662 
E trowel, 166 
Materials, 709 
TET, í ‘employed i in construction, 489 
.. for archi decoration, 519 
€— for road surface, 1051 


Mausné's system of making fireproof floors, 1634 

Measurements, schedule of, for a farmhouse of 
stone, 848 

Medina cement, jos 

for farm structure, 554‏ -- - 1 ٌ2ع 

Memel timber, 592 

M 630 


etals, 
0ے‎ wooden field-gate, with cast-iron heel-post, 
1 
Milk cooler, dA 
Mixed farmi 


tion of plan of steading 

S‏ اليد نيب سن 

gauze wire-netting, 1583‏ کور 

Morphie steading, Kincardineshire, description 

of plan of, 235-241 

Mortar, 532, 852 

beans estimates connected with, 4‏ جن وا 

1*8 Smeaton’s, 538 

Mortise lock, 1477 

Mortising, penis} and boring machine, 1676 

Mouldings of corbel, chimney-cap, string-course, 
summer-stone, jamb, and finial, 947 

— of capping, stone-balcony front, stone 
finial, window cornice, drip- 'stone, 
string-course, 948 

—— of stone window cornice, chimney-cap, 


*«»906006099990999092900€9€ 


—— varieties of. See Glossary 
Mullion of window, 1625 
Muntins of a door, 1252 


Natural seasoning of timber, 611 

Netting, wire, for sheep, 1582 

Norton and Borrie’s earthenware staircase, 1098 
AS hollow bricks, 973 

Norwa ear A rr نو‎ 591, 599 

ect of a stair, 1‏ اوت 


Oak timber, 605 

ctagonal shed, 1590 

Taaie, 579-584 
Old lish bond in brickwork, ed 

, or steading, or x farmer 37 

Out-houses, cottage, 9-46 
تھا‎ plans of, for composite یی‎ 42 
—— for double cottages, 461 


M for single cottage, 460‏ کت 


Paint, durable, for outdoor work, 584, 589 
ahr ification of duties to be performed 
e erection of farm- “buildings. 6 679, 754, 
sls, a 887, 891, 900 
Painting i in distemper, 577 
009 in oil, 579-584 
Panels of doors, 1253 
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perhanger, 0090 of duties to be per- 


P 
the, 809 
Papier justis for ای‎ decoration, 519 
Parian cement, 548 
Parisian methods of making fireproof floors, 
1631-1638 
کس سا‎ modes of fireproof construction, Mr Fair- 
bairn’s remarks on, 1638 
Parker's cement, 0 
Pastoral farming, 3 


NE cattle, description of plan 
of s ng for, 38-52 
vermag for cattle, with arable culture, 


farming for sheep, 53‏ یئ کرت 
ig for aheep, with arable culture,‏ 0,0 


72 
Partitions, 863, 1183-1191 
0 of quantity of timber in, 


1 
TER trussed, 1191 
Partition-tile, hollow, Stewart's, 9/4 
Paul's method of preserving ا‎ 512 
Pavement-bricks, drainage, 1118 
Pavilion-roof, 1195 


رر رر و وج تن . 


Paving, 699 
7080 brick, estimates and calculations con- 
nected with, 1791 

01127 bricks, 1086 

T"— stone, estimates connected with, 1792 

Paving tiles, لو‎ 

Payne's process of 2-6 timber, 625 

Peake’s terro-m paving-bricks, 1086 

Perspective view of Kinericán cooking-stove, 1499 

——— H— of American side-hi barn, 1763 

of asphalt caldron and grate,‏ ا ا ا تا 
1684 

—————— of carbon filter, 1112 

"0> of a first-class farmhouse, Plate 
XXV. 

of boring machine, 1682‏ . اا 0 ہے کل 

o of Bridges and Aubury’s gas ap- 
paratus, 1698 

—— of Bruce's stable stall, 1511 

bunc ids of Clayton's cored ' joint for 
drain-tubes, 1019 

——M— of collar holder, 1516 

— — À " 0ت۳"‎ caldronand furnace, 

€——— ot of Cooper s lidded drain-tubes 

dles, 1022 

—— — M of corn-chest, 1303 

vr deinde lidded drain-tubes,‏ وھد دو رک 

——MÓ— of Doulton's ventilating chim- 
ney-tube, 1105 

0 ۰ 3 drainage pavement - bricks, 

ES of endless band saw frame, 1675 

I of feeding-trougb for cattle, 1321 

—— 2 ps ic کر‎ 1685 

(——— € of Forbes's drainage pavement- 
bricks, 1118 j 

ES of Garrood's stable rack, 1512 

caida وت ا‎ of hinges, 1478 

——— et sdouble-action pump, 

of Ibbotson’s grindstone, 1660‏ یکس اط 

EEEE of Jenning’s lavatory, 1114 

of a lathe, 1681‏ 98 1س0 

mn of locks, 1477 

2121111111118 of manger and rack, 1515 

— 8 of a mansion-house and offices, 
Plate XXX. 

of marble milk-cooler, 7‏ ا اھ ھا کہ 


of Miles’ wooden field-gate, 1360 


پوررزررررر رڈ ؤڈ رز نر ر ریت 
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Perspective view of M‘Pherson’s sheep-fence-mak- 

ing machine, 16 

of Muir's four points ventilator, 

1508 

of Pierce’s cottage fire - lump 

grate, 1104 

of a pigsty door, 1324 

of pigs troughs, 1518 

of Powis's mortising, tenoning, 

and boring machine, 1676 

————ÁÀ of a pulley-stile, 1480 

of Ridgway's water-closet, 1115 

of a second class farmhouse,‏ رظانت 

Plate XXVI. 

of spring pulley for window- 

blind, 1481 

15 نك‎ (۷ with cast-iron heel-posts, 
128 


E . of stone-dyke building, 1032 

of straw-racks for cattle, 1322 

of a third-class farmhouse, Plate 

XXVII. 

of Turner's iron bench for cir- 

cular saw, اليه‎ 7 

ofa two-store 01116 cottage, 

be XXVI. ۱ 

of a two-store ingle co i 

Plate XXIX. DOES DU. 

duke aru is . of wash-hand basins and pedes-‏ و 
tals, 1113‏ 

——Á— tweens of a wooden ventilator, 1297 

0 90 of a wooden stathel, 1335 

Pierce's fire-lump stove-grate, 1102 

Pigeon-house, detached, 1710 

Piggery, American sifting, 1773 

7 90 detached, 1712 


0200 fittings, 7 
ig-troughs, 1518 

Pilbrow's water wuste pores, d 

Piling for protecting river- 8, 

Pillars, cast-iron. for cattle-boxes in iron sheds, 1592 

Pins, harness, 1299 

Pipe, steam, curved valve, 1727 

cae ace roller for steam, 1727 

kez steam, expansion joint for, 1727 

n valves o sluices, : 1298 

ipes, steam, clothing of, 

TE steam, for drying houses, 1727 

Pisé walls, 1130, 1131 

Plan of Allen's American Barn, 1768 

m of American barn, 1766 ` 

— of American cheese-dairy buildings, 1772 

— of American poultry-house, 1774 

of American side-hill barn, 1762‏ جن 

vitaes of American sifting piggery, 1773 

— of Archimedean screw grain conveyer, 1741 

cin of bay windows, 1269, 1727 

of carpenter's shop, 1754‏ کٹ 

of carse farm-steading, description of, 82-94‏ کے 

— of Coleshill steading, Berkshire, description 
of, 243-256 

bi of cheese-room of a farmhouse, 296 

PR of dam, 1004 

700 of detached piggery, 1712 

RS of detached slaughter-house, 1714 

Seine of double detached farm-cottage, 400 

TE of drain-tile kiln at Corehouse, 1750 

0 of drain-tile work at Corehouse, 0 

2 of Drumkilbo steading, Forfarshire, descrip- 
tibn of, 217-233 

of Dutch barn, 1756‏ مہ 

of five-roomed and single-storeyed farm-‏ ا 
cottage, 387-389‏ 

veu of five-roomed and two-storeyed farm-cot- 
tage, 396 
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Plan of Flemish barn, 1756 

290 of Flemish farm-buildings, 1758, 1759 

oye of four-roomed and single-storeyed farm. 
cottage, 385 

— of heating apparatus for drying-house, 1724 

— of hipped-roof, 1213 

Suess of Inverquharity steading, Forfarshire, de- 
scription of, ‘264-274 

— of isolated cow-byre, 1700 

Shed of isolated dairies, 1701-1702 

00 of kitchen, &c., of a farmhouse, 287 

of dairy farm-steading, description‏ وو اوت 
of, 96-107‏ 

— of machiue-house in Flemish farm, 1760 

€— of Morphie steading, Kincardinesbi 
scription of, 235-241 . 

of window of farmhouse in fg.‏ سس of‏ ول 


1 

۶ 

of pigeon-house, 1710‏ نو 

— of poultry-house, 1707 

— of rabbitry, 1711 

eus of river-bank requiring protection, 990 

Sears of single-roomed and single-storeyed farm- 
سر‎ 0 

eae of sm. i escripti 
108-190 7 dicia 


of smithy, 1755‏ ہے 

of stackyard, 206-210‏ 26ہ 

PUR of steading at Britannia Farm, Belgium, 1761 

oe of steading at Southhill Park, Surrey, de 
scription of, 213-216 

of steading for cattle pastoral farming, de‏ ا 
scription of, 38-52‏ 

ee of steading for cattle pastoral farming with 
arable culture, description of, 62-71 — 

NS of steading for common farming, description 
of etending f description 

Ms of steading for mixed husbandry, i 
of, 165-189 7 ۱ 

7 of steading for sheep farming, with 
arable culture, description of, 72-81 

— of steading for suburbial dairy farming, d* 
scription of, 131-144 : 

TE of steading for suburbial farming with 
arable culture, description of, 122-130 

ius of ewo roomed and single-storeyed farm 


E. of Wark steading, Northumberland, descrip 
tion of, 257-262 
piu: of Western States, American, farm-build: 


ings, 1771 
Plans 58 bothies, 446-458 ias 
2+209 of composite farm-cottages, 
——— جا : ا‎ single-storeyed farm - cottage, 
۷ہ‎ d double two-storeyed farm-cottages, 41l- 


of double two-storeyed farm-cottages of two‏ و 
ifferent sizes, 425- 2‏ 


of farmhouses, 28] 
of first-class farmhouses, 301-325 
de oui ondes for composite farm-cottages, 


of out-houses for double-cottages, 461 
0 of out-houses for farm-cottages, 459 

of out-houses for single-cottages, 460‏ کات 
roofs of steadings, description of, 18‏ 0 و 


of second-class farmhouses, 326-950.‏ ا 
secure of steadings based upon fixed principles, 1‏ 
of third-class farmhouses, 331-347‏ 
suggesting improved y a in de-‏ و 
fective farm-cottages, 431-‏ 
Plaster-work, 715‏ 
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Plasterer, specification of duties to be performed Remarks on the arrangement of Drumkilbo 
P A the erection of farm-buildings, 675, 715, steading, 234 


804, 884, E 898,907 .| . 4....... on the arrangement of Morphie stead- 
Plastering, 571- ing, 239-240 
00ء01‎ 0 tas connected with, 1796 ............ ON arranging the accommodation of 
Platform stairs, 1241 farm-cottage to size of A 393-395 
Plumber, specification of duties to be performed  ............ on the Coleshill steadin 
by in the erection of farm- buildings. 074,711,  ............ on farmhouse euis یں ا‎ 348 
2, 815, 886, 891, 902, 907  —Á^ — |  ووفیس‎ on furniture for small co ; 
Plumb-line, mason's, 1662 یرود‎ on Inverquharity steading, 275 
Pools, watering, in fields, formed by dykescross-  ............ on the importance of providing good 
ing in meeting, 1045-1048 accommodation in farm-cottages, 350- 
Pole- ope cast-iron shoe for receiving, 1605 372 
Pon of, for horses, 1088 .......... on the P of adopting & covered 
Porch, truss for, 1204 "8۳۷ 
Portable combined furnace and caldron, 1683  ............ on Wark steading, 262 
TOPICS crane, Dray's, 1695 Reservoir, water, embankment for, 1002 
ا او و‎ vice, 1671 Rickett's gas-stove, 1501 
Porter’s gas apparatus for farm use, 1696 Ridge and valle roof, 1198 
Portland cement, 541000 . | | enn tiles, 108 
0 0 experiments on, 542, 544, 547 Ridgway's water-closet, 1115 
Portable fire-engine, 1685 Rim lock, 1477 
Posts, intermediate, for wire-fences, 1549 Risers of a stair, 1239 
Poultry-houses, 1707-1709 River-banks, protection of, by breakwaters, 989- 
200 American, 1774 991 
Pow, J وس وس‎ Co.’ : ا ب۰7۰7 یز‎ tree, 0 
boring machine, 1666 — | I —— ......422.4... e eee piling, 992 
Practical ال نو سم‎ “22 Road surface, material for, 105 
Practice in construction, 489 Roads, construction of, on strong soils, 1054 
Preservation of grain, tanks for, 1744  . J| کت یں‎ 1051 
CAR een of iron, 649-651 ......... drains for, 1052 
"Pm of wood, 614 ......... 9Xcavations for, 1053 
Press lock, 1477 . | | | | 7 farm, 1050-1059 
Presses, 870 Roberts' system of hollow brick walls, 969-971, 
Principles of arrangement of steadings, 1 1087 
Piste کا‎ of arrangement of farmhouses, 286 Rolled iron beam, 1399 
0ج"‎ 09 of drying, 1723 Roman cement, 540 
فص کک دن‎ of grain drying, 1733 Roman cement, e riments on, 545, 546 
vs of hot-water supply, 1721 Roof, conical, 1196 
Pulley, spring, for window-blinds, 1481 . . ...... conical truss for, 1229 
58 stile, window, 1479 ....... Corrugated iron, for span of 18 feet, 1417 
Pump, double-action, 1686 — 1 | gue 00 52 feet, 1472 
—" hand, 1688 ....... Covering, asphalted felt for, 1092 
8901ھ‎ liquid-manure, 1685 ....... Curb or mansard, 1221 
یا‎ steam, Carrett’s, 1 ....... Curved rib-truss for, 1225 
Pumps for lifting liquid manure from tanks, 1077 — ....... for octagonal shed, 1590 
Purlin, cast-iron shoe for receiving, 1606 ...... hexagonal, 1230 
Puzsolano cement, 5388 11... 222.2666 thrashing-mill, 1229 
...... Dipped, 1194 
Quantities, bills of, for a farmhouse of stone, 848 ................... plan of, 1213 
Quarry crane, 16938 00 nee iron, covering of wood for, ra 
Queen-bolt, cast-iron shoe for receiving, 1604 . ...... ...... double, for wide s 1427 
Queen-post truss for bridge, 1348 . .— .— ..... یر‎ for horse-walk of t Palins mill, 1459 
اه جک‎ Reale ا دق‎ roof, 1208-1210 سے‎ ...... for 25-feet span, 1430 
ا‎ a EAE irussed beam, 1607 سے‎ Qs for 18-feet span, 1417 
— for 30-feet span, 1438 
Rabbitry, 1] = ل ا‎ | aaa ...... slate covering for, 1644 
Rack, straw, for sheds, 1828 uue king- post truss for, 1207 
Racks, straw, for courts, 1322 —— une laminated rib, 1 
Rafter, cast-iron shoe for receiving, 1605 .„...... of corn-barn, i357 
Rails of a door, 1252 nne of stable for ان‎ horse, 1289 
Rain-water cistern, 1110 l .. pavilion, 1195 
Raised panel door, 1256 seen queen-post truss for, 1208- 1210 
Ram, oe pd 001 ہے‎ and lean-to, 1193 a 
es, and stoves, -1502 . |  ..... ri , meeti at right angles, 
Ranso mds artificial stone ]] .... 1089 b i : 
2 etera iesse method of preserving stone, 510 aon for flat, 1219, 1220 
Ratchet brace, Fenn's, 16006. ha ante sesoses for, with king-bolt, 1207 
rey eee Ibbotson and Co.’s, 1665 ....... trusses, 1199-1230 
و‎ valve for admitting air, 7 enne, ....... With queen bolts, 1438 
Rawlinson’s hollow brick, 1087. — . .  J—  .... with hip-rafter, 1211 
Regulators, gas, 1488 Roofing, Ad 862 
Remarks on the accommodation of farmhouses in  ............ 
relation to the size of the farm, 349 Roofs, i192 1198 
. on the advantages of double cottages  ........ blue and grey slates for, 1093 


over rows, 400 > | ل‎ . calculations of quantity of timber in, 1808 


a 
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Roofs, corrugated iron, 1470-1478 Section of manger, and rack for cattle-boxes, 1315 
eS thic, 1222 ......... Of nests behind stairs in poultry-house, 
800 for thrashing-mills, 1229 1774 
— iron, 1417-147 ......... Of pigeon-bouse, 1710 
ع‎ deut iron, dimensions of parts of, for various  ......... of platform and return stairs, 1242-1243 
spans, 1448-1458 I eae of portable combined furnace and caldroa, 
— iron, gutters for, 1464-1469 1683 
ا‎ iron, with zinc, 1646 ......... Of poultry-house, 1707 
2 of rog i description of plans of, ......... of river embankment, 981 
184-208,251 — | eee of road in strong clay land, 1055 
— relative cost of slate and zinc covered, ......... of stone trough for a byre, 1127 
10604 | | | | | | ....... of through window-head of farmhouse,1621 
+090 jeu and valley, 1198 . ......... transverse, of Tudor farmhouse, $16. 
rU tables 7 on ings of timber for various  ......... 0 i showing gutter with cantaliver, 
spans of, l 
h-casting, 563-565 annee of window-head of bay window of farm- 
Rubber, india, tap, 1492 house, 1627 
Rubblework in masonry, 942, 943, 946 سس‎ of wrought-iron columns for sheds, 1591 
Rule, general, ap licable to all designs Of farm- oos hon صا‎ fire-proof flooring, 1682 
steadings, p 00 vertical, of corn-barn, 11 
rm for calculating surface of hot-water pipes ......... vertical of single-storeyed detached cot- 
for drying-houses, 1725 tage, 392 
029 vertical of slaughter-house, 1714 
Saddle and harness-bracket, 1516 ental arch in brick wall, 966 
Sandstones, 493-495 Self-acting sluice, 1351 
Sands for building purposes, 533 Semi-circular arch in brick wall, 966 
Sash door, 1251 Shaw's patent sash-frame, 1265 
AN frame, Shaw's patent, 1265 Sheef, drying of grain in the, 1722 
Sew, circular, iron bench, 1674 Sheaves, drying of, in the boiler-house, 1729 
— endless band, 1675 Shed, covered ہی‎ ad 
00 frame, vertical, 1673 ........ OCtagonal, 1 
Scagliola, 73 M 00117۲: truss for roof of, 1647 
Scantlings of timbers for floors of various spans, Sheds and timber houses, 1373-1385 
۰001111111110110 cast-iron pue for, 1589 
ا مس‎ of timbers for various spans of roofs, ......... ing, Hands’ patent, 1730 
: I. O N O o ala iron, 1586-1591 
Schedule of measurements for a farmhouse of ......... sheep feeding, 1708 
stone 848 — | |— | ne shelter, at the corner of four fields, 6 
Scotch fir timber, 597-599 nn trussed beam for, 1589 
Scotland, state of farming in the Middle Ages, ......... wrought-iron columns for, 1591 
474-488 Sheep feeding-sheds, 1703 
Bcrew, Archimedean, grain drying machine, 1735  ........ fence-making machine, 1677 
re frame for boring brace, 1664 ........ pastoral farming, 53 
ugue keys or spanners, 1669 eene esee, With arable culture, de- 
ا‎ lifting-jack, 1672 scription of plan of steading for, 72-81 
aane ks, 1668 Sheep, wire-netting for, 1582 
t ventilator, Chadwick's, 1485 Shelter-sheds, 1376 
Sea-embankments, 993-1001 Shelving, 871 
Seal or binder for cattle, 1311 Sheringham’s ventilator, 1296, 1484 
Seasoning of timber, 610 Shoe, cast-iron, for ends of struts, 1601 
0" 2 natural, 611 es OF -bolt, 1603 
"ren water, 612 .................... for purlins, 1606 
ساس ات مس او‎ hot-air, 613 eere. LOP raftor and pole-plate, 1685 
Section of American poultry-house, 1774 —  . ................... for struts and queen-bolt, 1604 
200 of Archimedean screw grain - conveyer,  ....... iron, for receiving end of girder, 1599 
IX ee E age iron, for joists, wall-plates, 1599 
سے‎ of base of principal window of farmhouse, Shoes, iron, for wooden ing, 1599-1606 
1623 Shop, carpenter's, pan of, 17. 
f: dessus of base of bay window of farmhouse, 1626 Side-gate of wrought-iron, 1540 
2 of a self-acting sluice, 1351 ...... hill barn, American, 1762 
عو‎ of an improved cottage-window, 61 Sienite, 1 
HR of byre travis, manger, and stake, 1309 Sifting pi , American, 1773 
de unde of cornice, base, of farmhouse, 1621 . Single and double stalls in byres, comparative 
AKA of detached s langhter-house, 1714 storeyed d وہس ت2‎ of brick, spedi- 
EEE of detac 8 ter-house, ........ 09 etac 
ا‎ of drain-tile kiln at Corehouse, 1750 fication adapted for, 878-887 
batik e gabe عي‎ p Hy mites 310, 316 ome pram ا‎ 
canted of groin an or protecting a river- Sinking of we 
side, 1008 | .J— ,00 - 807 in loose sand, 1061 
7 ie Panas drying sheds, سد " گرب‎ 2: eee EES 
o" of heating apparatus for a drying-house, Site of steading, 19, 28, 
JeF O aeu O OD EES particulars to be avoided in the 
TEE of Jennings’s water-closet, 1116 ...... Choosing of, 26 ۱ 1 
0 t 2َ and cheese-room of afarm- Skirting, 707, 
ouse 


f ylights, 713‏ و 
of moulds for pisé walls, 1 ~ Slate, blue, best for buildings, 529‏ 010 


INDEX. 


Slate, blue, quarries of, 524 

....... for shed covering, 1092 

covering for iron roof, 1643‏ ہے 
kê enamelled, 518‏ 

roof, cost of, 4‏ ۴-یو" 

Slates, blue grey, for roofs, 1094 


sizes of, 525‏ ص00 
Slater, specification of duties to be‏ 
in the erection of farm-buildi‏ „ 
908 ,891 ,885 ,711 
re and plumber work, 711‏ 
Slating, estimates connected with, 1798‏ 
grey, cost of, 527‏ ا کہ 
Slaughter-house, detached, 1714‏ 
Sleepers and joists, 697‏ 
Sliding door, 1258‏ 
door for stables, 1370‏ ۰ 
m gate of corrugated iron, 1542‏ 
window, 1260‏ 02 
Sluice-cock, Brown and May’s, 1528‏ 
cock, Joona = 15‏ 00 
puntos pipe valves, 1353‏ 
sevens self-acting, 1351‏ 
e valve and rack, iron, 1530‏ 
valves, 1526 f‏ 0+00 
valves, hydrants, bridges, 1519-1530‏ 01 
Sluices, wooden, 1349-1352‏ 
ed‏ 6 ا Smith, sp‏ 
mi ification of duties orm‏ 
be in the erection of ne adie‏ 
753 ,673 


, 903 
270 يا‎ 2 the, er Tui 
کن‎ ring brace, 
—— forge, 1663 
Smithy, plan of farm, 1755 
Smoke and ventilating flue, 1101-1105 
Soils, foundations in various classes of, 924-927 
Sutter's method of forming river-embankments, 


986, 987 
Southhill Park, Surrey, steading, description of 
plan of, 213,216 

Spanners or screw-keys, 1669 

Specification adap for a steading of brick, 
general conditions of, 718-736 

00 adapted for a steading of brick, 
717-755 

A REA adapted for a steading of stone, 
683-716 

A of a steading of stone, general con- 
ditions of masonry, 694—general 
conditions of e 710 

70 of farm-house pted for brick, 
756-824 

2 of farmhouse, adapted for stone, 
825-847, 849-877 

Specifications for cottages of brick, 879-903 

— for cottages of stone, 904-909 

221717070101 1 items to be considered in the draw- 


rformed 
663, 


as follows: — Excavator, 657, 684, 736, 787, 
826, 850, 880, 893, 905. Mason, 664, 684, 827, 
850, 905. Bricklayer, 658, 662, 737, 760, 881, 
889, 894. یہ بی‎ and Joiner, 665, 669, 
696, 741, 768, 858, 883, 890, 896, 906. Slater, 
Smith, 673, 753, 903. 


663, 711, 885, 891, 908. 
7 er, 672, 705, 714, 823, 824, 877. Plum- 
ber, 674, 711, 712, 815, 886 907 


, 3 , y . 
Plasterer, 675, 715, 752, 804, 884, 891, 898, 
909. Painter, 679, 754, 813, 887, 891, 900. 
Glazier, 679, 682, 755, 820, 876, 901. Paper- 
hanger, 821, 899.  Bellhanger, 822. 
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Spelter. See Zinc 

Spiral wire-work, 1585 

Stable fittings, Bruce’s improved, 1511 

Cottam's improved, 4‏ سس اک ور و 

Paa ibi oe 1 0‏ اط 

with feeding-pasages at the hea‏ مو 
of, 1286, 1287 5‏ 

OM windows, 1298 

m work-horse, proper width of, 1280 

Stables, &c., ventilation of, 1290-1297 

tiding door for, 1370‏ ا 

.......... Work-horse, proper width of stalls in, 1281 

Stackyard, 1334 

covered, description of, 204, 205‏ بھی سا 

00 plan of, 206-21 

Staining of wood, 585 

Stair, mode of laying out the steps in the notch- 
board of, 1245 

Vista rods, fastening for, 1482 

— treads and rises of, 1239 

Staircase, earthenware, 1098 


09.۳0 ا‎ 1241 oe 
کہ‎ template, for setting out steps o 
Btall-collar, 0 : 
irasas fittings for work-horse stables, 1285 
FR in b zes ا‎ of mo 

talls, double and single, in byres, comparative 

í advantages of, 1308 

UTE for work-horse stable, with cast-iron heel- 


posts, 1288 
— iron hind-posts for stable, 1509 
002-0 mode of supplying food to, in byre, 7 
— pM work nore stables, proper width of, 


Stathels, 1335 

Steading, Coleshill, Berkshire, description of plan 
of, 243-256 

— covered, remarks on the policy of adopt- 
ing, 242 

011216 oo of plan of, for carse farming, 


SUIS pes description of plan of, for cattle pastoral 
farming, 38-52 

50 description of plan of, for cattle pastoral 
farming with arable culture, 62-71 

SE fads خی‎ of plan of, for common farm- 
de diode of piss ef d large dai 

— escription of plan of, for ry 
farming, 96-107 

2072 00 of plan of, for mixed farm- 
ing, 165-183 


description of plan of, for sh ral‏ ا ا 
farming "uh rape m nds‏ 

— 89 escription of plan of, for 
farming, 108-120 

m description of plan of, for suburbial 
dairy farming, 131-144 

0+0 description of plan of, for suburbial 
farming with arable culture, 122-130 

PENES abad Drumkilbo, Forfarshire, description of 
pan of, 217-283 

ttings of, 1280‏ نا بی 

E Inverqubarity, Forfarshire, description‏ ا ا 
of plan of, 264-274‏ 

— iron fittings of, 1503-1518 

7/0-0 lintels for, 696 : 

Morphie, Kincardineshire, description‏ موہ 
of ۲ an of, 235-241‏ 

— € و‎ rick, specification adapted for, 717- 


site of, 19, 28, 9‏ ات 
SS site of, particulars to be avoided in the‏ 
choosing of, 26‏ 
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Steading, Southhill Park, Surrey, description of 
lan of, 213-216 
ark, Northumberland, description of 
plan of, 257-262 
Steadings, arrangement of, determined by the 
pramon of straw, 31, 32 
35 


eeezeteseoee 


1 ا‎ + arranyement of, loss sustained by, 
ere Belgian, 1756-1761 

ius existing, plans of, 212‏ اک اھ 

— gables suggested for, 276-280 

general rule applicable to the design- 
ing of, 17 

— kind of building-stones to be employed 
in constructing, 503-505 

plans of, based upon fixed principles, 1 
02 principles of arrangement of, 1 

— سد . سو‎ of, description of plans for, 184 


Steam, ان‎ of ODER 1721 
00 pipes, clothing of, 1728 
sce recess OF diyine houses! 1727 
0 pump, Carrett's, 1 
Stells for pastoral sheep farming, 54-61 
inside circular, with 102 59 
5 y-stack and racks, 
outside, ores shelter in all direction, 
7 
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sheltered by plantation on every 

side, 61 

simple forms, 56 

Stench-traps, 1107-1109 

Stephens’ method of staining wood, 588 

Stewart's hollow ition-tile, 974 

Stile, window-pulley, 1479 

Stiles of a door, 1252 

Stirling's mixture of wrought and cast iron, 641 

Stock, position of, with reference to the straw, 
33 


Stone and brick, wood combined with, 1621-1627 

—— blocks of, ** lewis" for raising, 944 

— construction, 940 

footings, 934-936‏ مرو مت 

masonry, classes of, 940-943‏ اھ 

20 paving, estimates connected with, 1792 

UN trough for byre, 1127 

— work of farmhouses, details of, 917-050 

Stones, absorbent power and cohesiveness, 497 

pesi: artificial, 515 

-——' classification of, 489 

“dowels,” **joggles," and ‘‘cramps,"’ for 

joining blocks of, 945 
— ind of, to be used in constructing stead- 
ings, 503-505 

— M position of, in sea-walls, 1008 

T preservation of, 506 

———— preservation of, Kuhlmann's method, 506 

A E و‎ bosco dud Daiues' method, 508 

— M HÓ— Paul's method, 512 

a eso udis eld e عد و‎ of, 514 

nsome's method, 510 

Szerelmey's method, 513‏ فا ات ا ا Nd‏ ا 

— table of qualities of, 497 

20 their constructive qualities, 498-505 

Stops, door, for the prevention of draughts, 1259 

Storey, upper, of steadings, 67, 77, 89, 103, 116, 
126, 187, 160, 177, 251. See Upper Storey 

Stove, gas, 1501 

ps grate, fire-lump, 1103‏ 0ء 

Stoves, kitchen-ranges and grates, 1497-1502 

Straining-post for wire-fence, 1544-1548 

screw and collar-vice combined, for 

wire-fences, 1575 

screw for wire-fences, 1573 

Strapping, 864 


ررررزر ور رز رون 
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Straps, iron, for wooden beams, 1594-1598 


En arrangement and construction of,‏ ان 

hy 

—— position of, determines the arrangement of 
steadings, 31, 32 

....... Tack for sheds, 1323 

racks for courts, 1322‏ فا 

reference of, to the position of stock, 8‏ سے 

String-board of a stair, 1244 

700 course, mouldings of, 947, 948 

Struts, 868 


cast-iron shoe for receiving ends of, 160‏ ا 
1604 


Stucco, 550, 566 

Saat پا‎ 564, 566, 569 

Suburbial dairy farming, description of plan d, 
steading for, 131-144 

010 farming, 5 

— 9 farming with arable culture, descriptis 
of plan of steading for, 122-130 

Summer-stone, mouldiny of, 947 

Surface covered by a given weight of lead pe 

Suspended í nging 371 

uspended or hanging gate, 1 

Swedish mone of forming walls of frame-boues 
7 

TR timber, 595-598 

Szerelmey's method of preserving stone, 513 


Table of qualities of stones, 497 ۱ 

of scantlings for floors of various spans, 1131 

o سما‎ of floors in Systéme de Maus’, 

of bearing or span of joists, beaders, ad 

girders, 1180 

of the breaking weight of wrought-ine 

beams, 1807 

Tables for calculating quantity of timber in rods 

joists, partitions, 1803 

for calculating the cubical contents of t 

ber in roofs and partitions in a square o 

100 feet, 1804, 1805 

20 of scantlings of timbers for roofs of var 

ous spans, 1214 

Tank, dimensions of, for liquid manure, 1063 

........ for the waste urine of a dunghill, 1030 

liquid-manure, apparatus to lift maser 

from, 1077 

Tanks, cement for lining, 556-562 

for liquid manure, rationale of consi. 

tion of, 1074 

liquid-manure, 1065-1081 

for the preservation of grain, 1744 ب‎ 

Technical terms, glossary of, used in artificers 
work, 1812 

Tension gate of iron, 1534 

Tenoning, mortising, and boring machine, 1676 | 

Terms, technical, glossary of, used in artificers 
work, 1812 

Thrashing-mill, iron roof for horse-walk of, 1458 

OC RCM roofs for, 1229 

Thumb-latch, 1477 

Tie-beams, 1151 

Toss best position of, in iron beams, 1399- 


Tile, corrugated roof, 1090 
ved ridge, 1089 
tter, 1091 
ollow roof, 1090 


hip, 1089 

kiln, drying of grain, 1732 
ornamental ridge, 1089 
quoined valley, 1089 

0+ ridge, 1089 

Tiles for roofing, 530 

flat, 1097 


escis 


Sveersecas 


نر ہبی 


نر ووه 


@eeecs 


زر ریب 


INDEX. 


Tiles, paving, 1087 
n in , 1089 
m rook 1089 

mS valley, 1089 

Tiling, estimates connected with, 1793 
Timber, 590 

........... American red pine, 593, 600 

NS yellow pine, 594, 601‏ ا ا ا 


Bethel's process of preserving, 623‏ ھت 
o bond, for brick walls, 956 —'‏ 
UN "0٤ erie’s process of preserving, 626-‏ 


Burnett's process of preserving, 622‏ ظ5 
California pine, 603‏ 80803821 
construction, 1133‏ و 
for ae i implements, 604‏ 0 
floors, 1176-1182‏ 80 
houses and sheds, 1373-1385‏ 

oists of, 1133-1168 

und 8 A preg for preserving, 618 


Cone seosese 
زا وچ کک م7‎ 
پر ر رررر رر وة‎ 


592 ا ای ول 
N dr and Petersburg, 591, 599‏ 


5 پور ڑ ر رز رز ر رب 


۶ 0 Payne’s process of preserving, 625 
suaves va Scotch fir, 597-599 
aue EE PS seasoning of, 610 
nr Swedish, 595-598 
—— ventilation of, in dwelli 
Tools of the dry-stone ’ dyker, 1 
of the joiner, 1656-1658 
E of the mason, 1661, 1662 
ا‎ of the smith, 1663-1673 
Trap rock, 492 
Trapo iron, for sinks, 1495 

. iron, for stable, 1506 

. stench, 1107-1109 
Travis and r of stall in byre, 1909 


, 620 


03 
.. of stalls in stables, 1284 
iron, for stable stalls, 1509 
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کر اش 
Truck,‏ 
for emm‏ 


Truss, i 
for collar-beam roof, 1203 


© جس > و هيه 


for dormer windows, 1231 

for flat roof, 1219 

— for a lean-to roof, 1199, 1200 
— for a porch, 1204 

for roof of shed, 1647 

. king-post, for roof, 1207 
00 queen-post, for roof, 1208-1210 
07 with أي‎ bolt, 1207 
رح وس‎ 


ec"? 


189 
"imber boami, 1169-1173 


Trusses for Gothic or PH مس‎ roof, 1222-1224 


roof, 1199-1280 


ec". -"9-9t* 
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Trussing of flooring-joists, 1178 

of solid beams, Conder’s, 1615‏ تسس 
iron, of wood ers, 1607-1620‏ 0 
Tubes, drain, lidded, 1020-1022‏ 

Tubular ventilator, 1106 

Turner's iron bench circular ا‎ 1004 
Turnip-troughs for courts, 1821 

RUD truck, 1706 i708 

m washing, method of, 

Turn-key for wire-fences, 1572 
Tyermann's hoop-iron bond for brick walls, 957 - 


Unburnt bricks, walls of, 1132 

Upper storey « of steading for cattle pastoral farm- 
ing with arable culture, 67 

of steading for sheep pastoral farm-‏ ا 
ing Vith arable culture, 77‏ 

e a 0 for carse s 

Ds ote steading for large iy D 


à Hd steading for small dairy farming,‏ دہ 


of steading for age farmiug‏ یا ا 
with arable culture, [‏ 

farming‏ بد of ee. o‏ ساسا 
with dairy, 1‏ 

——— M e ۳6 i common farming, 


520112101 of stoning for mixed husbandry, 
€ of steading at Coleshill, Berkshire, 


Useful apparatus and erections, 1683-1698 


Valley-tiles, 1089 

Valves, chimney, 1487 

Valves for ik 1526 

KG T for admitting fresh air to stables, 


9 
Varnish for stained wood, 586 
Venetian ventilator, 1296 
Ventilating and amoke dai 1101-1105 
Ventilation of drying-houses, 1724 
0,20 importance of, 1290, 1291 
ا‎ EIE of stables, &c., 1290-1297 
Ventilator, Arnott’s, 1483 
for stables, Ferguson's, 1295 
اا‎ 2 ra 79 foul air from dwell. 

ngs, 

Looker's tubular, 1106‏ 20 ۃ7.9+) 


suspen 
000 wooden, 1295, 7 f 
Ventilators, 714 


Vermin-proof cement, 649 
Vertical saw frame, 1673 

Vice, portable, 1671 

Vincennes farm-buildings, 1776 
Voids in brick walls تی‎ 
V-window, 1273 


Wall-plates, 1150 
"و"‎ cast-iron shoe for eee: 1599 


eee brick openings or voids in, 
0 carrying up of courses of, in brick, 960, 


f, of frame-houses, 1375 
و ما ا‎ ireproot, of brick, 967-974 
Vases dio of brick, 953-961 


pisé, 1130, 1181‏ سیت 
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Wall, sea, position of stones in, 1008 Wire fence, straining-screw, 1573 
eer whitewashing of, 567, 568 ...............ے‎ turn-key, 1573 
Wark Steading, Northumberland, description of  ........ fences, 1544-1576 
lan of, 257-262 eee fitting up of, 1564-1576 
ash-basins and lavatories, 1118,1114 .—  J ................. iniermediaté posts for, 1549 
Washing, turnip, method of, 1708 agane fencing, collar-vice for, 1574 
Water-closets B72, 1113511116 ممما‎ ie ne straining-screw and collar-vioe for, 
ids cook, Wheateroft and Smith's, 1493 combined, 1575 
T foundations in, 928-930 ........ Joining, for fences, 1570 
— rain, cistern, 1110 ........ Betting for sheep, 1582, 1583 
ا‎ raising from wells, 1064 ........ Work, spiral, 1585 
00 seasoning of timber, 610 ........ for fences, 1551-1563 
PAS tea tap, Jenning’s india tube, 1492 erc]... block for making eyes in, 
ا‎ taps and cock, 1491 1571 
090 troughs for cattle-courts, 1119-1127 ` Wood combined with iron-work, 1593-1620 
0+00 waste perveni Pilbrow's, 1494 eee ees With stone and brick, 1621-162; 
Watering- , formed by crossing of dykes, ........ covering for iron roof, 1642 
1045-1048 ||| وو‎ its chemical properties and composition, 
Watson's ventilator, 1508 614-618 
Weather-boarding for timber sheds, 1374 ........ preservation of, 614 
Weight of round iron bars, used as tension-rods  ........ staining, 585 
for roof-trusses, in foot lengths, 1809  ..................... Stephens’ method of, 588 
"T of lead per foot superficial, 1810 eee. Wheelers method of, 587 
Weirs, 990, 1 1003 Wooden aqueduct for irrigation, 1348 
Weir fora water reservoir, 1002 سی‎ beams, iron straps for, 1594-1598 
Wells, raising water from, 1064 0 bridges, 1340-1347 
Well digging and steining, estimates connected  ........... fittings of the farmhouse and cottage. 
with, 1 سا 7 ایر 8پ‎ i 
9 sinking, ........... fittings o e steading, sta 
00 00 in loose sand, 1061 barn, courtyard, &c., 1530-1335 
West and Hubbell's ** oak-hall" window, 1264 ........... framing, iron shoes for, 1599-1606 
Western States of America, farm-buildings for,  ........... gutters, 1232-1237 
۲۰۶۱ 7ت‎ amê. © e E sluices, 1349-1352 
Wheatcroft and Smith's hydrant, 1520 lw. ventilators, 1295, 1297 
SRR و‎ water-cock, 1493 . Wood's asphalt caldron, 1684 
Wheelers mode of staining wood, 7 Workshop, fittings of the, 1656-1682 
White's portable vice, 167) 00 . . .J—  ............ machines of the, 1673-1689 
Whitewashing of walls, 567 Work, brick, estimates and calculations con- 
Width, proper, for stalls in work-horse stables, nected with, 1782-1791 
ASL et, ١۹ 7۶ estimates of diggers’ and excavators, 
PC END for work-horse stables, 1980 1771-1781 
Window-blinds, spring pulley for, 1481 ^ .  ...... artiticers’ glossary of technical terms used 
80ء00‎ cornice, mouldings of, 948 in, 1812 
سا اما د و‎ sees stone mouldings of, 0 Wrought-iron and cast-iron beams, comparative 
0۸ dormer, elevation of, 1 advan of, 1396, 1397 
0ہ‎ fixed, 1260 ...نيت‎ DORMS, Fairbairn’s fireproof foor- 
P for cottages, 1261 ing with, 1630 
m French casement, 1263 ................. beams, junction with cast - iros 
0011 fastenings for, 1481 columns, 1416 
RT MN head of farmhouse, 1624 esee. beams, with concrete for fireproof 
......... latch, 1480 construction, 1629 
PIC ODE mullion of, 1625 Seer girders and beams, 1607 
Vase ionis oak-hall, 1264 ..................۔‎ plate beam, 1398 
0 of byre, 1312 eene OOlUMNS for sheds, 1591 
090 pulley-stile, 1479 .................ء‎ hurdles, 1577 
0 sliding, 1260 Serene Blde-gate, 0 
وہ‎ V, 1272 سی‎ Varieties and peculiarities of, 646- 
تا‎ $. Sa 7 651 isi 
A or farm-cottages, , 464 ...مني انيت‎ gi ders and beams, 
وو ای ا‎ of corn-barn, 1327 7 
XN of farmhouses, details of, 1266-1277 Young's instructions for fitting up wire fences, 
ا‎ of , 1333 1565-1576 
ا‎ stable, 1298 
10 various forms of, 1260-1277 Zino-covered iron roof, 1646 
Wire, block for straightening, 1567, li... fixing of sheeting as roof covering, 1652 
2-12 clambs for twisting the eye of, for fences,  ...... joining plates of corrugated sinc, 1653 
مو يج شسش امل‎ peculiarities of, 654 
+00 fence, straining-post for, 1544-1548 ...... TOOf, cost of, 1654 


THE END. 
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F A SECOND CLASS FARM HOUSE. FIG. 58. 
PLATE XXVI. 
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PLATE XXVII. 
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THE BOOK 
FARM IMPLEMENTS AND MACHINES. 


BY 


JAMES SLIGHT AND ROBERT SCOTT BURN, 


ENGINEERS. 
HENRY STEPHENS, F.R.S.E. 


Author of the ‘‘ Book of the Farm,” &c. 
In One Volume, large octavo. 
ILLUSTRATED WITH 836 ENGRAVINGS ON WOOD AND 39 ENGRAVINGS ON COPPER. 


ر 
Prospectus.‏ 


HOSE who recollect the appearance of our Agricultural Implements and 
Machines at the commencement of this century, will have no hesitation 

in acknowledging the superiority they now present. Being made chiefly of 
wood, and without regard to its intrinsic strength and comparative bulk, the 
implements of that period seem clumsy and ill constructed. Now that iron is 
employed to a large extent, and in many cases entirely, in their construction, 
they are not only lighter in appearance, but more elegant in form and more 
efficient in use. Still, a close inspection, with a critical eye, will detect, in 
many of them, a larger quantity of material than is necessary for strength, and 
a greater violation of mechanical principles, in the construction of their com- 
ponent parts, than their general elegance of form would indicate. It cannot be 
doubted that a perfect knowledge of the strength of materials and of the prin- 
ciples of mechanics on the part of our agricultural machinists, would produce all 
the existing implements and machines, and invent others much lighter in weight 
and simpler in construction, and therefore better adapted for the particular pur- 
poses for which they are designed. If the same degree of mechanical skill that 
is employed in the construction of manufacturing machinery were transferred to 
that appertaining to Agriculture, implements would soon become more perfect 
in every respect than they are. It is not, however, intended to be asserted that 
machines for the purposes of agriculture can be as easily perfected by any amount 
of mechanical skill as those used in manufactures may be ; because the soil and 
its crops, being much more crude, unsteady, and unequal, are worse to deal with 
than the materials prepared for manufactures. The very distinction, indeed, 
which is generally made while treating of agricultural mechanism—namely, 
** implements and machines ”—conveys in some measure this important truth. 
A machine operating upon a substance which varies little from its normal con- 
dition, may be constructed so as to be nearly in all things self-acting, requiring 
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from man little more attention than is necessary to supply it with the material 
which it is designed to operate upon. An implement, on the contrary, required 
in an agricultural operation, may, and often does, demand the exercise of mind 
and skill on the part of its worker, to enable it to meet the peculiarities of a soil 
or a crop constantly varying in character. Still it seems beyond all doubt that 
if the scientific truth in designing, and the workmanlike skill in executing and 
fitting together of manufacturing, could be transferred, as far as actually avail- 
able, to agricultural mechanism, of whatever kind or class, a higher state of effi- 
ciency, both in construction and operation, would be soon attained. At the same 
time, it may be safely admitted that this transference has to a great extent been 
carried out. To ignore the improvements both in design and construction which 
have been effected during the last ten or fifteen years in many of our machines and 
implements, would be injustice to those eminent agricultural-implement makers 
throughout the kingdom by whose skill these improvements have been brought 
about; and would also convey an entirely erroneous notion of the high state of 
excellence to which agricultural machinery has now attained. 

A superior mode of culture, in deep pulverisation of the soil, in finer treat- 
ment of its surface, in more certain and convenient modes of depositing man- 
ures and seeds, and in improved methods of securing crops, has led to a large 
increase of suitable machines being contrived for those purposes; and the 
rivalry created by the establishment of large manufactories of implements in 
England, giving a stimulus to their manufacture which did not exist before, 
has no doubt greatly tended to increase their number beyond the mere demand 
occasioned by superior culture, as well as to improve their construction and 
workmanship. 

Agricultural implements and machines having thus increased in number 
and risen in importance from the causes which have just been indicated, the 
time seems to have arrived when a consideration, commensurate with their 
importance and utility, should be bestowed upon the principles of their con- 
Struction ; and such a consideration, it is conceived, can only be given in a 
work specially devoted to the elucidation of those principles. Descriptions of 
implements have at all times formed part of works on general agriculture ; but 
hitherto no work in the English language has been entirely assigned to their 
discussion. It is the object of the “ Book or FARM IMPLEMENTS AND MACHINES” 
to supply that desideratum in the agricultural literature of Great Britain. 

It is not, however, intended that all the existing implements and machines 
should be passed in review before the reader, as if under a critical examination 
of their mechanical construction ; for, setting aside the arrogance of such a pro- 
ceeding, it would be unfair to implement-makers to institute what could not 
but be deemed an invidious comparison betwixt their respective manufactures. 
The true objects of the Work will, the authors conceive, be better accomplished 
through its enunciating the rules by which the strength of materials employed 
in the making of implements may be rightly estimated, and the principles upon 
which they ought to be constructed, in order to their executing the largest 
expected amount of good work with the least expenditure of power. 

Such a Work, it is believed, can only be produced by a combination of mind. 
_A knowledge of general mechanical principles, a facility of mechanical repre- 
sentation, an aptitude for mechanical description, and a practical experience of 
the use of the implements at work, are all requisite in order to bring even the 
simplest implement vividly before the reader. 

With what success this combination has been attained, the work itself must 
show. The statement, however, may be permitted, that in the selection of sub- 
jects for illustration and description, in the preparation of the drawings and the 
execution of the engravings, every care has been bestowed to render it a trust- 
worthy and practically useful authority on agricultural mechanism. 
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THE object of this Work is to indicate, in the most distinct manner, that ar- 
rangement of the Apartments in Farm-Steadings best adapted for each of the 
methods of Farming practised in the kingdom. It may surprise those unacquainted 
with Agriculture to learn that there are various modes of Farming. There are not 
fewer than Five distinct systems of Farming pursued in this country. In view, 
then, of this variety in modes of practice, it will be obvious that no single arrange- 
ment, however apparently complete and well conceived, can meet the requirements 
of all circumstances of practice, or be calculated to secure the strictest economy of 
labour. As the manufactures of wool, cotton, silk, or flax, require arrangements of 
premises suited to the peculiarities of the material to be operated upon, so, in like 
manner, do the peculiarities of ‘‘ dairy,” ‘“ pastoral,” or of ** mixed” husbandry, 
demand arrangements calculated to aid their practice. A very slight consideration 
indeed of this subject will suffice to show that the accommodation required on a 
farm solely devoted to the rearing of live-stock, should not be the same as that 
required for one which is cultivated entirely for the raising of corn. 

But although the arrangement of the Apartments of Steadings should vary in 
accordance with the kind of Farming, yet every arrangement suited to the various 
modes of Farming may be founded upon such a general principle as shall insure 
the greatest convenience and economy in the use of each arrangement. 

The Authors are quite aware of the difficult task they have undertaken in order 
to attain the important object they have thus enunciated ; but, nevertheless, they 
flatter themselves that the object has been attained in this Work, and that for the 
first time by any writer who has hitherto attempted to illustrate Farm-Buildings. 

Without pledging themselves to any specific amount of matter, the Authors may 
be permitted the statement that, in addition to Plans expressly prepared to working 
scale, to elucidate the “ Principle” of arrangement of Steadings suited te all varie- 
ties of Farming, and to ample working details of constraction and fittings of apart- 
ments, it is proposed to give such Plans of Farm-Houses, and of Bailiff'a and 
Labourers’ Cottages, as shall exhibit details of convenient arrangements and fit- 
tings. The construction of Bridges, Embankments, Culverts, Dams, &c.—those 
‘outlying buildings” of the Farm—will also receive due attention. It is thus 
the aim of the Authors to make the Work a trustworthy and practically useful 
authority in all matters connected with the Buildings of the Farm. 
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Balance of Grain on hand at any time in the Corn- 
barn and Granary—the weight of the Grain, and the 
prices obtained for it. Price 3e. 6d. 
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ce 
VII. PIELD-WORKERS’ ACCOUNT — This 
isa simple form of keeping the Labour-Account, en- 
abling the total number of Days in which work has 
been done for half a year to be summed up and cal- 
culated at the rate of wages per day, when the gross 
amount of the balf-year’s earnings is brought out dis- 
tinctly. Price 2s. 6d. 


The Account- Books are sold separately, the complete Set, in Eight Volumes, sells at 248. 6d. 
LABOUR ACCOUNT OF THE ESTATE. 


This form of Labour Account is specially constructed for the use of Count 
home or abroad, who require returns to be made to them of the species of wor 


Gentlemen, whether residing at 
which daily engages the time of 


their labourers in whatever capacity, and whether male or female; that is, besides Labourers and Field- 
Workers, the form is as well adapted to Gardeners, Foresters, Hedgers, Road-makers, Quarriers, Miners, Game- 


keepers, and Dairymaids. Price 2s. 6d. 


** We have no hesitation in saying, that of the many systems of keeping farm-accounts which are in vogue, 


there is not one which will bear compariso 


n with that just issued by Messrs Black wood, according to the recom- 


mendations of Mr Stephens, in his invaluable * Book of the Farm.' The great characteristic of this system is 
ita simplicity. When once the details are mastered, which it will take very little trouble to accomplish, it will 
be prized as the clearest method to show the profit and lose of business, and to prove how the soundest and 
purest calculations can be arrived at. We earnestly recommend a trial of the entire series of Books— they must 


be used as a whole to be thoroughly profitable; for we are convinced the verdict of our 


cultural friends who 


make such a trial will speedily accord with our own—that they owe a deep debt of gratitude both to Mr Stephens 
and Messrs Blackwood for providing a method so complete and satisfactory to their hands."— Bells Messenger. 


ANNUAL PUBLICATION. 
Foolscap Octavo, price Ds. 


THE YEAR-BOOK 


OF AGRICULTURAL FACTS 
FOR 1800. 


Edited by ROBERT SCOTT BURN. 


* Next to keeping full and complete accounts, nothing is more useful to the farmer than to have an accurate 


record of facts and dates." — Economist, 


THE object of the present work is to secure for the most useful of the ** Facts” scattered 


through the 
are devoted exclusively or 


es of the numerous Magazines and Journals— Home and Forei 
ially to the dissemination of information conn 


— which 
with the 


various branches of agriculture, a permanent and easily accessible record. It embraces, 


moreover, the most striking of the ‘‘Facts” promulgated at the pers of Farmers' 


Clubs, Agricultural Societies, &c. &c. ; and which, even when made pub 


c through the 


di eie ولا‎ Journals, are apt to be lost sight of, or cannot be conveniently and readily 
referred to, among the mass of other matter which these journals comprise. 7 


Copies of the Volume for 1859 may still be had, price bs. 
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Dedicated by permission to Her Majesty. 
In Two large Volumes Royal Octavo, embellished with 1850 Engravings, 


THE BOOK OF THE GARDEN. 


By CHARLES M'INTOSH, 
Formerly Curator of the Royal Gurdens of his Majesty the King of tbe Belgians, and lately of those of 
his Grace the Duke of Buccleuch, at Dalkeith Palace. 


The volumes are sold separately— viz. 
VoL. I.—ON rug FORMATION OF GARDENS AND CONSTRUCTION OF GARDEN EDIFICES. 
776 pages, and 1073 Engraving. £2, 10s. 
VoL. II.—PRACTICAL GARDENING. 868 pages, and 279 Engravings. £1, 17s. 6d. 


‘Works on Gardening have long been abundant, and the popularity of many of 
them has attested the general interest taken in this art, and the value of books as 
guides and instructors in it. None, perhaps, has enjoyed a wider or firmer repu- 
tation than the Practical Gardening of Mr M'Intosh, which was for many years 
recognised as the completest, most systematic, and most practical extant treatise on 
the art. A quarter of a century, however, has now elapsed since that work last 
received the revisions of the author ; and in that time gardening, as a practical art, 
has undergone such advances and improvements, that a treatise, which might be 
most valuable in 1830, has ceased to be so in 1855. The Book of the Garden was 
accordingly resolved on, not merely to supersede the author's former, and now com- 
paratively obsolete work, but designed to form for its art a text-book as full and 
com pleteas the Book of the Farm was for agriculture. The reception which the 
work has experienced from the press and the public has been more than sufficient 
to attest both the need of such a complete and systematic treatise on gardening in 
all its departments, and the degree to which Mr M'Intosh has filled up an existing 
blank. 

The work is divided into two great sections, each occupying a volume—the first 
comprising the formation, arrangement, and laying out of gardens, and the con- 
struction of garden buildings; the second treating of the theory and practice of 
horticulture. 


CONTENTS OF THE FIRST VOLUME. 

INTRODUCTION.— GARDENING AS AN ART OF DESIGN AND TASTE, CONSIDERED AS REGARDS 
ITS ORIGIN, PROGRESS, AND PRESENT STATE. 

CHAPTER I.—THE FORMATION AND ARRANGEMENT OP CULINARY AND FRUIT GARDENS IN 
GENERAL.—Section 1. Plan; 2. Extent; 3. Form; 4. Supply of Water; 5. Situation; 6. Soil ; 
7. Fruit-Tree Borders; 8. Principal Entrance; 9. Shelter ; lo. Style. 

CHAPTER II.— GARDEN WALLS.— Section 1. t of Wails; 2. Foundations of Walls; 3. 
Materials for Garden Walls ; 4. Copings for Garden Walls; 5. Trellised Garden Walls ; 6. Height 
of Garden Walls; 7. Arranging Walls to suit various situations ; 8. Colour of Garden Walls ; 9. 
Construction of Garden Walls. 

CHAPTER IIT.—HoTHOoUSE BuiLDING— Section 1. General Principles ; 2. Angle of Elevation. 

CHAPTER IV.—HEATING A8 APPLIED TO HORTICULTURAL ERECTIONS. —Section 1. Preliminary 
Remarks ; 2. Heating by Flues; 3. Heating by Hot-Water Pipes; 4. ‘The Tank Mode of Heat- 
ing; 5. Heating by Hot-Air Stoves; 6. Heating by Steam ; 7. Boilers and Pipes; 8. Hothouse 
Furnaces ; 9. Cause of Circulation of Hot Water. 

CHAPTER V.—VENTILATION. 


CHAPTER VI.—FnuriT-HousEs. — Section 1. Vineries; 2. Pineries; 3. Peach-Houses; 4. 
Cherry, Fig, Plum, and Apricot Houses ; 5. Tropical Fruit-House. 

CHAPTER VII.— PrLANT-HoUsk8.—Section 1. Conservatories ; 2. Greenhouses ; 3. Orangeries ; 
4. Heath-Houses ; 5. Orchid-Houses; 6. Aquarium ; 7. Window Gardening. 

CHAPTER VIIT. —PrT8 AND FraMEs.—Section 1. Pits and Frames Heated by Fermentation ; 
2. Pits Heated by Smoke-Flues, Tanks, Hot-Water Pipes, and Steam ; 3. Cucumber and Melon 
Houses ; 4. Mushroom-Houses ; 5. Conservative Pits. 

CHAPTER IX.—MISCELLANEOU8 GARDEN STRUCTURES.— Section 1. Gardeners’ Houses; 2. 
The Fruit-Room ; 3. Ice-Houses ; 5. Tanks and Cisterns; 5. Apiaries. 

CHAPTER X.—DrrAiLS oF CONSTRUCTION, —Section l. Glass and Glasing ; 2. Lights or 
Sashes ; 3. Rafters and Astragals; 4. Wall-Plates; 5. Covering the Roofs of ‘Glass Houses and 
Pits, for the exclusion of cold or the retention of heat; 6. Espalier Railings; 7. Footpaths; 8. 
Painting; 9. Cements ; 10. On the Preservation of Timber used in Hothouse-Building ; 11. On 
the Durability of Materials. 

[Continued. 
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THE BOOK OF THE GARDEN— Continued. 


CHAPTER XI.—LaYING OUT FLOWER-GARDENS.—<Section 1. Preliminary Remarks on the 
Classification of Styles; 2. Situation of the Fluwer-Garden 3. Flower-Garden Fences; 4. Plant- 
ing with a view to produce Effect; 5. The Arboretum; 6. The Pinetum; 7. Edgings; 8. The 
Reserve Flower-Garden ; 9. Disposal of the Ground; 10. Harmony of Colours. 


CHAPTER XII.—GEOMETRICAL FLOWER-GARDEN.— Section 1. Their General Arrangement, 
&c. ; 2. Fountains ; 2. Vases and Urns, Dials and Mural Decorations; 4. Statues ; 5, Seats; 6. 
Temples and Arbours ; 7. Mausoleums, Cenotaphs, or Sepulchral Structures. 


CHAPTER XIIL—GARDENESQUE STYLE OF FLOWER-GARDEN.—.Section 1. Their General 
Arrangement; 2. Fountains and Vases; 3. Basketwork; 4. Bridges; 5. Trelliswork, Gates, 
Fences, and Tree-Guards; 6. Moss-Houses, Seats, and Resting-places. 

CHAPTER XIV.—PicTURESQUE STYLE OF FLOWER-GARDENS.—Sectton 1. Their General 
اس اج‎ 2. Rockwork ; 3. Hermitages, Arbours, Moss-Houses, and Seats; 4. Ridges; 5. 
Rills, Rivulets, and Cascades ; 6. Rustic ences. 

CHAPTER XV.— PRACTICAL DIAGRAMS EXPLANATORY OF THE RULES FOR LAYING OUT 
GARDENS, MORE PARTIOULARLY FOR FoRMING CURVED LINES, ١ 

CHAPTER XVI.—TowN AND SMALL SUBURBAN GARDENS. 

APPENDIX. 

INDEX. 

ILLUSTRATIONS. 


33 COPPER-PLATE ENGRAVINGS BY W. AND A. K. JOHNSTON. 
1040 ENGRAVINGS on WOOD By BRANSTON. 


This Volume may be had separately, hf. bd., price £2, 10s. 


CONTENTS OF THE SECOND VOLUME. 
THE CULINARY OR KITCHEN GARDEN. 
THE HARDY FRUIT-GARDEN. 


THE FLOWER-GARDEN : — CHAPTER I, PLANT-HOUSES, PITS, AND WALLS; 
CHAPTER II. OPEN FLOWER-GARDEN. 


SELECT LIST OF VEGETABLES AND FRUITS. 
SELECT LIST OF PLANTS. 
GLOSSARY OF TERMS. e 


280 ENGRAVINGS ON WOOD. 
This Volume may be had separately, hf. bd., price £1, 17s. 6d. 


s We must congratulate both editor and publishers on the completion of this work, which, whether consi- 
dered in reference to the information it conveys on the theory and practice of horticulture, its numerous illustra- 
tions in the first style of art, and beautiful type, is every way worthy of the character of all concerned in its pub- 
lication. The scientific knowledge and great experience of the editor in all that pertains to horticulture, not 
only as regards cultivation, but as a landscape-gardener and garden architect, has enabled him to produce a 
work which brings all that is known of the various subjects treated of down to the present time; while the 
manner in which the work is illustrated merits our highest approval, as most successful specimens of engraving 
. . o. . On the practical details of culture, the editor gives, in addition to his own opinion, the pith of what 
others have written on the subject. . . . .. We hope to notice this book again. In the mean time, we 
strongly recommend the ‘ Book of the Garden.’ To gardeners, in every way it will be indispensable, and not 
less so to country gentlemen, architecte, and surveyors, who will find it the best authority on the subject they can 
refer to. "—Te Florist. 


TEXT-BOOKS on GEOLOGY, by DAVID PAGE, F.G.8. 


I. 
Fourth Edition, price 1s. 6d., 
INTRODUCTORY TEXT-BOOK OF GEOLOGY. 
With Engravings on Wood, and Glossarial Index. 


IL 
Second Edition, revised and enlarged, price 63., 


ADVANCED TEXT-BOOK OF GEOLOGY, 
DESCRIPTIVE AND INDUSTRIAL. 


With Engravings on Wood, and Glossary of Scientific Terms, 


ITI. 
In Crown Octavo, price 6s., 


HANDBOOK OF GEOLOGICAL TERMS AND GEOLOGY. 
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In foolscap 8vo, price 4s. 6d., 


YESTER DEEP LAND-CULTURE; 


BEING A DETAILED ACCOUNT OF THE METHOD OF CULTIVATION WHICH HAS BEEN SUCCESSFULLY PRACTISED 
FOR SEVERAL YEARS BY THE MARQUESS OF TWEFDDALE AT YESTER. 


By HENRY STEPHENS, F.R.8.E, 


Author of the ** Book of the Farm." 


THE characteristic of the new system—for it may be well so named, different as it 
is from any now in use—is the complete pulverisation of the subsoil, and its mix- 
ture with the upper soil, the treatment being of a very substantial and permanent 
nature. The work is divided into the following sections :— 

(1.) The physical geography and climate of the Yester Farms. From the details here given on these points, it 
will be seen that the great results obtained were not those induced by the propitious natore of the soils treated, 
but, from the fact that the fields operated upon were, on the contrary, by no means promising subjecta for the 
expenditure of capital, the best evidence is obtained of the excellence of the principle upon which the improve- 
ments were founded. (2.) Thorough-draining the soils and subsoils. (3.) Deep-ploughing the soils and subeoils. 
(4.) Subeoil trench-ploughing. (5.) The Yester Plough. (6.) Swing-trees for three and four horses. The last 
four sections comprise descriptions of the peculiarities of construction of the ploughs used, and the method of 
working them. (7.) The physical benefits derived from the thorough-draining and subsoil trencb-ploughing. (8) 
The economical benefits. (9.) The system of farming now adopted at Yester Farm. (10.) Results of the system. 
(11 ) The working strength of Yester Farm. (12.) The concluding chapter gives a detail of the advantages de- 


rivable from the thorough pulverisation of the subsoil, the whole of which abounds in suggestions of great value to 
the practical man. : 


In 2 vols. 8vo, with ATLAS in folio, price 30s. Second Edition, 


ITALIAN IRRIGATION: 


A REPORT ON THE AGRICULTURAL CANALS OF PIEDMONT AND LOMBARDY, 


ADDRESSED TO THE HON. THE DIRECTORS OF THE EAST INDIA COMPANY ; 


WITH AN APPENDIX, 


CONTAINING A SKETCH OF THE IRRIGATION SYSTEM OF NORTHERN AND CENTRAL INDIA. 


By Lieut.0ol. R. BAIRD SMITH, F.G.S. 
Captain, Bengal Engineers. 


WHILE "Irrigation works," varying widely in character and importance, have 
been carried out in this country, and attention directed to their details, through 
the medium either of special works or periodical publications, information has been 
scarcely obtainable, except in small measure, and through the medium of isolated 
and rarely met with reports, of the nature, extent, and details of the system 
adopted in Italy, “the classic land of irrigation," where its influence has tended, 
even from‘the earliest period of history, to make her plains the richest on the face 
of the earth. And yet when we consider that the machinery of this grand system 
for the distribution of water, in order to the cultivation of the land, over which it 
is made to spread in fertilising streams, is “ considered by most observers to come 
nearest to the type of theoretical perfection," some idea of the value of a work 
may be obtained which would show, in a clear, explicit, and practical manner, 
the various relations of the system, the details of its works, and the practical 
operation of its mechanism. These and many other details, interesting in a histo- 
rical and social point of view, it is the object of the present work to lay before the 
reader. In addition to the letterpress, which fully exhausts the theory and the 
practice on which this the most extensive as well as the most efficient system in the 
world is founded and carried out, the work is enriched by a large folio Atlas 


1 Plates, abounding in hints and suggestions on various points of constructive 
etail. 
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A New Edition, Illustrated with numerous Engravings, 1s., 


A CATECHISM 
PRACTICAL AGRICULTURE. 


By HENRY STEPHENS, F.R.S.E. 


Author of the °“ Book of the Farm.” 


Fon those destined to act as principals on the farm, instruction is provided by the profusion of Treatises on the 
various branches of the aubject, by Agricultural Colleges and Lectureshipe, aud pre-eminently by their entering 
as practical pupils with men of mature experience and skill; but for the far larger numbers destined to subordi- 
nate employments, no such means, and, indeed, no meaus of any kind, have been available. They entered on 
their occupation entirely unprepared for it, and were destiued to acquire the knowledge and skill requisite wholly 
empirically, behind the plough or in the field. That through such a training multitudes have come thoroughly to 
understand and ably to fulfil their duties, admits of no dispute; had it been otherwise, our agriculture could 
never have been what it is. But still it is hardly questionable but that this knowledge and ability might have 
been earlier, more easily, and more generally attained, had these workers in our flelds entered on their task 
in some degree informed, by preliminary elementary instruction, as to what was expected of them. 

The favourable reception given to Professor Johnston's ‘‘ Catechism of Agricultural Chemistry and Geology, " 
suggested to the Publishers the propriety of a similar work on Practical Agriculture. In intrusting the carrying 
out this idea to the Author of the ** Book of the Farm," they knew they were securing for the Work devised the 
fullest possible knowledge of the subject, sound judgment as to the wants of the class for whom he was specially 
writing, and orderly and methodical arrangement, and the utmost clearness and simplicity of style, in filling up 
the details. The method he has adopted is the same as that on which public approval has been so decisively 
stamped as followed in the ‘‘ Book of the Farm "—the describing the various operations of the Farm in the 
order in which they are in the successive seasons actually performed upon it. And in following out the details, 
he has proceeded on the principle which all teachers of mixed classes know to be the only safe one—the assuming 
nothing whatever to be known beforehand of the processes described. The utmost simplicity and clearness have 
thus, it is hoped, been secured ; and as a still further aid to full comprehension of every operation, woodcuts 
and diagrams have been profusely employed wherever they could be of any possible service. 


Third Edition, 8vo, price 58., 


A MANUAL OF PRACTICAL DRAINING. 


By HENRY STEPHENS, F.R.S.E. 


Author of ** The Book of the Farm." 


THE subject is divided into the following sections :— 


(1.) The symptoms exhibited by land requiring drainage. (2.) The different methods of draining—sballow 
draining, with its varieties—deep draining—thorough draining. (3.) Draining by open ditches. (4) Sheep 
drains in hill pastures. (5.) Drains for ground for forest trees. (6.) Ancient shallow covered drains. (7.) Iso- 
lated hollows and running sands. (8.) Bog drains. (9.) Elkington's method.  (10.) Determination of the 
minimum depth of drains. (11.) Open ducts for drains— stone—tile ducte—necessity for soles for ducts. (12.) 
Estimate of the quantity of water to be conveyed by ducts. (13.) Draining of fields in succession. (14.) Period 
of the rotation at which drains should be executed. (15.) Position of main drains. (16.) Ditto [n reference to 
surface. (17.) Ditto of small drains in reference to inclination of surface. (18.) Particulars determining depth. 
(19.) Ditto distances between drains. (20.) Contracts for cutting. (22.) Rules for filling drains with stones. 
(23.) Drains with soles and tiles. (24.) Laying of ditto. (25.) Pipe-drains. (26.) Laying of ditto. (27.) Tile and 
stone drains. (28.) Outlets and levels. (29.) Returning the soil into the drains. (30.) Conducting draining 
operations. (31.) Ground plan of a thorough-dried field. (32.) Physical benefits derivable from draining. (33.) 
Pecuniary profite. (34.) Cost of draining by different methods. (35.) Draining ruilway cuttings. (36.) Flat 
stone drains. (37.) Peat tile ditto. (38.) Plug ditto. (39.) Sod. (40.) Mole. (41.) Larch tube. (42.) Brush- 
wood. (43.) Brick drain. (44.) Drain ploughs. (45.) Drain-tile machines. (46.) Machines for preparing 
clay. (47.) Inquiry as to whether landlords ought to undertake any or what part of the expense of draining. 
(48.) Theory of draining. (49.) Durability of drains. (50.) Trenching rough ground preparatory to, and conse- 
quent upon, drainage. 


In Demy Quarto, with Engravings, 10s. 6d., 


ELKINGTON’S SYSTEM OF DRAINING. 


Edited by J. JOHNSTONE. 
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A new Edition, with the Author's lust Additions ard Corrections, 8vo, price 21s., 


THE PLANTER’S GUIDE. 


By SIR HENRY STEUART, Bart. of Allanton. 


TO WHICH IS PREFIXED A BIOGRAPHICAL SKETCH OF THE AUTHOR, AND AN 
ENGRAVING FROM A PORTRAIT BY RAEBURN. 


No point in arboriculture has been more keenly contested than the possibility of 
transplanting trees of considerable size. There can be no doubt that this, if prac- 
ticable, would be of great advantage, as respects both shelter and ornament, around 
newly-erected country or suburban residences; and accordingly every possible 
means have been tried to secure such removals with safety and economy. What 
was in this way accomplished by Sir H. Steuart, at his residence at Allanton, 
excited so much interest and admiration, that an account of the methods employed 
seemed imperatively called for ; and with this the author combined a statement of 
his views as to the beneficial and ornamental disposal of wood, and the general 
management of forest trees. "Though many years have since elapsed, and many 
improvements on mere machinery of removal have been made, it is still admitted 
by practical men that the principles of Sir H. Steuart's method are the only ones 
on which such transplantations can be safely effected, and that on the full carrying 
out of these rests our only hope of accomplishing an object of great interest ما‎ 
landed proprietors in particular. 

In addition to a large variety of interesting and valuable notes and illustrations 
on various points of interest, the following are the principal sections of this work :— 
The art of giving immediate effect to wood— history of the art of arboriculture ; 
new theory—-its development— preparation of the soil for open and close plantation 
— preparation of the trees for removal—taking up and transportation of trees— 
with description of the machines useful in this department—planting of the trees 
in the new situations—treatment of trees subsequent to removal—expense of the 
operations—of the principal forest trees, oak, ash, &c. &c. The work is illustrated 
by six engravings and a portrait of the author. 


In 8vo, price 12s., 


THE RURAL ECONOMY OF ENGLAND, 
SCOTLAND, AND IRELAND. 
By LEONCE DE LAVERGNE. 


TRANSLATED FROM THE FRENCH. WITH Notes BY A SCOTTISH FARMER. 


To those who are desirous of gaining a knowledge of the rural economy of Great 
Britain, no better guide could be presented than the present work. It is not only 
political, but it is interesting ; it deals in a manner as singularly concise as it is 
fascinating and effective in style, with subjects valuable alike to the practical 
economist, the agriculturist, and the general reader. 

The following is a brief outline of the points taken up and illustrated. These, 
however, afford but little evidence of the philosophical as well as interesting and 
practical style of the work :— 


(1.) Soil and climate. (2.)Sheep. (3.) Cattle. (4.) The crops. (5.) Fhe gross produce. (6.) Rents, profits, 
and wages. (7.) Constitution of property. (8) Constitution of farming. (9.) Country life. (10.) Political 
institutions. (11.) Markets. (12.) The customs’ reform. (13.) High farming. (14.) TheSouthern—(15.) The 
Eastern—(16.) Western—(17.) Midland, and—(18.) The Northern Counties. (19.) Wales and the Islands. 
(20.) Scotland. (21.) The Lowlands. (22. The Highlands. (23.)Irelard. (24.) State of Wexford. (25.) The 
Famine and Exodus, 
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Third Edition, much enlarged, in Royal Octavo, with Engravings, price 30s., 


THE FORESTER: 


A PRACTICAL TREATISE ON THE PLANTING, REARING, AND GENERAL 
MANAGEMENT OF FOREST TREES. 


By JAMES BROWN, 
Wood-Manager to the Earl of Seafield, and Surveyor of Woods. 


WITH a view to render the book still more worthy of continuance in public favour, 
this edition has been carefully rewritten, and many new sections upon important 
subjects added, for the purpose of making it still better adapted as a complete 
guide in all forest operations; in short, it has been so much enlarged and im- 
proved, that it may be considered in every respect a new book. 

Since the appearance of the Second Edition in 1851, the Author has been very 
extensively employed by landed proprietors in all parts of the country, in surveying 
and reporting on the present state and future management of plantations, and of 
grounds adapted for planting. His observations and experience have thereby been 
very much extended, inasmuch as each district usually presents some distinctive 
and peculiar features, arising from the nature of the soil, aspect, and elevation 
above the sea: and the whole practical results from this extended and varied field 
of operations have been embodied in the present edition of * The Forester.” In 
it, as in the former editions, the Author has confined himself entirely to his own 
experience in forest operations ; and his aim has been that of making his work 
plainly and practically useful as a forester's guide. 

The subject of keeping the Forest accounts has also been for the first time taken 
up in the present edition ; and a section has been added containing a complete sys- 
tem of Forest Book-keeping, with examples of all the various Books, and full 
explanations regarding them. ‘ 


SYNOPSIS OF CONTENTS. 


Importance of Woodlands in Great Britain.—The object of planting.—The value of wood as a crop upon land. 
— Forestry as at present understood and practised in Great’ Britain.— Education necessary for foresters.—What 
portions of the country should be put under trees, and what portions should not. —Laying out of land for forests 
and plantations. —Stone and lime walls. —Dry stone-dykes with lime on copeonly.—Turf dykes.— Wooden palings. 
— Wire fences. — The purpose and situation for which each sort of fence is most properly adapted.—Gates. — Pre- 
paring ground for the growing of young trees. — Drainage. —Laying off and making of roads in new plantatious. 
— Trees considered asa profitable crop, and ns ornamental objects on landed property. — Descriptive character, 
habit, and peculiarities of the various forest trees.—Season of the year best adapted for planting operations.— How 
to choose young forest trees when buying them from public nurseries.— Utility of proprietors having their own 
home nurseries.—Management of the nursery.— Kinds of forest trecs which may be most profitably planted in any 
given district of the country.— Expenses of laying down land under plantations.—Game injurious to young trees. 
—Pruning.—Thinning plantations.— Management of lard wooded plantations of considerable age, reared chiefly 
with a view to ornamental effect. — Management of plantations of considerable age, reared with a view to a crop 
of timber only.—Rules and regulations necessary to be observed in the cutting down and selling of trees, whether 
as thinnings or ciearings of old timber.—Rearing and management of plantations for a supply of hop-poles. — 
Management of general coppice plantatiuns.—The stripping and drying of bark used for tanning.— Cause of dis- 
ease among larch plantations.—External symptoms of disease in trees, and general causes of tbe same.—The 
periodical increase of timber in the different species of forest trees. —How to find the value of growing plantations, 
And of full-grown timber trees.—Method of transplanting large trees, and description of machines for performing 
that operation.— Method of renewing the health of old or decayed trees.—Kinds of plants best fitted for under- 
wood, and how they may be planted in a wood so as to produce useful and ornamental effect.— Hints in refcrence 
to tho felling of timber.—The application of water and steam powers to the manufacture of timber.—The prepar- 
ing ايد‎ timber for better preservation.— Reporting on woodlands.—Bystem of book-keeping adapted to forest 
operations. 


In Octavo, price 5s., 


VIEW OF THE SALMON-FISHERY 
OF SCOTLAND. 


WITH OBSERVATIONS ON THE NATURE, HABITS, AND INSTINCTS OF THE SALMON, AND ON THE 
LAW AS AFFECTING THE RIGHTS OF PARTIES, &c. &c. 


By the Late MURDO MACKENZIE, Esq. of Cardross and Dundonald. 
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(o Strty two highly-finished Engravings, medium Ato, with Descriptions, 42s. 


THE ARCHITECTURE OF THE FARM: 


A SERIES OF DESIGNS FOR FARM-HOUSES, FARM-STEADINGS, FACTORS’ HOUSES, 
AND LABOURERS’ COTTAGES. 


By JOHN STARFORTH, Architect. 


Tre work comprises a series of sixty-two plates, finished in the highest style of art, 
all the drawings and designs being carefully prepared by the Author. Eight designs 
for labourers’ cottages, of different styles and accommodation, with two plates of 
working details, are given, taking up 17 plates. "The next two are occupied by a 
design for a farm bailitf's house ; these being followed by a series of four designs 
for ditferent classes of farm-houses in plates 18 to 35 inclusive. Plates 36 to 38 
take up a design for a factor's house, while 39 to 44 illustrate the arrangements 
and decorations of a house adapted for a proprietor farming his own estate. These 
comprise the first division of the work ; the second being occupied with plates 45 
to 62 inclusive, illustrative of designs for farm-steadings, for water, horse, and 
steam-power, adapted for farms of various sizes, including the design for which the 
Author obtained the Highland and Agricultural Society's Gold Medal. 

General details of construction and descriptions of each plate are added ; and in 
the preparation of the work every pains has been taken to produce a practical and 
useful volume, calculated to meet the wants of the present time. 


In Crown ,وت8‎ with upwards of 500 Engravings on Wood. Second Edition, price 6s. 64., 


| THE HANDBOOK 
THE MECHANICAL ARTS: 


CONCERNED IN THE CONSTRUCTION AND ARRANGEMENT OF DWELLINGS AND OTHER BUILDINGS, 
WITH PRACTICAL HINTS ON ROAD-MAKING AND THE ENCLOSING OF LAND. 


By R. SCOTT BURN, Engineer. 


ALTHOUGH the agriculturist is not generally conversant with the operations and 
processes connected with the mechanical arts, still numerous instances are sure to 
arise in every-day practice, in which even a slight knowledge of them would be 
of great pecuniary value. The various operations demanded by the exigencies 
of farm life, and the numerous clains made on the mechanical ingenuity and 
abilities of the farmer, tend to render a work peculiarly valuable to him which 
bears on those branches of the mechanical arts which are in the most frequent 
requisition. This desideratum the present work is designed to supply. Every 
care has been taken in the preparation of the working drawings with which the 
work is profusely illustrated, and by judicious compression of materials to present 
a mass of practical information which will enable the reader to carry on many 
operations without involving the expense of hired labour. The following are the 
divisions of the work :— 


(1.) House arrangement and conveniences. (2.) Building specifications—bills of quantities and estimates. 

.) Fireplaces, stoves, aud cooking-ovens. (4.) Chimneys. (5.) Ventilation. (6.) Water-closets. (7.) Water— 
ts qualities and filtration. (8.) Cisterns. (9.) Foundations and.drains. (10.) Solid ground-floors. (11.) Log 
cabin or shanty. (12.) Frame-houses (13 ) Pisé, or hard-rammed earth. Ç 4.) Unburnt bricks (15.) Brick- 
setting. (16.) Stone walla—construction. (17) Fire-proof construction. (18.) Theory of carpentry. (19.) Prac- 
tice of carpentry.— Joints—floors—roofs—partitions—gates and bridges. (20.) Iron-framing—roofs and columns. 
(21.) Joinery tools—inouldings—doors—windows—staircasing. (22.) Smith-work. (23) Practical mechanism, 
and the fitting and construction of machines. (24.) Brickmaking. (25.) Roof-covering.—Exterior and inte- 
rior finishings. —Plasteriug.— Painting. (26.) Mortars.—Concrete.—Cements. (27.) Enclosing of land.—Feuces. 
(28) Road-making. (29.) Well-sinking. (30.) Farm and agricultural buildings. Index. a 
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Fifty-second Edition, price 18., 


A CATECHISM 


AGRICULTURAL CHEMISTRY AND GEOLOGY. 
By JAMES F. W. JOHNSTON, F.R.S.E., &c. 


THE object held in view in compiling the present little work was the preparation 
of a manual sufficiently elementary to be used even in our humblest schools, yet so 
precise and complete as to constitute in itself a complete course of instruction in 
the applied science of which it treats. The reception it has experienced, as exem- 
plified in the issue of a Fifty-second Edition, may be held as proof that in general 
estimation it has achieved its aim. l 

The Work is arranged under the following sections, in the form of question and 
answer, and is amply illustrated by diagrams :— 


(1.) General relations of the plant, the soil, and the animal (2) Compound substances of which the organic 
part of plants and animals consists, (3) Elementary bodies of which the compound substances contained in the 
organic part of plants, animals, and soils consist. (4.) Of the organic fuod of plante. (5.) Composition and 
properties of water, ammonia, and nitric acid. (6.) Composition of woody fibre, starch, sugar, gum, and humic 
acid, and how they are formed in the plant or tlie soil. (7.) Composition of fat, gluten, and fibrin, and how. 
they are formed in the plant and the animal. (8.) Substances of which the inorganic, mineral, or incombustible 
part of soils, plants, and animals consists. (9.) Origin aud general characters of soils. (10.) Improvement of 
the soil by deep-ploughing, subsoiling, and draining. (11.) Composition and material relations of the inorganic 
part of the soil and the plant. (12.) Effect of cropping upon the soil. (13.) Vegetable manures. (14.) Of the 
parts of animals used as manures. (15.) Of the droppings or dung of animals. (16.) Of saline and mineral 
manures. (17.) Of limestone, and of the burning and use of lime. (18.) Of the proportions of starch, gluten, and — 
fat contained in the crops which the farmer usually reaps. ر‎ Uses of the starch of our crops in the feeding of 
animals. (20.) Uses of the gluten, fat, and mineral matter of plants in the feeding of animals. (21.) Of milk and 
dairy produce, and the feeding of milk cows. 


Seventh Edition, greatly enlarged, price 6s. 6d., 


ELEMENTS 


F 


AGRICULTURAL CHEMISTRY AND GEOLOGY. 
By JAMES F. W. JOHNSTON, F.R.S.E., F.G.S., &c. 


Many, it was apprehended, might be deterred by the voluminous appearance of the 
Author's larger work (“ Lectures on Agricultural Chemistry and Geology,") from 
giving due attention to the subject ; and partly for the sake of these, partly to pro- 
vide a cheap and accessible hand-book of the subject, the present work was designed 
and executed by the Author. Though styled “ Elements,” however, the book is 
not in the strict sense of the word an elementary one, otherwise, at least, than as 
the student may proceed at once to it without the slightest previous knowledge of 
the subject. It might safely have been called Handbook of Agricultural Chemistry 
and Geology, inasmuch as it presents, in a condensed rather than an abridged form, 
the entire subject it professes to take up. 
The work is divided into sections, of which the following is a brief outline :— 


(1.) Object of the farmer—what the sciences can do for him—organic and inorganic substances—relative pro- 
portions of elementary bodies contained in plants, (2.) Forms in which the organic elements enter into plants. 
($.) Structure of plants. (4.) Inorganic substances of plants. (5.) Of soils. (6.) M (8.) Direct relation of 
geology to agriculture. (9.) Of the physical, chemical, and botanical relations of soils. (10.) Of the general 
improvement of the soil, and how the practical man will commence such improvement. (11.) Mechanical methods 
continued. (12.) Improvement of the soil by planting, and by the growth of wood. (13.) Chemical methods of 
improving the soil —Manures —vegetable manures.: (14.) (15.) Animal manures. (16.) Relative theoretical values 
of different animal manures. (17.) Saline and mineral manures. (18.) Why these are required by the soil. m 
Use of lime in agriculture, (20.) Improvement of the soi] by paring and burning—do. by irrigation. (21.) The 

roducts of vegetation. .(22.) Average composition of root and green crops. (23.) Of milk and its producta. 

24.) (25.) Of the fattening of animals. 
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In Octavo, price 8s., 


EXPERIMENTAL AGRICULTURE; 


BEING THE RESULTS OF PAST, AND SUGGESTIONS FOR PUTURE EXPERIMENTS 
IN SCIENTIFIC AND PRACTICAL AGRICULTURE. 


By JAMES F. W. JOHNSTON, F.R.S.E, &c. 


IN the other works by the same Author there has been embodied all that is known 
with any degree of certainty in regard to the application of chemistry to agriculture. 
There are, however, a variety of important points about which there is as yet much 
obscurity, and a vast deal altogether unknown. To explain these in as far as they 
are capable of being immediately elucidated by experiment, is the scope of the 
present work. From the considerations dwelt upon, a variety of suggestions as to 
experimenting in the field and the feeding-house are evolved : these are presented 
in such a way as to point out to practical men what they may do for the advance- 
ment of the art of agriculture. The following are the leading points elucidated :— 


(1, 2.) The knowledge necessary in a suggester and maker of experiments. (3.) How experiments are to be 
made and judged of. (4.) Influence of circumstances on the result of experiments. (5.) Preliminary considera- 
tion connected with the making of experiments. (6.) Experiments with sulphuric acid, and with the sulphates 
of potash, soda, lime, magnesiu, and iron. (7.) Experiments with gypsum, and the sulphates of magnesia and 
iron. (8.) Do., with chloride of potassium, and with common salt. (9.) With the chlorides of magnesium and 
calcium, muriatic acid, and the fluoride of calcium. (10.) With the carbonates, phosphates, silicates of potash 
and soda. (11.) With the nitrates of potash, soda, lime, and magnesia. (12.) With the salts of ammonia. 


Fourth Edition, 2s., 


INSTRUCTIONS FOR THE ANALYSIS 


SOILS, LIMESTONES, AND MANURES. 


By JAMES F. W. JOHNSTON, F.R.S.E., &c. 


Tus work is intended as a first help to practical and economical chemical analysis 
—and its value in this and other obvious ways to the farmer, the pharmaceutical 
chemist, the youthful student, and to rural training-schools and agricultural labora- 
tories, will be seen by a perusal of the following brief notice of its contents :— 


(1.) The work opens with a chapter showing how the physical properties of the soil are determined. (2.) How 
its organic matter is estimated, (3.) and its saline matter examined. These are followed by (4.) a chapter on the 
estimation of the saline matters, and an examination of natural water ; (5.) and its earthy matters; with notes 
on tile and fire clay. (6.) The analysis of ores by measure is then discussed. (7.) General remarks on the analy- 
sis of soils, with practical suggestions thereon, follow. (8.) The analysis of limestones and marls, and (9.) of 
saline manures, next succeed ; and the work closes with (10.) an examination of bone manures, guanos, and oil- 
cakes. 


In small Octavo, price 6s, 


THE USE OF LIME IN AGRICULTURE. 


By JAMES F. W. JOHNSTON, F.R.S.E., &c. 


Tars work is designed to throw together, in a convenient form, the results of 
practice, and the suggestions of theory, in the use of a substance which has been 
called the basis of all good husbandry, so important a part does it perform in its 
practice. "The points discussed are—the use of lime in its application to the soil ; 
the artificial states in which these are made ; an investigation into the points as to 
whether it is indispensable to the fertility of the land ; and when it should be 
applied. Its effects on the soil and the crops are then stated, followed by a notice 
of the theory of its action ; its exhausting influence on the soil ; the length of time 
which it acts ; and its effects on animal and vegetable life ; the work concluding 
with two elaborate chapters on the use of lime as a sulphate and a phosphate. 
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In Two vols. crown Svo, price 11s. Gd., 
WITH ILLUSTRATION8 ENGRAVED ON WOOD, 


THE CHEMISTRY OF COMMON LIFE. 


By JAMES F. W. JOHNSTON, M.A., F.E.S.E., &c. 
A New Eprriox, edited by G. H. LEWES, Author of the “ Physiology of Common Life." 


THE common life of man is full of wonders, Chemical and Physiological. Most of 
us pass through this life without seeing or being sensible of them, though every 
day our existence and our comforts ought to recall them to our minds. One main 
cause of this is, that our schools tell us nothing about them——do not teach those 
parts of modern learning which would fit us for seeing them. What most con- 
cerns the things that daily occupy our attention and cares, are in early life almost 
sedulously kept from our knowledge. Those who would learn anything regarding 
them, must subsequently teach themselves through the help of the press: hence the 
necessity for a Popular Chemical Literature. 

It is with a view to meet this want of the Public, and at the same time to supply 
a Manual for the Schools, that the present work has been projected. It treats, in 
what appears to be their natural order, of THE AIR WE BREATHE AND THE WATER WE 
DRINK, in their relations to human life and health— THE SOIL WE CULTIVATE and 
THE PLANT WE REAR, as the sources from which the chief sustenance of all life is 
obtained—THE BREAD WE EAT and THE BEEF WE COOK, as the representatives of the 
two grand divisions of human food—THE BEVERAGES WE INFUSE, from which so 
much of the comfort of modern life, both savage and civilised, is derived—THE 
SWEETS WE EXTRACT, the history of which. presents so striking an illustration of the 
economical value of chemical science—THE LIQUORS WE FERMENT, 80 different from 
the Sweeta in their action on the system, and yet so closely connected with them in 
chemical history—THE NARCOTICS WE INDULGE IN, as presenting us with an aspect 
of the human constitution which, both chemically and physiologically, is more 
mysterious and wonderful than any other we are yet acquainted with—THE ODOURS 
WE ENJOY, and THE SMELLS WE DISLIKE ; the former because of the beautiful illus- 
tration it presents of the recent progress of organic chemistry in its relations to 
the comforta of common life, and the latter because of its intimate connection with 
our most important sanitary arrangements—WHAT WE BREATHE FOR and WHY WE 
DIGEST, as functions of the body at once the most important to life, and the most 
purely chemical in their nature—THE BODY WE CHERISH, as presenting many strik- 
ing phenomena, and performing many interesting chemical functions not touched 
upon in the discussion of the preceding topics—and lastly, the CIRCULATION OF 
MATTER, as exhibiting in one view the end, purpose, and method of all the changes 
in the natural body, in organic nature, and in the mineral kingdom, which are 
connected with and determine the existence of life. 


** All will concur in admiring the profound thought which has ennobled so many familiar things, and has 
even tinged the commonest process of household life with the hues of novelty and surprisco. The work deserves 
to he universally read."— British Quarterly Review. 


In Octavo, with 22 Engravings, price 30s., 


THE CHEMISTRY 


VEGETABLE AND ANIMAL PHYSIOLOGY. 
By Dr J. G. MULDER, 


Professor of Chemistry in the University of Utrocht. 


Translated by Dr P. F. H. FROMBERG ; with an Introduction and Notes by 
PROFESSOR JOHNSTON. 
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STABLE ECONOMY. A Treatise on the Management 


of Horses in relation to Stabling, Grooming, Feeding, Watering, and Working. By 
JOHN STEWART, V.S. Seventh Edition, foolscap 8vo, price 6a. 6d. 


ADVICE TO PUROHASERS OF HORSES. By 


JOHN STEWART, V.S., Author of ^ Stable Economy." In foolscap 8vo, price 2s. 6d. 


INTRODUCTION TO METEOROLOGY. By D. P. 


THOMSON, M.D. 8vo, with Engravings, 12s. 6d. 


AINSLIES TREATISE ON LAND-SURVEYING. 


A new and enlarged Edition, edited by WILLIAM GALBRAITH, M.A., F.R.A.S. One 
Volume 8vo, with a Volume of Plates in 4to, price 21s. 


“The best book on surveying with which I am acquainted." — W. RUTHERFORD, LI..D, F.R.A.8., 
Royal Military Academy, Woolwich. 


THE PREPARATION OF COOKED FOOD FOR 


THE FATTENING OF CATTLE; and the Advantage of Using it along with Cut 
Straw, Hay, Turnips, or other Vegetables. By T. HARKNESS. Price 6d. 


DWELLINGS FOR THE WORKING CLASSES: 


Their Construction and Arrangement, with Plans, Elevations, and Specifications, sug- 
gestive of Structures adapted to the Agricultural and Manufacturing Districts. By R. 
SCOTT BURN, Engineer. In Quarto, with numerous Diagrams, 3s. 


AGRICULTURAL LABOURERS AS THEY WERE, 


ARE, AND SHOULD BE, IN THEIR SOCIAL CONDITION.: By the Rev. 
HARRY STUART, AM., Minister of Oathlaw. 8vo. Second Edition, ls. 


SIX LARGE SHEETS and SIX ANNUAL REPORTS, 


CONTAINING WORKING DRAWINGS OF AGRICULTURAL LABOURERS' 
DWELLINGS, with detailed Schedules of Measurement and Specifications. Published 
by the Association for Improvement of Agricultural Labourers' Dwellings. 
SHEET 1st. —T wo DESIGNS FOR A SINGLE COTTAGE, with Schedules of Measurements. 
»  3d.—A DESIGN FOR A PAIR or COTTAGES, with Schedules of Measurements. 
»  6th.—DrsiGN FoR A Pair or Two-Storey COTTAGES, with Schedules of Measure- 
ments. 
»  Tth.—Two DESIGNS FOR PAIRS OF COTTAGES. 
„  9th.—CoNTAINS FIGURES OF DETAILS FOR COTTAGES. 
y, 10th.—DESIGNS FoR SINGLE AND Two-STOREY COTTAGES, AND AN OLD COTTAGE 
CONVERTED INTO A PORTERS LODGE. 
These Sheets contain the most approved Designs for Labourers’ Dwellings, and furnish 
facilities for obtaining accurate estimates of the cost of erection. Price ls. each Sheet; or 
Six Annual Reports, 1s. each. 


IN THE PRESS. 


A MANUAL OF VILLA GARDENING. By 


CHAS. M'INTOSH, Author of the “ Book of the Garden.” In One Vol. Crown 8vo. 


ON THE MANAGEMENT OF BEES. By DR 


MACKENZIE, Eileanach. 


DAIRY MANAGEMENT, AND FEEDING OF 
MILCH COWS. 
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